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FOREWORD 


This  bulletin  presents  data  to  January,  1932,  relative  to  ground- 
water levels  in  South  Coastal  Basin,  which  embraces  Santa  Ana  Valley, 
San  Gabriel  Valley,  San  Fernando  Valley,  the  West  Coastal  Plain,  and 
the  Southern  Coastal  Plain  from  Domingues  Hills  to  the  mesas  of 
Orange  County.  The  information  has  been  furnished  by  Los  Angeles 
Flood  Control  District,  Orange  County  Flood  Control  District,  Los 
Angeles  Department  of  Water  and  Power,  San  Gabriel  Valley  Protec- 
tive Association,  Chino  Basin  Protective  Association,  Pomona  Valley 
Protective  Association,  Cucamonga  Conservation  Association,  Water 
Conservation  Association,  Lytic  Creek  Water  Users  Association,  River- 
side Basin  Water  Users  Council,  Riverside  County  Land  Owners 
Association,  Riverside  Cement  Company,  San  Bernardino  Valley  Con- 
servancy District,  and  practically  all  of  the  cities  and  water  companies 
within  the  area,  as  well  as  by  individual  well  owners.  It  is  this  coop- 
eration which  has  made  possible  the  completeness  of  the  data  herein 
given.  It  is  believed  that  the  bulletin  will  prove  a  useful  manual  for 
all  interested  in  water  development  and  supply  in  South  Coastal  Basin. 

The  name  of  the  individual  or  organization  fui-nishing  the  informa- 
tion is  shown  in  foot  notes  following  the  records  for  each  well.  The 
general  information  presented  above  the  record  for  each  well  has  been 
obtained,  in  part,  from  the  above  mentioned  sources,  and  in  part  by  the 
Division  of  Water  Resources.  The  owners  of  the  wells  and  various 
other  individuals  have  assisted  materially  in  this  connection. 

Only  a  portion  of  the  data  gathered  is  presented  in  this  publica- 
tion. Wells  for  which  measurements  are  available,  but  which  are  not 
here  presented,  are  indicated  on  the  accompanying  maps  by  open 
circles,  while  solid  circles  represent  wells  for  which  measurements  are 
printed  herein.  Because  of  limitations  of  space  only  enough  of  the 
records  are  given  to  show  the  major  fluctuations  of  the  water  plane  at 
each  of  the  wells  published.  Additional  measurements  at  most  of  the 
wells  for  which  records  are  herein  published  have  been  made  and  these, 
as  well  as  records  for  the  wells  shown  by  open  circles,  are  available  in 
the  office  of  the  Division  of  Water  Resources. 

The  South  Coastal  Basin  has  been  divided  into  five  districts  for 
convenience  in  numbering  the  wells.  This  was  done  in  order  that 
numbers  used  by  the  individual  or  organization  measuring  a  large  num- 
ber of  the  wells  within  the  district  might  be  continued  in  use  where 
possible.  This  plan  was  not  found  feasible  in  the  case  of  Districts  A, 
B,  and  E,  either  because  the  numbers  used  by  organizations  in  those 
districts  are  not  available,  or  because  the  numbers  are  too  large  for 
convenient  use  in  a  report.    In  District  C,  the  San  Gabriel  Valley  Pro- 
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tective  Association  has  extended  the  numbering  system  previously  used 
by  the  State  Division  of  Water  Rights  for  the  San  Gabriel  Investiga- 
tion, and  the  Orange  County  Flood  Control  District  uses  the  same 
numbers.  For  this  reason,  the  boundaries  of  District  C  were  so  estab- 
lished as  to  include  most  of  the  areas  covered  by  these  organizations. 
A  change  in  the  index  letter  and  number  from  those  used  in  Bulletins 
5  and  6  of  the  Division  of  Water  Rights  is  necessary  because  the  area 
here  covered  extends  farther  to  the  north  and  west  than  does  the  area 
covered  by  the  San  Gabriel  Investigation.  The  numbers  used  in  Dis- 
trict D  are  those  of  J.  R.  Shoemaker,  engineer  of  the  Chino  Basin  Pro- 
tective Association  and  Pomona  Valley  Protective  Association. 

After  the  subheading  "Other  numbers  used"  are  given  the  num- 
bers used  by  other  organizations  and  individuals.  The  "Bailey  Num- 
bers" in  District  E  are  based  on  the  Town.ship-Range-Section  system. 
The  "location  numbers"  are  an  extension  of  the  Los  Angeles  County 
Flood  Control  District  numbers  outside  of  Los  Angeles  County.  In 
this  system  of  numbering,  each  six-minute  quadrangle  is  divided  into 
10  parts  each  way.  These  subdivisions  are  numbered  from  0  to  9  from 
left  to  right  and  from  top  to  bottom.  The  two  right-hand  digits  of  the 
number  thus  show  the  location  of  the  well  within  the  quadrangle.  Each 
six-minute  quadrangle  is  given  a  number  and  the  digits  to  the  left  show 
this  quadrangle  number.  The  letters  following  the  number  differenti- 
ate the  wells  within  the  same  small  coordinate  rectangle.  Thus,  loca- 
tion number  18573A  means  that  the  well  is  in  the  eighth  tier  to  the 
east  of,  and  in  the  fourth  row  to  the  south  of  the  northwest  corner  of 
six-minute  quadrangle  number  185. 

District  A  i.s,  in  general,  the  San  Fernando  Valley.  District  B 
includes  the  area  south  of  Santa  Monica  Mountains  and  west  of  Los 
Angeles  River.  District  C  includes  the  San  Gabriel  Valley  east  to  the 
Los  Angeles-San  Bernardino  County  line,  the  Coastal  Plain  east  of  the 
Los  Angeles  River,  and  all  of  Orange  County.  District  D  includes  the 
Chino  Basin  east  of  the  Los  Angeles  County  line,  north  of  Santa  Ana 
River  and  west  of  the  line  of  Meridian  Avenue,  which  lies  north  and 
south  between  Rialto  and  Colton.  District  E  includes  the  rest  of  the 
Santa  Ana  River  Valley  and  lies  to  the  south  and  east  of  the  District  D. 

The  eight  maps  in  pocket  show  the  location  of  the  wells  for  which 
measurements  are  available.  These  maps  are  numbered  1  to  8,  and  the 
area  covered  by  each  is  determined  solely  by  the  consideration  that  the 
maps  be  approximately  equal  in  size.  The  frontispiece  shows  the  boun- 
daries of  these  maps  and  the  boundaries  of  the  well  numbering  districts. 
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A-2-B-5,  G.  HENRY  STETSON   (SOMBRERO  RANCH),  NO.  2.     MAP  I 

Location  and  description — 100  feet  northwest  of  Olden  Avenue  produced  north.  1000  feet  northeast 

of  Remscn  Street,  northwest  of  San  Fernando 
Reference  point — (a)  Hole  in  base  of  pump,  !.l  feet  above  ground;  (b)  0  6  feet  above  ground. 
Elevation  of  reference  point^{a)  1426  (b)  1425.3;  from  U.  S.  G.  S.  topog   by  D.  W.  R. 
Use — Domestic  and  irrigation. 
Depth  of  well— 300  feet. 
Diameter  of  casing — ^18  inches 
Other  numbers  used— L.  A.  Co  F.  C.  D.  No.  5937. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Jan.  10     

•-137.0 

1930— 
Jan.  22 

bl32.6 

»  Reference  point  ( *)  used. 

•>  Reference  point  (^)  used. 

o  Pumping. 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


A-3b-B-6,  CITY  OF  SAN  FERNANDO,  NO.  4.     MAP  1 

Log  Available 

L-ocation  and  description — 300  feet  northwest  of  Hubbard  Avenue.  30  feet  northeast  > 

Street,  San  Fernando. 
Reference  point— Center  line  of  air  gage,  1  foot  above  floor  and  ground. 
Elevation  of  reference  point — 1245,  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Municipal. 
Depth  of  well— 481  feet. 
Diameter  of  casing — 18  inches. 
Other  numbers  used— L.  A.  Co.  F  C.  D.  No   5969 


)f  Mansfield 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

1929— 
Feb.    1 

122.0 
116.0 
123.0 
132.0 
135.0 

1930— 
Feb.  U 

127.0 
122.0 
126.0 
131.0 
127.0 

1931— 
Feb.    4 

April  16 

122.0 

May    1     

123  0 

July    1 

Aug.    1 

July     1 _. 

Nov.— 

122.0 

Oct.     1     ..  - 

Nov.    1 

127  0 

Dec.    1 

Deo.    1 

Dec.    5 

124.0 

1932— 
Feb.  23 

114.5 

Measurements  from  owner. 
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A-4-B-6,  FORD-CRAIG  RANCH,  PIT  NO.  1.     MAP  1 

Location  and  description — 50  feet  east  of  corner  of  Hubbard  Avenue  and  Garrick  Street,  north  of 

S;in  |-LTn;irh.!o 
Reference  point — fop  of  pir,  at  ground. 

Elevation  of  reference  point — -1420,  from  U.  S.  G,  S.  topog,  by  D.  W.  R. 
Use — Irrifiatiim 
Depth  of  well— 400  feet. 
Other  numbers  ussd—L.  A.  Co.  F.  C.  D.  No.  5988. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Dat« 

Dist.  R.  P. 

to  water 
surface,  feet 

1902 

223.0 

228 

214 

199 

193 
192 

1923— 
Jan.   14 

186 
185 

200 

217 

219 
213 
221 

1927— 
Jan.    9    .. 

218 

1904— 

Aug.    1     

Mar.  17 

216 

June  17 

1924— 
May    1 

1928— 
April   9 

1907— 

218- 

May  22 

1925— 
Nov.  25 

May  17 

217 

1920— 

1929— 
June  10 

Aug.    1 

1926— 
Jan.     9          .  --. 

230 

Oct.  12 

226.5 

1922— 

1930— 
Jan.  23 

Aug.    1 

July    2 

Dec.    5 

Dec.    5 

226.6 

Mar.  23 

228.0 

Sept.  26 

227.0 

Measurements  by  owner,  from  Los  Angeles  County  Flood  Control  District. 


A-4C-B-6,  McCLAY  R.VNCH  COMPANY. 
Log  Available 


MAP  1 


Location  and  description — 50  feet  north  of  old  road  to  Pacoima  Canyon,  150  feet  cast  of  present 
channel.  200  feet  west  of  road  on  north  and  south  line  of  Land  Grant.  5an  Kcrnando.  6'  x  6'  dug 
shaft. 

Reference  point — Top  of  pit,  2  feet  above  ground  . 

Elevation  of  reference  point — 1226,  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 

Depth  of  well — 55  feet. 

Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  5989C. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1929— 
June  11     . 

31  0 

1930— 
Jan.  22  

30.6 
29.0 
30.2 
30.2 
30,7 

1931— 
April  21 

29  6 

April  29 

Sept.  26 

Oct.     1 

Dec.    1     

Measurements  from  Los  Angeles  County  Flood  Control  District. 
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A-4e-B-6,  GRIFFITH  RANCH,  No.  1.     MAP  1 

Location  and  description — 200  feet  southeast  of  corner  of  stone  wall  entrance  to  Davis  Ranch. 

casing  near  bank  of  Pacoima  Wash. 
Reference  point— Top  of  casing,  1.3  feet  above  ground. 

Elevation  of  reference  point — 1281,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D, 
Use — Not  used. 
Depth  of  well — 345  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  5999. 


Open 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Mar.    7 

50.6 
50.2 
50.5 
50.7 

1931— 
April  13 

50.8 
49.4 

April  29 

May  11 

Sept.  28 

Dee.    1   . 

Measurements  from  Los  Angeles  County  Flood  Control  District. 

A-5a-C-2,  J.  DOTTA.     MAP  1 

Location  and  description — 30  feet  north  and  270  feet  west  of  Devonshire  and  Farralone  Avenue, 

M  mile  north  of  Chatsworth.     Dug  shaft. 
Reference  point — Top  of  wooden  box  over  well  2  feet  above  ground. 
Elevation  of  reference  point — 955,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Not  used. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  4684. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 

13.7 

16,2 
15,1 
17,1 

1931— 
Feb.    2 

16.6 
15  0 
15,3 
15." 
16.1 
16.4 

1931— Cont. 
Oct.  12 

Nov.    9 

16,6 

Mar.    2 

April   6 

17  0 

1930— 

Dec.  30... 

16.0 

Jan.     8 

May    4 

April  28 

July    6 

Dec.    3 

Sept.  7 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


A-9-D-3,  PERRY  MULHOLLAND.     MAP  1 

Location  and  description — 60  feet  south  and  0.2  miles  west  of  Nordhoff  Street  and  Mason  Avenue, 

north  of  Owensmouth. 
Reference  point — Small  pipe,  northwest  side  of  pump  at  floor.  0.5  feet  above  ground. 
Elevation  of  reference  point — 877.  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use— 1  rrigation. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  4716. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Jan.    7 

84.1 
84.0 
86.2 

1931— 

85,4 
87.5 

April  28 

Dec.    1 

Dec.    2 

Measurements  from  Los  Angeles  County  Plood  Control  District. 
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A-lO-E-3  OWENSMOUTH  ICE  COMPANY. 
Log  Available 


MAP  1 


Location  and  description — 190  feet  south  of  Sherman  Way  and  70  feet  cast  of   Decring  Avenue. 

Owensmouth. 
Reference  point— Top  of  casing  at  floor  level  about  4  feet  above  surrounding  ground  surface. 
Elevation  of  reference  point — 788.6,  from  levels  by  L.  A.  D.  of  W.  &  P. 
Use — Not  used. 
Depth  of  well— 770  feet. 
Diameter  of  casing— 24  inches. 
Other  numbers  used— L.  A.  D.  of  W.  &  P.  No.  128;  U.  S.  G.  S.  No.  C-2:  L.  A.  Co.  F.  C.  D.  No.  4709  . 


Dnte 

Dist.  n.  p. 

to  water 
surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1920— 
Dec.    1 

•14.9 

13  6 
12  9 
12,3 
12.4 

7.4 

7  3 
9.1 

8  2 

8  0 
7.6 
8.9 
8.8 
8.6 

8.7 
9.4 

10.8 
9.7 

1925— 

Jan.  28. 

April  22 

9  7 
9.9 
10  5 
14  4 
14.9 
14.1 

14  1 

13  5 
13.7 

14  8 
15.5 
14  5 
13.8 

13.5 
11-3 
13.7 
16.5 
14  5 
13.8 

13.4 
13.2 
U.4 
15.0 
14.9 
13.6 

1929— 
Feb.  26 

14  0 

July  11 

tie  6 

1921 — 

Oct.  30       .  . 

16  0 

Jan.     3  

Aug.  28 

Sept. 30 - 

Dec.  23 

1926- 
Jan.  27 

Dec.    2 

15.9 

Mar.  30 

1930— 
Jan.     7 

June    2 

Oct.     7 

i'15.7 

Mar.  25 

14  8 

1922— 

June  12 

16.2 

Mar.30 .-.. 

Feb.  26 -..- 

July  11 

16.9 

April  28       .  . 

Aug.  12 

20.3 

Oct.   12 

Sept.  24. 

Oct.  29 

17.9 

Dec.  22 

Aug.  27 

17.2 

Oct.  28 

Dec.  28 

16.7 

1923— 
Mar.  16 

Dec.  29 

1927— 
Jan.  27 

1931— 
Jan.  22 

April  20 

16.2 

July   10 

Feb.  11   

■'15.4 

Oct.  17  ... 

Mar.31 

June  23 

April  16 

16  0 

Dec.  19 

May  14  ... 

15  8 

July  27 

June  15 

'■16.9 

1924— 

Sept.  27 

Aug.    3     .. 

l'19.0 

Dec.  23 

Sept.  21 

i'19.0 

June  20 

1928— 
J,in.  26 

Nov.    9      ... 

118  2 

Sept     5 

Dec.  30 

^n  0 

Dec   30 

Mar.  28 

June  26     - 

Aug.  29 

Oct.  24 

Dec.  26 

■  Measurement  from  United  States  Geological  Survey, 
b  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  Los  Angeles  Department  of  Water  and  Power  except  as  noted. 


A-U-D-3,  PORTER  ESTATE.     MAP  1 

Location  and  description — 200  feet  south  of  Las.scn  Street.  300  feet  cast  of  Corbin  Avenue,  north- 
west of  North  Los  AnRt'les. 
Reference  point — Nipple  on  top  of  casing  0.3  feet  above  ground. 
Elevation  of  reference  point — 917.7.  from  levels  by  L.  A.  D.  of  \V.  &  P. 
Use — Not  used. 

Diameter  of  casing  —16  inches. 
Other  numbers  used— L.  A.  D.  of  W.  &  P.  No.  1  57 A;  L.  A.  Co.  F.  C.  D.  No.  473 5 A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  wAter 

surface,  feet 

1929— 
July    3 

125.6 
•124  6 

123.8 
124  1 
128.7 

1931— 
Feb.    2  

123.1 

122  8 

123  0 
122.7 
124.7 
122.8 
124.3 

1931— Cent. 
July  20 

124  6 

Oct.  23 

Feb.  23 

124  2 

Mar.    2 

Sept. 14 

Oct.     5 

Nov.24 

Dec.  30 - 

125  2 

1930— 

Mar.23 

125  8 

Jan.     7 

April  20 

May  12 

June  15 

124  0 

April  28 

123  5 

Dec.    2 

*  Measurement  from  Los  Angeles  Department  of  Water  and  Power. 
Measurements  from  Los  Angeles  County  Flood  Control  District  except  as  noted. 
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A-12-D-3,  MULHOLLAND  RANCH.     MAP  1 

Location  and  description — 60  feet  east  of  Corbin  Avenue,  150  feet  south  of  S,  P.  R.  R.  (Coast  line) 

crossing,  west  of  North  Los  Angeles.     In  pump  house. 
Reference  point — Base  of  pump  at  floor  0.5  feet  above  ground. 
Elevation  of  reference  point — 830,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Irrigation. 
Depth  of  well— 611  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used— L.  A.  D.  of  W.  &  P.  No.  166;  L.  A.  Co.  F.  C.  D.  No.  4736. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1927— 
Oct.  27  - 

45.4 

42,6 
"42. 8 
54.7 
43.1 

1930— 
Jan.     8 

■42.9 
43.5 
42.4 

"42.7 
43.7 
43  9 
45.9 
47.2 

1930-Cont. 

Sept.  26 

Oct.  31 

Dec.    3 

Dec.  29 

1931- 
May  13 

45.3 

Feb.  18  

43  5 

1929— 

Mar.  25 

•42.9 

April  3 

April  28       

43  6 

June  14 

May  13 

Aug.  29 

June  12 

Oct.  23 

July  22 

•45.0 

Aug.  14 

Dec.    1 

»52  0 

Dec.  19 .. 

43.3 

»  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  Los  Angeles  Department  of  Water  and  Power  except  as  noted. 


A-13-D-3,  L.  E.  HUTCHINS.     MAP  1 

Location  and  description — 75  feet  south  of  Roscoe,  100  feet  east  of  Mason,  northeast  of  Owensmouth. 

Reference  point — Base  of  pump.  1  foot  above  ground. 

Elevation  of  reference  point — 825.9,  from  levels  by  L.  A.  D.  of  W.  &  P. 

Use — Not  used. 

Depth  of  well— 450  feet. 

Diameter  of  casing — 24  inches,  100  feet;  12  inches,  350  feet. 

Other  numbers  used— L.  A.  D.  of  W.  &  P.  No.  183;  L.  A.  Co.  F.  C.  D.  No.  4728. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1924— 
Jan.  10 

37.0 
37.0 
37.4 
37-2 

37.4 
38.7 
38.5 
44  4 
39.7 
40.0 

40.0 
39.9 
45.3 
41.2 
40.3 

1927— 
Feb.  24 

39  9 
39.3 
43.4 
40.9 
40.0 

39.8 
40.2 
42.1 
40.3 

40  2 

•40.2 
Ml. 4 
•42.5 

1930— 

•40  7 

June  20          

April  28 

April  28 

•dO  1 

Sept.  5 

July  27 

Dec.    3 

1931— 

Feb.  23 

April   6 

May    4 

Au?.  17 

Oct.     5 - 

Nov.24 

Dec.  30 

•41  0 

Nov.  21     . 

Oct.  25 

Dec.  23 

1925— 
Jan.  28 

1928— 
Feb   28 

•40.4 
•42  5 

April  22 

•41  0 

•42  6 

.Aug.  28.   .. 

Julv  25 

•42  0 

Oct.  28 

Sept.  28 

•40  0 

Dec.  23 

Dec.  26 

•39  9 

1926— 
Feb.  26 

1929— 

April  28 

July  23 

July  27 

Oct.  28 

Dec.  29 

*  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  Los  Angeles  Department  of  Water  and  Power  except  as  noted. 
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DIVISION    OF    WATER   RESOURCES 


A-14-IV4,  H.  HALL.     MAP  I 

Log  Available 

Location  and  description — 30  feet  south  of  Lassen  Street.  105  feet  east  of  Wilbur  Avenue,  50  feet 

west  of  small  wash,  north  of  North  Los  Angeles.     In  pump  house. 
Reference  point — Hole  in  pump.  I  foot  above  ground. 
Elevation  of  reference  point — 894  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Irrisation. 
Depth  of  well— 349  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  4755. 


Date 

DUt.  H.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DLst.  H.  P. 

to  water 

surface,  feet 

1926 

■110 
111.6 

1930-^ 

110.2 

1931— 
May  14 

113  3 

1929- 
July  12              

*  When  drilled. 
Measurements  from  Los  Aogelcs  County  Flood  Control  District. 


A-15-D-4,  MR.  WRIGHT.     MAP  1 

Location  and  description — 660  feet  north  of  Chase,   600    feet   east   of  Wilbur.  North  Los  Angeles. 

5  foot  dug  shaft. 
Reference  point — Top  of  concrete  pit,  at  ground. 

Elevation  of  reference  point — 787.3.  from  levels  by  L.  A.  D.  of  W.  &  P. 
Use — Not  used. 
Depth  of  well— 47.5  feet. 
Othernumbersused- U.  S.  G.  S.  No.  C-7;L.  A.  D  of  W.  &  P.  No.  I26;L.  A.  Co  F.  C  D.  No  4757A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Dat« 

Dist.  R.  P. 

to  water 

surface,  feet 

1920— 

■24  5 

24.9 
2,'i  0 
23.1 
22.7 
22.2 

50  9 
20,2 
20  0 
20.4 
20.1 
20  4 

20  1 
20  1 

19  8 

20  6 
20,8 

21  0 
20.8 
21.8 
22.1 

1925— 
Jan.  28  

22.0 
21.3 
20.8 
21  9 
22.7 

22.4 
21.8 
20  7 
20  3 
20  5 
20  5 

19.7 
16.4 
18,5 
19  0 
19.5 

19  5 
18.8 
18  5 
18.9 
19.6 
20.0 
20.0 

1929— 
Feb.  26 

20  1 

Mar.    4 

April  26              ..   .. 

19  8 

1921— 

Mav  31 

19  6 

Jan      3 

Aug.  28 

Julv  29     .         

19  9 

Mar.  30 

Nov.  27     .  ..       . 

Sept.  25 

20.4 

1926- 
Jan.  27 

Dec.    2 

1930— 
Jan.   16 

20.6 

Aug.    9 

Oct.     7       

Mar.  24 

June  22 

Aug   27 

20  8 

Mar.24 

20.6 

Mar  23 

June  12       - 

20.5 

Oct.  28       -  . 

Aug.  14 

20  3 

Aug.  28 

Dec.  29 

Oct.  31 

20.9 

Oct.  12 

1927— 

Feb.  22 

May  26... 

July  27. 

Sept.  27 

Dec.  28 

21.2 

Nov.  12  - 

1931— 
Jan.  24 

Deo.  22 - 

21.1 

1923 

Mar.  21 

20.5 

Mar.  18 

May  18 

20.7 

April  20 

Nov.  23. 

1928— 
Jan.   25        

July  17 

21.4 

July  10 

Aug.  17 

21.5 

Oct    17 

Sept.  15     

29.7 

Dec.  19 

Oct.  21... 

21.2 

Mar.  28 

Dec.  18      

21.2 

1924— 

May    2   

Jan.  18 - 

Aug.  29  

Oct.  22 

Oct.  24 

Dec.  30             

Dec.  28 

■  Measurement  from  United  States  Geological  Survey. 
Measurements  from  Los  .\ngele3  Department  of  Water  and  Power  except  as  noted. 


SOUTH    COASTAL    BASIN   INVESTIGATION 
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A-16-E-4,  H.  M.  LORD.     MAP  1 

Location  and  description — East  side  of  Reseda  Boulevard.  400  feet  north  of  Sherman  Way,  Reseda. 

Reference  Point — Top  of  6-inch  board,  top  of  casing. 

Elevation  of  reference  point — 736.5,  froin  levels  by  L.  A.  D.  of  W.  6i  P. 

Use — Abandoned. 

Depth  of  well— 60  feet . 

Diameter  of  casing — 6  inches. 

Other  numbers  used— L.  A.  D.  of  W.  &  P.  No.  125;  L.  A.  Co.  F.  C.  D.  No.  4769. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dbt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1920— 
Sept.  21 

"  8.0 

Ml. 4 

11.4 
11,3 
9.4 
9,2 
10,0 
11,2 

7.2 
8.1 
10.1 
10,6 

1923— 
Mar.  16 

10,7 

no 

10,5 
11,4 
12.2 

12,5 
11,9 
11.6 
13,2 
13  7 

1925— 
Jan.  28 

13  7 

Dec.    1 

June    1. 

Mar.   4 

13  9 

Sept.   6 

12.9 

1921— 

Oct.  17 

Sent.  30  .      .    - 

14  0 

Jan.     3 

Dec.  19 

Dec.  23 -.. 

1926— 

Jan.  27... 

Feb.  26 

Mar.  24 

14  4 

April  18 

1924— 
Jan.   25 

June    2,. 

July     1              

14.6 

Aug.    9 

June  20 

13,5 

Oct.     7 

July  31 - 

13  9 

Oct.  22 

April  28 

10  7 

1922— 

Dec.  30 - 

May  25 

Mar.  23 

Aug.  28 -.- 

Oct.  12 

Dec.  22 

*  Measurement  from  United  States  Geological  Survey. 
Measurements  from  Los  .\ngeles  Department  of  Water  and  Power  except  as  noted. 

A-I7-C-4,  SUNSHINE  RANCH.     MAP  1 

Location  and  description — 2900  feet  north  of  Rinaldi  Street,  200  feet  west  of  Zelzah  Avenue,  extended, 

west  of  San  Fernando.     In  pump  house. 
Reference  point — Base  of  pump  1  foot  above  ground. 
Elevation  of  reference  point — 1236,  from  aneroid  by  D.  W.  R, 
Use — Domestic  and  irrigation. 
Depth  of  well— 432  feet. 
Diameter  of  casing — ^20  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  4771 . 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DLst.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  E.  P. 
to  water    ' 
surface,  feet 

1929- 
Jan.  17     

165,3 

1930— 
,Jan.     8 

"189.7 

'^  Pumping  almost  continuously  past  six  months. 
Measurements  from  Los  Angeles  County  Flood  Control  District. 


A-18a-D-4,  JOSEPH  NADEAU.     MAP  1 

Location  and  description — 0.2  miles  east  of  Zebah  Avenue.  0.28  miles  north  of  Nordhofif  Street,  north- 
east of  North  Los  Angeles. 
Reference  point — Hole  in  casing  0.8  feet  above  ground. 
Elevation  of  reference  point — ^869.1.  from  levels  by  L.  A.  D.  of  W.  Sz  P. 
Use — Never  used- 
Depth  of  well— 501  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  D.  of  W.  &l  P.  No.  162;  L.  A.  Co.  F.  C.  D.  No.  4776. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1925— 
June  16 

•M52,5 

155.8 
155.7 
155.8 
156.0 

1930— 
Jan.     8          ..  . 

155.7 
155,8 
156.5 

1931— 
May  13     . 

157  3 

April  28 

Dec.    5 

158,1 

1929— 

Dec.    3          

Dec.  19 

''158  0 

Jan.  17 

April  3 

July  12 

*  When  drilled. 

b  Measurement  from  Los  Angelea  Department  of  Water  and  Power . 
Meaaurements  from  Loa  Angelea  County  Flood  Control  District  e  xcept  as  noted. 
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DIVISION    OF    WATER   RESOURCES 
A-21-C-5,  FOOTHILL  ORCHARD  COMPANY.     MAP  1 


Location  and  description —30  feet  south  of  Chalsworth  Street,  300  feet  cast  of  Havcnhurst  Avenue. 

0,25  miles  west  of  bridge  over  wash,  southwest  of  San  Fernando. 
Reference  point — Top  of  casing  at  ground. 

Elevation  of  reference  point— 930.  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use— Never  used. 
Depth  of  well— 700  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  4803. 


Date 

Dlst.  n.  P. 

to  water 

surface,  feet 

Date 

DLst.  li.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Mar.  28 

228  0 
218  0 

1930— 
Jan.     8  - 

203  6 
Destroyed 

April  28-- 

Measurements  from  Loa  Angeles  County  Flood  Control  District. 


A-22-D-5,  M.  E.  BLAISIER.     MAP  1 

Log  Available 

Location  and  description — 75  feet  north  of   Plummer  Street,  175  feet  west  of  Havenhurst  Avenue, 

southwest  of  San  Fernando. 
Reference  point — Top  of  casing  2  feet  above  ground. 
Elevation  of  reference  point — 867.  from  U.  S.  G,  S.  toprag.  by  L.  A.  Co. 
Use — Not  used. 
Etepth  of  well— 400  feet. 
Diameter  of  casing— 12  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  4805. 


.  F.  C.  D. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1926        

•235 

198  1 
214.9 

1930- 
Feb.    7 

199  4 
198.4 
208.9 

1931— 
April  22 - 

213  0 

April  29     

May  13 

213  1 

Dec.    1 - 

Dec.    S.- 

210.0 

July  11       

«  When  drilled. 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


Ref( 
Elti 


A-24-B-S,  R.  ERRATCHUS.     MAP  1 

Location  and  description — 140  feet  southwest  of  Monticello  Street,  0.3  miles  southeast  of  Bledsoe 
Avenue,  northeast  of  flower  San  Fernando  Reservoir.  0.27  miles  west  of  San  Fernando  Road,  west 
of  San  Fernando. 

Reference  point — Floor  of  pump  house,  at  ground. 

Elevation  of  reference  point — 1 1  55,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 

Use — Domestic  and  irrigation. 

Depth  of  well— 131  feet. 

Diameter  of  casing — 10  inches. 

Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  4830. 


Date 

Dist.  J..  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  H.  P. 

to  water 

surface,  feet 

1929— 
Jan.   10 

33  0 
27.7 
44.8 

1930— 
Jan.  21 - 

29  0 

1931— 
May  12 

33.6 

Mar.  27 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


SOUTH    COASTAL    BASIN    INVESTIGATION 
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A-24a-C-5,  GENERAL  PETROLEUM  COMPANY.     MAP  1 

Location  and  description — 600  fecc  west  of  San  FcrnanJo  Road.  0.3  miles  north  of  Hubbard  Avenue. 

northwest  of  San  Fernando. 
Reference  Point — Floor,  at  ground. 

Elevation  of  reference  point — 1120.  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Industrial. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  4840. 


Date 

Dist.R.P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  w.-iter 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Oct.  20 

18.8 

6.1 
■Flowing 

1930— 
Feb.    5 

16.0 
7.0 
8.4 

1931— 
April  22 

8.6 

Apra28 

May  11 

5.1 

1929— 

Jan.  10 

Mar.  20 

Dec.    1 

»  By  operator. 
Measurements  from  Los  Angeles  County  Flood  Control  District. 


A-24b-C-S,  ANGELES  MESA  LAND  COMPANY.     MAP  1 

Location  and  description — 285  feet  northwest  of  Rinaldi  Street,  890  feet  northeast  of  Laurel  Canyon 

Boulevard.  San  Fernando. 
Reference  point — Top  of  casing.  1  foot  above  ground. 

Elevation  of  reference  point — 1026.  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Never  used. 
Diameter  of  casing — ^14  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  4841 . 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Jan.  17 ---. 

25.5 
25.8 
26.6 
26.0 

1930— 
Jan.     8 

25.6 
25.5 

1931— 
May  U 

25.5 

Mar.  28 

Dec.    1 

June  11 

July  11 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


A-26-D-5,  ALLISON  RANCH.     MAP  1 

Log  Available 

Location  and  description — 300  feet  east  of  Sepulveda  Boulevard;  700  feet  south  of  Lassen  Street. 

southwest  of  San  Fernando. 
Reference  point — ^Floor  of  pump  house,  at  ground. 

Elevation  of  reference  point — 880,  from  U.  S.  G.  S.  topog,  by  L.  A.  Co.  F.  C.  D. 
Use — ^Not  used. 
Depth  of  well— 469  feet. 
Diameter  of  casing — 14  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  483  5. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Mar.  28 

228,4 
231.2 

1930— 
Jan.  22 

229.9 
230.0 
224.2 

1931— 
April  21 

239  0 

June    7 

April  28 

May  13 

239.4 

Dec.    2 

Dec.    5 

234.0 

Measurements  from  Los  Angeles  County  Flood  Control  District. 
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DIVISION    OF    WATER   RESOURCES 


A-26a-D-5,  FRANK  SPICHTIG.     MAP  1 
Log  Available 

30  feet  east  of  Noble  Avenue,  800  feet  south  of  Parthjni--i  Street.  Sepulveda  . 


Location  and  description 

Reference  point — Hole  in  base  I  foot  above  grounJ 

Elevation  of  reference  point — 81}.  from  U.  S,  G,  S.  topo^,  by  L.  A. 

Use— Irri  (Ration. 

Depth  of  weU~385  feet. 

Diameter  of  casing — 14  inches. 

Other  numbers  used— L.  A.  Co,  F.  C.  D.  No.  4837. 


Co.  F.  C.  D. 


Date 

Diit.  R.  r. 

to  water 

surface,  feet 

Date 

Dist.  R.  1'. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1924— 
Aug 

•135 
161.2 

1930— 
Jau.  23 

160  5 
160  1 
162.4 

1931— 
Mar.  14 

165  7 

Anri!30 

Dec.    5 

159.8 

J  929 — 

Dec.    2 

Jan.  18              

»  Measurement  by  owner. 
Measurements  from  Los  Angeles  County  Flood  Control  District. 

A-27-D-5,  W.  P.  WHITSETT.     MAP  1 

Log  Available 

Location  and  description — 85  feet  west  of  Noble  Street.  0  25  miles  north  of  S.  P.  R.  R.  (Coast   line), 

southwest  of  San  Fernando. 
Reference  point — Hole  in  base,  1  foot  above  ground. 

Elevation  of  reference  point — 7'^7 .  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Irrigation. 
Depth  of  well— 350  feet. 
Diameter  of  casing — ^18  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  4838. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1929— 
Jan.  18 

149.5 
142  0 

1930— 
Dec. 

2 

135  2 

1931— 
April22     . 

136.5 

July  12 

Dec.    5 

149.1 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


A-27a-D-5,  J.  S.  MOTT  (FORMERLY  VAN  NUYS  MUTUAL  WATER  CO.).     NL\P  1 

Location  and  description — 660  feet  west  of  Vaa  Nuys  Boulevard;  300  feet  north  of  Lanark  Street, 

north  of  Van  Nuys. 
Reference  point — Top  of  wooden  plug.  0.7  feet  above  ground. 
Elevation  of  reference  point — 793,9.  from  levels  by  L.  A.  D.  of  W.  &  P. 
Use— Not  used. 
Depth  of  well — 300  feet. 
Diameter  of  casing — 14  inches. 
Other  numbers  used— U.  S.  G.  S.  No.  SM-3;  L.  A.  D.  of  W.  &  P.  No,  103  ;  L.  A.  Co.  F.  C.  D.  No,  4848. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Di.st.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1920— 
July  21 

"132.5 
■135  5 
•138.5 

130  8 

131  9 
132.2 
132.5 

130.4 
117.4 
119.1 
114.4 

1923— 
Mar.  16 

113  2 

112  6 
123  6 

113  0 

113  6 
125  0 
124.1 

1930- 
Feb.  18 

136.3 

Aug  25 

Juh   10     

May  16 

Dry  145 

Dec     1 

Sept.   6 

Nov.  20     

Sept.  22 

138  S 

Nov. 28 

139.0 

1921— 
Jan.  29 

1924— 
Jan.  25 

1931— 
Jan.  26 

April  18 

139.5 

July     1   

Mar.23 

June  15 

139.9 

Oct.     7 

Sept.  5     .     . 

140.4 

Sept.  15     .     . 

141  2 

1922— 

Dec.  23 

142.0 

Mar.  22 

Aug.  28 

Oct.    3 

Dec.  22  

»  Measurement  from  United  States  Geological  Survey. 
Measurements  from  Los  Angeles  Department  of  Water  aod  Power  except  as  noted. 
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A-28b-B-6,  CITY  OF  SAN  FERNANDO,  NO.   1.     MAP  1 

Location  and  description — 300  feet  southeast  of  llubbard  Avenue.  600  feet  northeast  of  Fourth 

Street.  San  Fernando, 
Reference  point — Base  of  pump  at  ground. 

Elevation  of  reference  point— 1 130.  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Municipal. 
Depth  of  well — 170  feet 
Diameter  of  casing — 1  5  inches. 
Other  numbers  used— L.  A.  Co  F.  C.  D.  No.  4850B. 


Date 

Dist.  E.  P. 

to  water 

surface,  leet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

1930- 
Jan.  17 

28  0 
21.0 
24  0 
38  0 
37.0 
30.0 

1931— 
Feb.     1   

18.0 
28.0 
38.0 
32.0 
36.0 
20.0 

1932— 
Jan.  22 

20.0 

April   1 

May  22 

July  17 

Aug.    1 --- 

.Aug.    l.._ 

Oct.     2 

Sept.  24       

Deo.  30 

Deo.  29 

Measurements  from  owner. 


A-29-C-6,  J.  E.  BOAZ.     MAP  1 

Location  and  description — 25  feet  southwest  of  Herrick  Avenue,  1  50  feet  southeast  of  Griswold  Ave- 
nue. San  Fernando.     4'  x  5'  dug  shaft. 
Reference  point — Top  of  pit.  at  ground. 

Elevation  of  reference  point — 1 103.  from  U.  S.  G  S.  topog.  by  D.  W.  R. 
Use — Not  used. 
Depth  of  well— 80  feet. 
Other  numbers  used— L.  A.  Co.  F.  C  D.  No.  4861 . 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Jan.  10 

63.9 
64.6 
64.7 

1930— 
Jan.  25 

66.5 
62  2 
68.4 

1931— 
April  21 

68.5 

Mar.  27 

April29 -  .  _. 

May  12 

67.3 

June  11 

Dec.    1 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


A-31-D-6,  G.  C.  RADDATZ.     MAP  1 

Log  Available 

Location  and  description — 20  feet  southwest  of  Canterbury  Street.  300  feet  southeast  of  Van  Nuys 

Boulevard.  150  feet  west  of  L.  A.  power  line,  south  of  San  Fernando. 
Reference  point — Top  of  plate  over  casing,  0.3  feet  above  ground. 
Elevation  of  reference  point — 902.3,  from  levels  by  L.  A.  D  of  W.  &i  P. 
Use — Not  used. 
Depth  of  well — 500  feet. 

Diameter  of  casing — 14  inches.     Shaft  to  243  feet. 
Other  numbers  used— L.  A.  D.  of  W.  &  P.  No.  104;  L.  A.  Co.  F.  C.  D.  No.  4855. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

1914 

•243 

247.2 
247.8 

250.1 

■  251.5 

253.5 

1931— 
Feb.    2 

254.2 
253,6 
255.2 
254.0 
253.9 
254.1 

1931— Cent. 
July  27          .     -. 

255  5 

1929— 

Feb.  23 

kug.  17 

Sept.  14 

Oct.  27 

Nov.  24 

254  8 

Mar.  27 

Mar.  23 

April  20 

255  9 

260  3 

May  12  

257.4 

1930— 

June  29 

Dec.  30 

258  0 

Jan.  25 

April  29 

Dec.    2 

•When  drilled. 
Measurements  from  Los  Angeles  County  Flood  Control  Diatrict. 
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DIVISION    OF    WATER   RESOURCES 


A-3U-D-6,  LOS  ANGELES  CREAMERY.     MAP  1 

Location  and  description — -300  feet  south  of  intersection  of  Woodman  (Payton)  Avenue  and  Branford 

Avenue,  south  of  San  Fernando. 
Reference  point — Floor  of  pump  house,  0,5  feet  above  ground. 
Elevation  of  reference  point^824,  from  U,  S.  G.  S.  topog.  by  D.  W,  R. 
Use — Irrigation  and  industrial. 
Depthof  well— 850  feet. 
Diameter  of  casing — 20  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  4867. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  U.  1>. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Jan.  29 

174  1 

178  0 

1931— 
April  21 

184  5 

185  0 

Dec.    3 

May  13 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


A-35-D-6,  SAMUEL  SHORT.     MAP  1 

Location  and  description — 490  feet  southeast  of  Montague  Avenue,  625  feet  northeast  of  Arleta  Street, 

South  of  Pacoima. 
Reference  point — Top  of  casing,  at  ground. 

Elevation  of  reference  point — 888.7,  from  levels  by  L.  A.  D.  of  W.  &  P. 
Use — Not  used. 
Diameter  of  casing — 8  inches. 
Other  numbers  used— L.  A.  D.  of  W.  ^  P.  No.  102:  L.  A.  Co.  F.  C.  D.  No.  4876. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
June  10 

244  0 

1930— 

Jan.  22 

April  28 

244  1 

245  0 

246-7 

1931— 
April  21 

245  0 

May  18 

June    8 

246.0 

Dec.    2 

246.9 

Dec.    5 

238  8 

Dec.  23 

•249.9 

»  Measurement  from  Los  Angeles  Department  of  Water  and  Power. 
Measurements  from  Los  Angeles  County  Flood  Control  District  except  as  noted. 


A-37-C-7.  E.  BARTHOLOMOUS.     MAP   1 

Location  and  description — 250  feet  north  of  Kagel  Canyon  .\venue,  0.45  miles  cast  of  Eldridge  Street* 

east  of  San  Fernando. 
Reference  point — Top  of  pump  foundation  at  ground. 
Elevation  of  reference  point— 1200,  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Not  used. 

Diameter  of  casing — -18  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  4921 . 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Oct.  29 

191.0 

187.3 
188.3 
189.0 

1930— 
Jan.  28 

198  0 
190  0 
198  3 

1931- 

May  13 

Dec.    1 

197.8 

April  30 

196  4 

1929— 

Dec.    8 

Jan.  29 

April  30 

June  11 

Measurements  from  Los  Angeles  County  Flood  Control  District. 
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A-38-C-7,  HOWARD  &  SMITH  NURSERY.     MAP  1 

Log  Available 

Location  and  description — 25  feet  southwest  of  Foothill  Boulevard  and  25  feet  northwest  of  Mon- 
tague Avenue,  southeast  of  San  Fernando. 
Reference  Point — I-inch  hole  in  pump  base.  1  foot  above  ground. 
Elevation  of  reference  point — 1002,  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — I  rrigation. 
Depth  of  well— 188  feet. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  4913. 


Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Oct.  29 

87,0 

83.1 
89.2 

1930- 
Jan.  28 

91.5 
91.2 
92.3 

1931— 
Dec. 

8 

98  0 

April   7 

1929— 

May  12 

Jan.  29     

Measurements  from  Los  Aogeles  County  Flood  Control  District. 


A-39-D-7,  W.  H.  LYNCH.     MAP  1 

Location  and  description — 400  feet  southwest  of  San  Fernando  Road,  0.70  miles  south  of  Branford 

Avenue,  0.1  5  miles  northwest  of  Sheldon  Avenue,  southeast  of  Pacoima. 
Reference  Point — Top  of  casing  at  floor  0.5  feet  above  ground. 
Elevation  of  reference  point — 902,  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Not  used. 

Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  4905. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929- 
Mar.  27 

253.0 
253.4 
254.9 

1930— 
Jan.  22 

260  4 

1931— 
May  12 

258  5 

Dec.    1 

259  9 

July  13 

Measurements  from  Los  Angeles  County  Flood  Control  District. 
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DIVISION   OF   WATER   RESOURCES 


A-40-E-7,  ALICE  JOYCE  (FORMERLY  J.  D.  KANE).     MAP  1 

Location  and  description — 150  feet  east  of  Lankcrshim  Boulevard,  1,615  feet  north  of  Sherman  Way, 

west  of  Burbank. 
Reference  Point — Top  of  casing,  0.5  feet  above  ground,  to  and  including  August  6,  19J0;  then  0.7  feet 

lower. 
Elevation  of  reference  point — 761.6  to  and  including  August  6,  1930;  then  760.9;  from  levels  by  L,  A. 

D  of  W.  &  P. 
Use — Not  used. 
Depth  of  well— 197  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A  D  of  W.  &  P.  No  62;  U.  S.  G.  S.  No.  SM-5;  L.  A.  Co.  F.  C.  D.  No  4919. 


Date 

Dist.  R.  P. 

to  wntcr 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1920- 
July  21 

■129,5 
•132  0 
"132  0 

132  7 

133  1 
133  3 
133  3 

114  9 
103.2 
104  7 
107,5 
108,4 

109  0 
111  2 
114  2 

115, G 

114  3 
118  4 

1925- 
May    8       

128  2 
132  5 
137,4 
138  6 

131)  5 
1.35  1 
130.9 
137,8 
135  8 

134  9 

131  0 
131,5 
131  9 
131,7 

1.30  7 
131.7 

135  0 
134  6 

136  5 

1929— 
Jan.     8 

136.3 

Sent.21       

Feb.    8 

138.0 

Dec,    1 

Oct,     2     

April  10 

136.2 

Dec,    4 

June  12 

137.6 

1921— 

1926— 
Jan.     7 

Aug.    6 

139.7 

Feb   25 

Oct.    3          

142  7 

Dec,    3 

141  4 

Aug.    9 

Mar.  11 

1930— 
Jan,  16 

Oct.     4 

Sept.  23           .  - 

141.3 

1922— 

Dec.  16 

Mar.26 

June    4 

141.9 

Mar.  27 

1927- 
Fcb.    3 

142.1 

Aug,    6 .-. 

142.8 

Aug.  28 

Nov.  28 

143.6 

Nov.   9      -  .  .  . 

May    5 

1931— 
Jan,  28 

Dec,  22 

Aug.    4     

Nov.    2.._ 

Dec.    7     

142  7 

1923— 

Mar.23 

139,6 

Mar  14 

1928- 

May  22 

140  5 

July  10 

July    7 

141.3 

Oct,   17 

Aug.    3  

146  0 

Dec.  19 

Mar.    7 

Sept,   4 

148,7 

Mav  10       ... 

Oct.     9  

146  5 

1924— 

Sept.  12 

Oct.  23 

Nov. 20 

149  7 

Jan.  25 

Dec.    5 

147.2 

June  20     , 

»  Measurement  from  United  States  Geological  Survey. 
Measurements  from  Los  Angeles  Department  of  Water  and  Power  except  as  noted. 


A-41-C-7»  MR.  MASON.     MAP  1 

Location  and  description — 3'50  feet  south  of  Tujunga  Valley  Avenue.  0  2  miles  west  of  Cristy  Ave- 
nue, west  of  Sunland. 
Reference  point— Base  of  pump  0.3  feet  above  ground  . 
Elevation  of  reference  point — 1098.8,  from  levels  by  L.  A.  D  of  W.  &  P. 
Use — Stock  and  irrigation. 
Depth  of  well — 124  feet. 
Diameter  of  casing— 10  inches. 
Other  numbers  used— L.  A.  D.  of  W.  &  P.  No.  103;  L.  A.  Co  F.  C.  D.  No.  4932A. 


Date 

Dwt.  R.  P, 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist,  R.  P. 

to  water 

surface,  feet 

1928- 
Oct.  30 

36  9 
38.0 

1930— 

41  0 
36  8 
41  5 

1931— 
April    7 

40.1 

April  30 

Mav  12           ... 

39  6 

1929— 

Dec.    8 

Nov.    5 

Nov,23 

43  8 

Jan,  29 

•44  1 

Dec,  29 

•45.4 

»  Measurement  from  Los  Anjfeles  nepnrtraent  of  Wat^r  and  Power. 
Measurements  from  Los  Anjieles  County  FIckhI  fonlrol  District  except  as  noted. 
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A-42-D-7,  E.  E.  DAYTON.     MAP  1 

Location  and  description — ^300  feet  east  of  Sunland  Boulevard;  0,1  miles  north  of  Radford  Avenue, 

north  of  Roscoe.     6-foot  dug  shaft. 
Reference  point — Top  of  curb,  at  ground. 

Elevation  of  reference  point— 885.9,  from  levels  by  L.  A.  D.  of  W.  &  P. 
Use — Not  used. 
Depth  of  well— 98.5  feet. 
Other  numbers  xised— L.  A.  D.  of  W.  &  P.  No.  101 :  L.  A.  Co.  F.  C   D.  No.  4936. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922— 
Mar.  10 

55.3 
54.6 

69.4 

67. =t 

1927— 
Nov.    4 

1928— 
Oct.  30 

66.8 

•87.5 
69.5 

•71.4 
•7S,1 
•90.3 

1931— 
Jan.  27 

72.2 

\pri]  10 

Feb.  26 

72  4 

Apra21 

•94.8 

1924 — 

May  14 

•75  7 

Dec.  18 

Dec.  11       

Sept.  17 

74.0 

1930— 
Jan.  25 

Nov.  25 

•79  7 

1926— 

Dec.  28 

74.4 

Feb.    5 

Dec.    9 

"  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  Los  Angeles  Department  of  Water  and  Power  except  as  noted. 

A-43-E-7,  P.  J.  McGARRY.     MAP  1 

Location  and  description — 300  feet  north  of  Winona  Avenue,  0.25  miles  west  of  Hollywood  Way, 

Burbank. 
Reference  point — Top  of  casing-slot  in  cover.  0.8  feet  above  ground. 
Elevation  of  reference  point — 713.7.  from  levels  by  L.  A.  D.  of  W.  &  P. 
Use — Not  used. 
Depth  of  well— 154  feer. 
Diameter  of  casing— 12  inches. 
Other  numbers  used— L.  A.  D.  of  W.  &  P.  No.  88;  L.  A.  Co.  F.  C.  D.  No.  4949. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Oct.  30 

116.8 

117.0 
116.9 
117.8 

1930— 
Feb.  19 

121.5 

1931— 
Mav  26 

•121.3 

1929— 

April  8.. 

June  10- 

»  Measurement  from  Los  Angeles  Department  of  Water  and  Power. 
Measurements  from  Los  Angeles  County  Flood  Control  District  except  as  noted. 


A-44-C-7,  GARRETT  OLSON.     MAP  1 

Log  Available 

Location  and  description — 30  feet  north  of  Tujuriga  Valley  Avenue.  0.5  miles  west  along  Michigan 

Avenue  from  north  end  of  main  bridge  over  Big  Tujunga  Wash,  northwest  of  Sunland. 
Reference  point — Top  of  casing  at  ground. 

Elevation  of  reference  point — 1160,  from  U.  S.  G.  S.  topog.  by  L.  A.  Ga.  F.  C.  D. 
Use — Domestic. 
Depth  of  well— 120  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  4952. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Jan.  17 

61.0 
31.9 
39.1 

1930— 

Jan.  28 

Dec.    8 

45.8 
51.0 

1931— 
May  12 

50.8 

ADrU30._ 

Dec.    8 

55.0 

June  21 

Measurements  from  Los  Angeles  County  Flood  Control  District. 
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DIVISION    OP    WATER   RESOURCES 


A-45-C-8,  MR.  KRETEK.     MAP  1 

Log  Available 

Location  and  description — 400  feet  north  and  0.15  miles  east  of  intersection  of  Wcntworth  Avenue 

and  Mary  Bell  Avenue,  west  of  Sunland.     Casing  in  pit. 
Reference  point — ^Top  of  casing.  1  foot  above  ground. 

Elevation  of  reference  point — 1 167,  from  U.  S.  G,  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use— Domestic. 

Depth  of  well — 25.5  feet  to  and  including  March,  1931 ;  then  125  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  4953A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  B.  P. 

to  water 

surface,  feet 

1927- 

2 

•25.1 
26.2 

1931— 

Feb.    2 

Mar.  30 

27,0 
24  4 
25,4 
24,1 

1931— Cont. 
■lune  22 

25.5 

Sept.  21 

27.0 

1930— 

April  26 

Nov.  24 

Dec.    1 

26.4 

Feb.     1 

May  25 

27.2 

Dec.    9 

»  Pump  was  started  and  drained  well  in  10  minutes. 
Measurements  from  Los  Angeles  County  Flood  Control  District. 


A-46b-E-7,  N.  P.  ANTONIO.     MAP  1 

Location  and  description — 700  feet  cast  of  San  FernanJo  Boulevard  and  100  feet  north  of  Burlos  Ave- 
nue extended  cast,  north  of  Burbank. 
Reference  point — Top  of  concrete  sill.  0.7  feet  below  ground. 
Elevation  of  reference  point — 724.9,  from  levels  by  L.  A.  D.  of  W.  &I  P. 
Use — Not  used. 
Depth  of  well — 1 75  feet. 
Diameter  of  casing — 12  inches. 
Other  niambers  used— U.  S.  G.  S.  No.  SM-8;  L.  A.  Co.  F.  C.  D.  No.  4959B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DLst.  R.  P. 

to  water 

surface,  feet 

1920— 
July  26  

"124.0 
M24.8 
•124.0 
"124,6 

■"124,5 
»123  9 
•124  2 
•124  9 
"125,6 
•125  4 

122.5 
110,1 
109.0 

107  6 

109  0 
110.2 

110  8 

1024— 
June  20 

Sept.   5  . 

113,6 
115,4 
116  1 

116,8 
117,7 
119,8 
123  2 
124,9 
126  0 

126,4 
120,2 
126,7 
127,1 
127,0 

1930- 
.\Iay  10 

131.6 

Aug.  24 -.  - 

Scpt.21 

Nov.  23 

July    7     ..      . 

132.2 

Oct.  22 

1925- 

Sept.  12 

Nov.  19     -- 

133.9 
135  2 

1921— 

1931— 

.Ian.  15 

Mar.   9 

Jap.    3 

Mar.  10     . 

134  4 

Feb.  25  

133  3 

April  18 

Aug.  ?8  .. 

May    9     ..  . 

132  9 

July    1 

Oct.  28 

Deo.  23     . 

July    6 

133  4 

Sept.  7 

Oct.    7 

1922— 

Aug.    6.   

1.34  8 

1926- 
Mar.  24 --.. 

Sept.    7 

Nov.  10 

1932— 
Jan.     5 

Dry 
Dry 

Mar.  23 

Mav  25 

Sept.  28 

Aug.  27 

Dry 

Nov.   9 

Oct.  27 

Nov.30 

1923- 
April20     

July  10 

Sept.  6 

Deo.  19 

»  Measurement  from  United  States  CieoloRical  Survey. 
Measurements  from  Los  Angeles  Department  of  Water  and  Power  except  as  noted. 
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A-48-C-8,  F.  J.   DAVRAINVILLE  {FORMERLY  R.  W.  DRAKE).     MAP  1 

Location  and  description — 250  feet  north  of  Wentworth  Street,  400  feet  west  of  Oro  Vista  Street, 

Sunland,  3'  x  6'  dug  shaft. 
Reference  point — Top  of  concrete  pit,  at  ground. 

Elevation  of  reference  point — 1285.5,  from  levels  by  L.  A.  D.  of  W.  &.  P. 
Use — Dom  est  ic . 
Depth  of  well — 60  feet. 
Other  numbers  used— L.  A.  D.  of  W.  &  P.  No.  U4;  L.  A.  Co.  F.  C.  D.  No.  4983. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

192»- 
Oot.  31 

52,0 

52,7 
47  0 
47,9 

1930— 

56,6 
57.5 

1931— 
Jan.  26          --     -. 

"58.3 

Dec.    8 

.\prU  6 

May  12 

58.0 

1929— 

58,2 

Jan.  29 

April30     

Nov.25 

Deo.  29       . 

62,0 
■61.1 

July  11 

•*  Measiirement  from  Los  Angeles  Department  of  Water  and  Power. 
Measurements  from  Los  Angeles  County  Flood  Control  District  exceptjas  noted. 


A-48C-C-8,  MR.  McDONALD.     MAP  1 


Location  and  description — 50  feet  south  of  Fenwick  Street  extended,  400  feet  east  of  Oro  Vista  Ave- 
nue, Sunland.     Dug  shaft. 
Reference  p>oint — Top  of  pit  at  ground. 

Elevation  of  reference  point — 1370.  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Domesti  c . 
Depth  of  well— 38.5  feet. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  4983C. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Oct.  31 

32,7 

32.4 
32,1 

1930- 

Jan.  28 _-. 

Dec.    9 

36,5 
Dry 

1931— 
May    6 

Dry 

Nov.25 

Dry 

1929— 
Jap.  29 

April  30 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


A-48J-C-8,  A.  ADAMS,  JR.,  NO.  2.     MAP  1 

Location  and  description — 400  feet  north  of  Hillrose  Street.  300  feet  west  of  SlicTman  Grove  Avenue, 

Sunland. 
Reference  pwint — Top  of  casing.  3  feet  below  ground. 
Elevation  of  reference  point — 1310.  from  aneroid  by  D.  W.  R. 
Use — Not  used. 
Depth  of  well— 58  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  4973A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Dee.    8--- 

4.9 

1931— 
Mar.   2 

April  20  . 

4.1 
5.0 
4.0 

1931— Cont. 

Sept.21 

Oct.  27 

Nov.  17 

7  3 

June  29..     ...  

7  0 

Measurements  from  Los  Angeles  County  Flood  Control  District. 
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A-49-C-8,  MR.  ARDIZZONE.     MAP  1 

Location  and  description — 25  feet  east  of  Woodward  Avenue-  and  50  feet  north  of  Hillrosc  Street, 

Sunland. 
Reference  point — Base  of  pump.  0.3  feet  above  ground. 

Elevation  of  reference  point — 1450.  from  U.  S.  G.  S.  topog.  by  L.  A.  Co  F.  C.  D. 
Use — Irrigation. 
Other  nlimbers  used~L.  A.  Co.  F.  C.  D.  No.  4993. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Oct.  31 

102  9 
98  4 

1930- 
Dcc     9 

110  3 

1931— 
May    f!     .. 

109.0 

1929- 
Jai).  29 

Nov.25... 

109.6 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


A-49a-C-8,  AMERICAN  STATES  WATER  SERVICE  COMPANY. 
Log  Available 


MAP  1 


Location  and  description — 250  feet  south  of  Michigan  Avenue,  50  feet  cast  of  Woodward  Street, 

Sunland. 
Reference  point — Base  of  pump.  1  foot  above  ground. 

Elevation  of  reference  point — 1461.  from  U.  5.  G.  S,  topog.  by  L.  A.  Co,  F.  C.  D. 
Use — Domestic  and  irrigation. 
Depth  of  well— 350  feet. 
Diameter  of  casing — 14  inches. 
Other  numbers  used— L.  A,  Co.  F.  C.  D.  No.  4994. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1928— 
Oct.  31 

M13.0 
102.2 

1930— 
Jan.     8 

124.8 
123.0 

mi- 
May  13 

120  0 

Dec.    9 

1929- 
Jan.  29 

0  Shut  down  for  measurement. 
Measurements  from  Los  Angeles  County  Flood  Control  District. 


A-50-D-9,  J.  D.  MILLAR  COMPANY. 

Log  Available 


MAP  1 


Location  and  description — 450  feet  north  of  Foothill  Boulevard.  300  feet  east  of  Moore  Avenue,  south- 
east of  Sunland. 
Reference  Point — Top  of  casing,  at  ground. 
Elevation  of  reference  point — 1842,  from  aneroid  by  D.  W,  R, 
Use — Domestic  and  irrigation. 
Depth  of  well— 353  feet. 
Diameter  of  casing — 12  inches 
Other  numbers  used— P.  W.  D.  No,  260-A-l ;  L.  A  Co.  F.  C.  D.  No.  5035. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Mar.  14  

216  5 
219  5 

1930- 

Jan.  23 

April  28 

219  5 

220  4 
•223.7 

1931- 

April  22 

224  2 

June  21 

1932— 
Jan.    6 

Dec.    » 

227.2 

*  Measurement  from  Pasadena  Water  Department. 
Measurements  trom  Los  Angeles  County  Flood  Control  District  except  as  noted. 
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A-50b-D-9,  HIGHWAY  HIGHLANDS  WATER  COMPANY.     MAP  1 

Log  Available 

Location  and  description — 75  fccc  south  of  Foothill  Boulevard,  300  feet  west  of  Central  Avenue 

Highway  Highlands,  southeast  of  Sunland. 
Reference  point — Base  of  pump,  at  ground. 

Elevation  of  reference  point — 1750.  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — [Domestic. 
Depth  of  well— 30Q  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— P.  AV.  D.  No.  240-A-l ;  L.  A.  Co.  F.  C.  D.  No.  5036. 


Date 

Dist.  R.P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1924 

M25 
tUO 

1930— 
Jan.  23 

April  28 

''146.0 
'145,8 
'1149,5 

1931— 
May  20 

nss.o 

1929— 

1932— 

Mar.  12 

Dec.    9 

°156  0 

"  When  drilled. 

b  Measurement  from  operator. 

'^  Measurement  from  Lcs  Angeles  County  Flood  Control  District. 

<*  Measurement  from  Pasadena  Water  Department. 

A-51-D-9,  MOUNTAIN  WATER  COMPANY.     MAP  1 

Log  Available 

Location  and  description — 800  feet  west  of  New  York  Avenue,  2300  feet  north  of  Foothill  Boulevard, 

southeast  of  Sunland.     Casing  in  shallow  pic. 
Reference  point— Concrete  floor,  at  ground. 
Elevation  of  reference  point — 1868,  from  aneroid  by  D.  W.  R. 
Use — Domestic. 
Depth  of  well— 392  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— P.  W.  D.  No.  261-A-l;  L.  A.  Co.  F.  C.  D.  No.  5046. 


Date 

Dist.R.P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1927— 
Mar.    1 

227 
•234.3 

1930— 
Jan.  23 

233.9 
233.4 
»243.2 

1931— 
Mar.31 

i>234,0 

April  28 

April  30 

240.5 

1928— 

Deo.    9       

1932— 

April  27- 

241.9 

"  Measurement  from  Pasadena  Water  Department. 
^  Measurement  by  Pomona  Pump  Company. 
Measurements  from  Los  .■\,ngeles  County  Flood  Control  District  except  as  noted. 


A-51d-D-9,  TRACY  Q.  HALL.     MAP  1 
Log  Available 

1200  feet  north  of  Foothill  Boulevard.  500  feet  west  of  Pennsylvania  Ave- 


Location  and  description- 

nue.  La  Crcsccnca. 
Reference  (Mint — Pump  base,  0.3  feet  above  ground. 
Elevation  of  reference  F>oint — 1602,  from  aneroid  by  D.  W.  R. 
Use — Domestic  and  irrigation. 
Depth  of  well— 31  5  feet. 
Diameter  of  casing — 16  inclics. 
Other  numbers  used— P.  W.  D.  No.  252-B-2;  L.  A.  Co.  F.  C.  D.  No.  5056. 


Dale 

Dist.  R.P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
April  30. 

"110 

113.8 
116.1 
»119.3 

1930— 
Jan.  23.   .     . 

119.3 
"120,9 
•123,4 

1931— 
Aug.    0 

1932— 
Jan.     6..    

125,8 

1929— 

May    5 

Dec.    9 

Mar.  18 

127,2 

July  11 

Nov.  12 

*  Measurement  from  Pasadena  Water  Department. 
Measurements  from  Los  Angeles  County  Flood  Control  District  except  as  noted. 
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A-52-D-9.  LA  CRESCENTA  MUTUAL  WATER  COMPANY,  NO.  4.     MAP  1 

Location  and  description — 90  feet  south  of  Honolulu  Avenue,  60  feet  west  of  Dunsmoorc  Avenue, 

southeast  of  Sunland. 
Reference  point — Base  of  pump,  0.5  feet  atwve  ground. 

Elevation  of  reference  point — 1435,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Domestic. 
Depth  of  well— 1 57  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  5047. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1930— 
Jan.  23 

69*8 
74.2 

1931- 
April28 

67  0 

Nov.  15 

Measurements  from  Los  Angeles  County  Flood  Control  DLstriot. 


A-52C-D-9.  VERDUGO  WOODS  ESTATES.     MAP  1 

Location  and  description — South  side  of  boundary  fence  on  north  line  of  Verdugo  Woods  Estates. 

125  feet  west  of  main  entrance,  which  is  at  south  end  of  New  York  Avenue,  0.2  miles  south  of  Hoiv 

olulu  Avenue,  north  of  Glendale. 
Reference  point — Top  of  casing,  2  feet  above  average  ground. 
Elevation  of  reference  point — 1548.  from  aneroid  by  D.  W.  R. 
Use — Not  used. 
Diameter  of  casing — 8  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  5047C. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist,  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R,  P, 

to  water 

surface,  feet 

1931— 

32  0 
33.1 
34  5 

1932— 
Jan.     8 -. 

30.1 

Aug,    8 

Sept,  11 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


A-52d-D-9,  LA  CRESCENTA  MUTUAL  WATER  COMPANY,  CRESCENTA  NO.  5.  MAP  1 

Log  Available 

Location  and  description — 500  feet  south  of  Foothill  Boulevard.  300  feet  east  of  Pennsylvania  Ave- 
nue, La  Crescenta. 

Reference  point — Hole  in  casing  at  floor  and  ground  to  and  including  May  20,  1 93 1 ;  then,  top  of  casing. 

Elevation  of  reference  point — 1544  to  and  including  May  20,  1931;  then  1545.4;  from  aneroid  by 
D.  W.  R, 

Use — Domestic. 

Depth  of  well— 270  feet. 

Diameter  of  casing — 12  inches. 

Other  numbers  used— P.  W.  D.  No.  253-B-2;  L.  A.  Co.  F.  C.  D.  No.  5057. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist,  R,  P, 

to  water 

surface,  feet 

1929— 
Mar  18 

137.0 

138  9 
138  2 
■138  0 
•140  6 

1931— 
\pril  20 

140  5 
138  7 
140  S 
112  5 

1932- 
Jan.     6 

143  2 

Mav    8  

1930 — 

May  20 

JaD.  23 

Sept.23  

April  28 

May    5 

Dec,    9 

*  Measurement  from  Pasadena  Water  Department. 
Measurements  from  Los  Angeles  County  Flood  Control  District  except  as  noted. 
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A-53-D-10,  H.  S.  BISSELL. 
Log  Available 


MAP  I 


Location  and  description — 6000  ftret  north  of  Foothill  Boulevard,  800  feet  cast  of  La  Cresccnta  Ave- 
nue, north  of  La  Crescenta. 
Reference  point — Concrete  floor,  at  ground . 
Elevation  of  reference  point — 2022.  from  aneroid,  by  D.  W.  R. 
Use — Irrigation. 
Depth  of  well— 198  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— P.  W.  D.  No.  250;  L.  A.  Co.  F.  C.  D.  No.  5065. 


Date 

DUt.  E.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

1925— 
Nov. 

90 

1928— 
April  30              .  ... 

95 

Measurements  from  Pasadena  Water  Department. 


A-54-D-10,  MOUNTAIN  WATER  COMPANY.     MAP  1 

,  Log  Available 

Location  and  description — 50  feet  west  of  Pickens  Wash  Channel.  600  feet  east  of  Briggs  Avenue. 
50  feet  south  of  Fairmont  Avenue  extended  east,  0.3  miles  north  of  Foothill  Boulevard,  La  Crescenta 
Reference  point — Top  of  casing,  1  foot  above  ground. 
Elevation  of  reference  point — 1639,  from  aneroid  by  D.  W.  R. 
Use — Not  used. 
Depth  of  well— 203  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— P.  W.  D.  No.  247;  L.  A.  Co.  F.  C.  D.  No.  5077. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  K.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Mar.  18 

129,4 
130  5 
•138.6 

134.7 
■133,4 
135,3 

1931— 

Jan.  27 

Mar.   2 

135,3 
135.5 
135.6 
135.8 
136.0 
136.3 

1932- 
Jan.    6 

136.7 

June  21 

Nov.  17 - 

May  28 

July     2 _ 

1930— 

Sept.  4 

Jan.  23              

Nov.  13 -. 

May    5 

Dec.    9      

*  Measurement  from  Pasadena  Water  Department. 
Measurements  from  Los  Angeles  County  Flood  Control  District  except  as  noted. 


A-54C-D-10,  C.  J.  ANDRESEN.     MAP  1 

Location  and  description — 350  feet  east  of  Rosemont  Avenue,  125  feet  north  of  Altura  Street,  La 

Crescenta. 
Reference  point — Base  of  pump.  0.3  feet  above  ground. 

Elevation  of  reference  point — 1440,  from  U.  S.  G.  S.  topog.  by  L.  A.  Go.  F.  C.  D. 
Use — Irrigation. 
Depth  of  well— 225  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— P.  W.  D.  No.  256-B-3;  L.  A.  Co.  F.  C.  D.  No.  5068. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

1928- 
April  28 

•176 

180,4 
182,7 

1930— 
Jan.   23 

187,3 
•187.2 

1932— 
Jan.    6. 

193.4 

Dec.    9 

1929— 
Mar.  IB 

June  21 

•  Measurement  from  Pasadena  Water  Department. 
Measurements  from  Los  Angeles  County  Flood  Control  DUtrict  except  as  note  d. 
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DIVISION    OF    WATER   RESOURCES 


A-54d-D-10,  LA  CANADA  IRRIGATION  DISTRICT.  NO.  2.     MAP  1 

Log  Available 

Location  and  description — 700  fccC  cast  of  Castle  F^oad.  0.7  miles  north  of  I-'oothill  Boulevard.  La 

Crcsccnta. 
Reference  point — Top  of  concrete  floor,  at  ground. 
Elevation  of  reference  point — 17  JO.  from  aneroid  by  D.  \V.  R 
Use — Domcsijc  and  irrigation. 
Depth  of  well— 401  feet. 
Diameter  of  casing — lb.  14  inches. 
Other  numbers  used— P.  W.  D.  No.  205;  L.  A.  Qy  F.  C.  D.  No.  5077A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DLsl.R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Mar.  20 

247  9 
■'252  7 

1930- 
Jan.  23 

23S  3 
•233  0 

1931— 
April  20 

236.9 

Nov.  17                

Dec.  U 

MAP  1 


*  Meiisureraeiit  from  Pasadena  Water  Department. 
Measurements  from  Los  Angeles  County  Flood  Control  District  except  as  noted. 


A-54e-D-10,  LA  CANADA  IRRIGATION  DISTRICT. 

Log  Available 

Location  and  description — 300  feet  west  of  junction  of  Foothill  lioulevard  and  Castle  Road.  La  Cres- 

ccnta. 
Reference  point^I'itp  of  casing,  3  5  feet  ahove  ground, 

Elevation  of  reference  point — 1498,  from  U.  S.  G.  S.  lopog.  by  L.  A.  Co.  F.  C.  D. 
Use  -  -Not  used- 
Depth  of  well — I  lb  feet 
Diameter  of  casing— lb  inches. 
Other  numbers  used~P.  W.  D,  No.  200;  L.  A  Co.  F.  C.  D.  No.  5078. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface  feet 

Date 

DLst.  R.  P. 

to  water 

surface  feet 

1928- 

July  26 

"."iSO 

•59  4 
60  3 

58.8 
•58.3 

1930- 
Jan.  23 

May    8     .. 

61  3 
■57  3 
•60.2 

1931— 
April  20 - 

GO  G 

1929— 

Dec.    3.-..   

Mar.20 

June  21           

Nov.  17 

"  Measurement  from  Pasadena  Water  Depar  ment. 
Measurements  from  Los  Angeles  County  Flood  Control  District  except  as  noted. 


A-56-E-2.  GEORGE  E.  PLATT. 
Log  Available 


MAP  1 


Location  and  description — ^50  feet  west  of  WooJlakc  Avenue,  0  3  miles  south  of  Van  Owen  Street, 

southwest  of  Owensmouth. 
Reference  point — Hole  in  pump  base.  II  feet  above  ground,  to  and  including  May  18.  1931;  then  slot 

in  coicrete  plus  in  top  of  casing   2,4  fjct  above  ground. 
Elevation  of  reference  point — 835  to  and  including  Miy  18,  \^'>^\ .  thjn  830.3 ;  from  U.  S.  G.  S.  topog. 

by  L   A.  Co.  F.  C.  D. 
Use-  -Not  used. 
Depth  of  well—l  30  feet. 
Diameter  of  casing — 18  inches. 
Other  numbers  used — L.  A.  Co.  F.  C   D.  No   3>bl. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dbt.  n.  P. 

to  water 
surface,  feet 

1928- 
Nov.   9 

41  0 

1929— 
July  11--.. 

41  5 

1931— 
.\prll21 

45  4 

May  18. . 

45  2 

Nov.25 

45  0 

Measurements  from  Loa  Angeles  County  Flood  Control  Diitrict. 


SOUTH    COASTAL    BASIN    INVESTIGATION 
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Location  and  description — 600  feet  north  of  Van  Owen,  about  6000  feet  west  of  Berquist  Avenue. 

west  of  Owensmouth.     300  feet  west  of  dairy  barns.     6-foot  dug  pit.  concrete- lined. 
Reference  ^oint — Top  of  8"  .\  8".  0-3  feet  above  ground. 

Elevation  of  reference  point — 879.  from  U.  S  G  S  topog  by  L.  A.  Co.  F.  C.  D. 
Use — Not  used . 
Depth  of  well— 55  feet. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  3540. 


Date 

Dist.R.  P. 

to  water 

surface,  feet 

Date 

Dist.R.  P. 

to  wiiter 

surface,  feet 

Date 

DLst.  R.  P. 

to  water 

surface,  feet 

1931— 
4prU21              

28.0 
28-7 

Measurements  from  Los  Angeles  County  Flood  Control  District. 

A-58-E-2,  MR.  MURRAY.     MAP  1 

Location  and  description — 45  feet  east  of  Fallbrook  Avenue,  550  feet  south  of  Van  Owen  Avenue, 

west  of  Owensmouth.     Casing  in  pic. 
Reference  point— Top  of  8"  x  8"  timber,  at  ground,  to  and  including  September  24,  1930;  then  top 

of  3^_inch  pipe.  0.2  feet  above  ground 
Elevation  of  reference  point — 818.2  to  and  including  September  24,  1930;  then,  818.4;  from  levels  by 

L,  A.  D,  of  W.&P. 
Use — Not  used. 
Depth  of  well— 1  50  feet. 

Diameter  of  casing — 16  inches.  _  _ 

Other  numbers  used— L.  A.  D.  of  W.  &  P.  No.  137;  U.  S.  G.  S.  No.  C-la;  L.  A.  Co.  F.  C.  D.  No.  3570. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  P.P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1925- 
Nov.  27 --- 

22,4 

21  0 
20,7 

22  5 
22,8 

19  i 
19  7 
21  4 

1928— 

Jan.   25 ." 

June  26 

Sept  28 

21  4 

22  4 
23;4 
24.6 

23,8 
24.0 
•24.7 
25  2 
24.9 

1930— 
Feb.  18 

24  6 

Mav  13 

24,8 

1926— 
April  28 

July  10                 .  . 

26  6 

Nov.  28 

Sept.  24 

24  6 

June  22 

1929- 
Jan.   23 

Dec.  28 

25-0 

Oct.  28 

1931— 
Feb.  16 

Dec   29 

Mar.  26 

24,0 

1927— 
Mar  .31 

July  11 

.\pril  16 

24  9 

^ui-.  29 

June    9 

26  0 

Dec.    2          

Aug.  11 - 

27.1 

Oct.  25 

Sept.  10 

27-8 

Oct.   10       

25-7 

Dec.  18 

25-8 

*  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  Los  Angeles  Department  of  Water  and  Power  except  as  noted. 


A-58a-E-2,  VICTOR  GIRARD  SMALL  FARMS  CORPORATION.     MAP  1 

Location  and  description — 50  feet  south  of  Victory  Boulevard,  50  feet  east  of  Fallbrook  Avenue, 

southwest  of  Owensmouth. 
Reference  point — (a)  Top  of  casing.  1.3  feet  below  ground  (b)  Slot.  8  feet  below  ground. 
Elevation  of  reference  point— (a)  828.7  (b)  822;  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Not  used. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  3571. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Mar.  25 

'■29,3 

1930— 
Jan.     6 

ipril  21 

b25,0 
1-24-6 
i>25,3 

1931— 
April  21_. 

l'26,2 

Nov.  25 

«34  1 

Dec.    2 

«  Reference  point  (*)  used. 
*>  Reference  point  (*■)  used. 
Measurements  from  Los  Angeles  County  Flood  Control  District. 
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DIVISION    OF    WATER   RESOURCES 


A-S8b-E-2.  WORKMAN  RANCH  (W.  H.  PAULL).     MAP  1 

Location  and  description— 1500  feet  west  of  Shoup  Avenue  anJ  125  feet  south  of  Van  Owen  Street 

west  of  Owcnsmouth. 
Reference  point — Top  of  northwest  corner-post. 

Elevation  of  reference  point  —810.2,  from  levels  by  L.  A.  D.  of  W.  &.'  P. 
Use — Abandoned . 
Depth  of  vk'ell— 63.3  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used— U.  S.  G.  S.  No.  CM  ;  l„  A.  D.  of  W.  &  P.  No.  129;  L.  A.  Co.  F.  C.  D.  No.  3580. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Dale 

DLst.  K.  r. 

to  water 

surface,  feet 

Date 

Dist.  R.  I'. 

to  water 

surface,  feet 

1922— 
Mar.  20 

U 

11  4 
12.2 
13  3 

13 

13  4 
13 

13.4 
13,7 

1924- 
Jan.     fi -- 

June  20 

14  0 
14  1 

ll>  1 
15,8 

1925— 
Mar.    4 

15  9 

June    5  

10  5 

Oct.  22... 

Dec.  30 

Sept.  30 

19  0 

Nov.  12 

1923- 
Fcb.  13                -.  . 

Oct.  28 

Destroye<l 

Mar.  16 

Oct.  17 

Dec.  19 

Measurements  from  Los  Angeles  Department  of  Water  and  Power. 


A-58d-E-3, 


BRANT  RANCH. 
Log  Available 


MAP  1 


Location  and  description  —0  25  miles  south  of  Van  Owen  Street,  0,3  miles  cast  of  Topanga  Canyon 

Road,  in  line  of  Owensmouth  Avcnuj  extended  south,  south  of  Owensmauth.     In  pump  house. 
Reference  point — Base  of  pump  at  ground. 

Elevation  of  reference  point — 798,  from  L'.  S.  G.  S.  topog.  by  D.  W.  R. 
Use— Irrigation  and  domestic. 
Depth  of  well — 246  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  3590. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  V. 

to  water 

surface,  feet 

1929— 
Mar  25 

10  7 

1930— 
Dec. 

5 -- 

12  li 

1931— 
April21 

12  0 

May  18 

12  I 

Dec.    7 

13.5 

Measurements  from  Los  Angeles  County  Flood  Control  Dbtrict. 


A-60-E-3,  BRANT  RANCH  NO.  3.     MAP  I 

Log  Available 

Location  and  description— 0.2  miles  south  uf  Van  Owen  Street.  250  feet  cast  of  Canoga  Avenue.  175 

feet  west  of  S,  P.  R.  R..  south  of  Owensmouth. 
Reference  point— Base  of  pump  at  ground. 

Elevation  of  reference  point — 791,  from  U.  S.  G.  S,  topoj?.  by  D.  W.  R. 
Use — Irrigation  and  domestic. 
Depth  of  well— 264  feet. 
Diameter  of  casing— 14  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  3600. 


Date 

Dbt.R.  P. 

to  water 
surface,  feet 

Date 

Di.it.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  I'. 

to  water 

surface,  feet 

1925- 

»20  2 
9.5 

1930— 
April  21 

9  (1 
12  4 

1931— 
April  21 

12  2 

Dec.    5 

.May  IS 

12  4 

19'*9 

Dec.    7 

13  8 

Mar.25 

»  Measurement  by  owner. 
Measuremcnta  from  Los  Angeles  County  Flood  Control  District. 
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A-60a-E-3,  BRANT  RANCH  NO.  2.     MAP  1 

Log  Available 

Location  and  description — 600  feet  cast  of  Canoga  Avenue,  50  feet  south  of  Topham  Street,  south 

of  Owcnsmouth. 
Reference  point — ^Floor  of  pump  house,  0.3  feet  above  ground. 
Elevation  of  reference  point — 797,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D 
Use — Irrigation  and  domestic. 
Depth  of  well— 300  feet. 
Diameter  of  casing — 18  inches. 
Other  numbers  used — L.  A.  Co.  F.  C.  D.  No.  3601. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1923 
Oct.  30 

M3,0 

10  5 
11.8 

1930- 
Jan.     6 

Dec.    5 

12. C 
12.7 

1931— 
April  21 

12.3 

Mav  18 -- 

Nov.  25 

12  5 

1929— 
Mar.  25 ..- 

13.9 

July  11 

•  Measurement  by  owner. 
Measurements  from  Los  Angeles  County  Flood  Control  District. 


A-62-E-3,  B.  VALLICEALLA.     MAP  I 

Log  Available 

Location  and  description — 125  feet  west  of  Corbin  Avenue,  0.23  miles  south  of  Sherman  Way.  east 

of  Owensmouth. 
Reference  point — Top  of  casing,  at  ground. 

Elevation  of  reference  point — 753,  from  U.  S.  G.  S.  topog.  by  L,  A.  Co.  F.  C.  D. 
Use — Irrigation. 
Depth  of  well— 182  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  3630. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 
surface,  feet 

1929- 
Jan.     8 

7.6 
5.9 
7.1 

1930- 
JaD.     6 

7.2 
5  0 
7.0 

1931— 
May  18              .  . 

5.3 

April  21 

Dec.    7 

7.7 

July  10 

Dec.    5 

Measurements  from  Los  Angeles  County  Flood  Control  District. 
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DIVISION    OF    WATER   RESOURCES 


A-62a-E-3,  HUGO  CARLSON.     MAP  1 

Location  and  description — 25  feet  east  of  Mason.  100  feet  south  of  Van  Owen  Street,  southwest  o 

North  Los  Angeles. 
Reference  point — Top  of  casing.  1  foot  above  ground- 
Elevation  of  reference  point — -766.3.  from  levels  by  L.  A   D.  of  W.  &  P. 
Use— Ot)mestic. 
Depth  of  well— 32,7  feet. 
Diameter  of  casing — H  inche« 
Other  numbers  used— L.  A.  D.  of  W.  &  P.  No.  127;  U.  S.  G.  S.  No.  C-3;  L.  A.  Co.  F.  C.  D.  No.  3620. 


Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dbt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922— 
Mar.23 

4.4 
5  8 
8,3 
8,7 
8.1 

8.5 
7.8 

8  0 
7.7 

10.0 
9.1) 

9  3 
8.9 

10.7 
11  5 

11  I 
10  1 
10.5 
12.5 

12  2 

1926— 
Feb.  20 

10  6 

7  3 
8.2 
0.1 

8  2 
8.3 

7.8 
3  7 
5  4 

7  0 

8  3 
8.5 
8  3 

7  8 
5  3 
5  3 

8  4 
7-8 

10:9- 

Jan.   23 

Mar.26 

G  1 

April  28 

6.8 

Aug.  28 

June  22 

May  31 

July  29 

Aug.  29 

7  1 

Nov.  12 

July  23 

6.1 

Dec   22 

Sept.  28 

7  3 

Dec.  29 - 

1927— 
Jan.  27 

Oct.  30 

8.9 

1923— 

Feb.  13 

April  20..   

Dec.    2 

1930- 

Jan.   16 

Mar.  25 

May    9 

July  10 

Sept.  24 

Dec.  28 

1931— 

Jan.  22 

Mar.  13 

May  14              .  - 

9.0 

Feb.  24 

April  28 

8  3 

July  10 

6.4 

Oct.  17 

June  23 -.- 

.-Vug.  31 

Nov.  23       ... 

7.4 

Dec.  19  

8.8 

10.2 

1924- 
Jan.   25 - 

Dec.  23 

1928— 

Feb.  28 

\tiril   2 

11  2 

Sept.   5 

10.7 

Dec.  30 

8  7 

June  26     

8  8 

1925— 

Oct.  24 

July  11 

10  4 

Jan.  28 

Nov.  28 

Sept.  10 

Nov.  13 

Dec.  18 

12  2 

Apra22 

12  9 

,Iul>   16          

12  0 

Sept.30.-. 

Deo.  23              

Measurements  from  Los  Angeles  Department  of  Water  and  Power. 


A-64-E-4.  M.  MADERIOS.     MAP  X 

Location  and  description — 300  feet  south  of  Van  Owen  Street,  125  feet  west  of  Yolanda  Avenue, 

Reseda. 
Reference  point — Top  of  casing  1,5  feet  above  ground. 

Elevation  of  reference  point — 733,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Domestic. 
Diameter  of  casing — 6  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No,  3650. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

DLst.  R.  P. 

to  water 

surface,  feet 

1929— 
Jan.     8 

11  5 
11.5 
10  7 
13.2 

1930— 

12  8 
10  9 
10  U 

1931- 
April21 

9-1 

April  3 

April  21 

May  18 

Dec.    7              .  . 

9  1 

Deo.    5 

12  li 

July  10 

Measurements  from  Los  .\ngeles  County  Flood  Control  District. 
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A-66-E-4,  G.  E.  SMITH.     MAP  1 

Location  and  description— West  side  of  Rijseda  Boulevard,  south  of  Victory  Boulevard,  Reseda. 

Reference  point — Top  of  casing.  0  2  feet  above  ground. 

Elevation  of  reference  point — 730.9.  from  levels  by  L.  A.  D.  of  W.  &  P. 

Use — Abandoned . 

Depth  of  well — 17.7  feet. 

Diameter  of  casing — 8  inches. 

Other  numbers  used— L.  A.  D.  of  W.  &  P.  No.  124;  U.  S.  G.  S.  No.  C-5;  L.  A.  Co.  F.  C.  D.  No.  3661  A. 


Date 

Dist.R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922— 
Mar.  24 

8.1 
9.2 
10.3 
11.3 

10.4 
,0  3 
10.5 
12.3 
12.4 

1924- 

Jan.  25 

Jime  20 

Sept.   5 

Nov.21 

1925- 

Jan.  28 

.\priI22..._ 

July  16 

12.6 
13.4 
14.0 
14.9 

14.7 
15  0 
15  5 
16,9 
17.0 

1926— 
Jan.  27 

17.3 

June    6 

April  28 

15  3 

Aug.  18 

15.7 

Nov.  12 

Aug.  27 

10  8 

1923— 
Feb.  14 

Mar.  16 

Oct.  28 

Nov.30 

Dec.  29 

1927— 

.I.ni.   27 

Feo.  24 

May  26 

i7.2 
14  4 
16-9 

Oct.  17 

Sept.  30 

16  6 

Dec.  19. -- 

Nov.  27 

14.0 
12  8 

July  27 

14  8 

Aug.  31 

14  4 

Oct.  25 

Nov.  23 

15.0 
14.8 

Dec.  23 

Destroyed 

Measurements  from  Los  Angeles  Department  of  Water  and  Power. 


A-66a-E-4,  WILLIAM  HAMILTON.     MAP  1 

Location  and  description— 0.2  miles  north  of  S,  P.  R.  R,  (ChaC^worth  Lin;).  200  feet  east  of  Reseda 

Avenue,  south  of  Reseda. 
Reference  point — H-Jnch  plug  in  pump  base,  0.2  feet  above  ground. 
Elevation  of  reference  point — ^738,  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use— Irrigation. 
Depth  of  well— 124  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  3661 . 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Jan.     8 

24  2 

1930— 
Jan.     6 

Dec.    5... 

22  2 
19,7 

1931- 
M.iy  18 

22  4 

Measurements  from  Los  Angeles  County  Flood  Control  District. 
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A-66b-E-4,  F.  W.  WOOD.     MAP  1 

Location  and  description — 175  feet  south  of  Van  Owen  Street,  20  feet  east  of  Lindley  Avenue,  south- 
cast  of  Reseda. 
Reference  point — Slot  on  south  side  of  pump  base,  1.1  feet  above  ground. 
Elevation  of  reference  point — 728,  fronn  U.  S.  G.  S.  Copog.  by  L.  A.  Co.  F.  C.  D. 
Use — Not  used. 
Depth  of  well— 200  feet. 
Diameter  of  casing — 14  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  3670. 


Date 

Dist.  K.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1930- 
Nov.    3 

11  4 
14  5 

1931— 
April  16 

13.3 
12  6 
15.9 

Dec.  25 

May  18 

Dec.    7 

Measurements  from  Lo9  Angeles  County  Flood  Control  District. 


A-68-E-4,  ENCINO  RANCHO.     MAP  I 

Location  and  description — 200  feet  south  of  S.  P.  R.  R.,  500  feet  west  of  Balboa  Avenue,  north  of 

Encino. 
Reference  point — Top  of  ties,  1  foot  above  ground. 

Elevation  of  reference  pjoint — 708.5.  from  levels  by  L.  A.  D.  of  W.  &  P. 
Depth  of  well — 33'  eet. 
Diameter  of  casing — 6  Inches. 
Othernumbersused— L.  A.  D.ofW.  &P.  No.  123;  U.  S.  G.  S.  No.  C-6;  L.  A.  Co.  F.  C.  D.  No.   3691 A 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  H.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922- 
Mar  24 

8.8 
9.2 
8.8 
7.8 
12.3 

7.4 
7.7 
7.2 
7.4 
7,3 

7.6 
7-7 
8.7 
9.0 

9.0 
9  3 
9.5 
10  3 
10  9 
lO  8 

1926— 
Jan.  27 

10  9 
9.5 
10  1 
10.8 

10  3 

104 

8,6 

8  8 

9  3 
9.4 
9  3 

9  5 
9  2 
9  6 
104 

11  0 

1929- 
Jan.   23   

11  0 

April  27 

April  28       .       ... 

Mar.  26 

11  4 

Aug.  28 

June  22 

May  31 

11.8 

Oct    12 

Aug.  27 

July   29 

Oct.  30 

12.1 

Dec.  22 

Oct.  28 

13.0 

1923- 
Mar.  !0 

1927— 
Jan.  27 

1930— 
Jan.  23 

13  0 

Mar.  21 

May    6 

.2.1 

July  10 

May  26  

July  10 

12  8 

Sept    6 

Aug.  31 

Oct.  29     

11  5 

Dec.  19 

Oct.  25 

1931— 
Jan.  20              .  -  . 

Dec.  23 

1924 — 

1928— 
Feb.  28 

12.5 

Jan.  25          

Feb.  19.... 

May  14 

12  0 

13.0 

Sept    5 

April   2.... 

Aug.  11 

14.5 

Nov.  21 

Oct.  16 

13.0 

Sept.  28 

Nov.  28 

Nov.  13 

14.4 

1925 — 

Deo.    7     .    .  .  . 

'14.5 

Jan.  28 - 

Mar.   4 

June    5 --- 

Aug.  28 ..-- 

Sept.  30 

Dec.  23 

*  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  Los  Angeles  Department  of  Water  and  Power  except  as  noted. 
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A-70-E-5,  FRANK  P.  GHIGILA.     MAP  1 

Log  Available 

Location  and  description — 40  feet  south  of  Victory  Boulevard.  900  feet  west  of  Havcnhurst  Avenue, 

west  of  Van  Nuys. 
Reference  point — Base  of  pump  0.5  feet  above  ground. 

Elevation  of  reference  point — 720,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Irrigation. 
Depth  of  well— 383  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  3701. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

192»- 

43.4 
40  7 

1930— 

41.5 
40,8 

1931- 
Aprille .-- 

41.1) 

July  10 

Dec.    5 

Dec.    7 

45-3 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


A-71a-E-5,  G.  RI2ZO.     MAP  1 

55  feet  north  of  Magnolia  Boulevard,  0.20  miles  east  of  Balboa  Avenue, 


Location  and  description 

north  of  Encino. 

Reference  point — Slot  on  south  side  of  pump.  0.5  feet  above  ground. 
Elevation  of  reference  point — 723.  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F 
Use — Irrigation. 

Diameter  of  casing — 14  inches. 
Other  numbers  used — L.  A.  Co.  F.  C.  D.  No.  3703. 


C.  D. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1931 
May  18 _-- 

13  1 
16.8 

Dec.    7 

Measiirements  from  Los  Angeles  County  Flood  Control  District. 


A-72-E-5,  FRANK  CONKEY.     MAP  1 

Location  and  description — 150  feet  west  of  Haskell  Avenue,  625  feet  south  of  Van  Owen  Street,  east 

of  Van  Nuys.     Casing  in  garage. 
Reference  pxiint — Top  or  casing  0.4  feet  above  ground. 

Elevation  of  reference  point — 733,  from  U.  S.  G.  S.  topog.  by  L.  A,  Co.  F.  C.  D. 
Use — Not  used. 

Diameter  of  casing — 16  inches. 
Other  numbers  used— L.  A.  D.  of  W.  &  P.  No.  138;  L.  A.  Co.  F.  C.  D  No.  3720. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  E.  P. 

to  water 

surface,  feet 

1928— 
Nov.   9 

58.7 

68,8 
69.3 
58.6 
59.8 

1930— 
Jan.  22  

60.7 
CO.l 
00.2 

1931— 
AprillG 

May  18     .  .. 

02. 0 

AprU21 

Dec.    5 

61.6 

1929— 

Dec.    7 

62.4 

Jan.  29 --.. 

April  3      - 

July  12 

Measurements  from  Los  Angeles  County  Flood  Control  District. 
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DIVISION    OF    WATER   RESOURCES 
A-73-E-5,  B.  GLIEVER.     MAP  1 


Location  and  description  —130  feet  south  of  Burbank  Boulevard.  300  feet  cast  of  SepulveJa  Boulc- 

vartl,  southwest  of  Van  Nuys. 
Reference  point  —  lop  of  casing  at  ground. 

Elevation  of  reference  point — b%.  from  U.  S.  G.  S.  topog   by  L   A,  Co.  F.  C.  D. 
Use — Not  used. 
Diameter  of  casing  ^6  inches 
Other  numbers  used— L.  A.  Co.  F.  C   D.  No.  3732. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Di»t.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface  feet 

1929— 

J»:ne    4 ., 

July  10.. 

25.1 
25,7 

1930— 

Jan.  22 

April  21. 

26  2 
Sealed 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


A-74-E-5,  H.  F.  OWEN.     MAP  1 

Location  and  description — 165  feet  north  of  Van  Owen  Street,  110  feet  west  of  Vesper  Street.  Van 

Nuys.     Casing  in  garage. 
Reference  point — Top  of  casing,  at  ground. 

Elevation  of  reference  point — 732.4.  from  levels  by  L.  A  T).  of  \V.  &  P. 
Use — Not  used. 
Depth  of  well — 365  feet. 
Diameter  of  casing — 6  inches. 
Other  numbers  used— L.  A.  D.  of  W.  &i  P.  No.  52-  U.  S.  G.  S.  No  SM-2;  L.  A.  Co.  F.  C  D.  No.  3740 


I 


*  Measurement  from  United  States  Geological  Survey. 
•>  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  Los  Angeles  Department  of  Water  and  Power  except  as  noted. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Di.st.  R.  P. 

to  water 

surface,  feet 

1920- 
•July  21 

"7.T.0 
>72.5 

■"■,2. 7 
«72.9 
"73.1 
•73  0 
-73  2 

70,5 
es  5 
67.0 
64.9 

63.4 
62.3 
61.1 
61.4 

1924— 

Jan.  25 ._ 

June  20 _ 

Sept.   5 

Dec.  30 

1925- 

M.lr.    4 

June    5 

Aug.  28 

60.2 
60  2 
60.6 
61.4 

61.8 
62.7 
63.8 
64.6 
65.3 

66.2 
60.7 
67.4 

''81.9 

1929— 
Jan.  29 

tSl.S 

Sept.31 

April   3 

1930- 

April23. 

Dec.    5       . 

i>83  2 

Dec.    I-. 

1921— 
Jan.     3 

i>88  0 
i'82  5 

Mar.  30 _. 

June    2 

Aug.    9 

1931— 
Jan.  20 

87.9 

Oct.    7 

Oct.  2S     .. 

Feb.  19 

S7  8 

Dec.  23 

1926— 

Feb.  26 

April28 .  . 

April  16 

i'88.8 

1922 - 

Mav  20 

>>89  4 

Mar.  23 

88  2 

June    8.   ._ 

Julv  14     .. 

90  6 

Aug.  28. ._ - 

Aug.  13 

91.4 

Dec.  22 

July  23... 

1928— 
Nov.    9 

Oct.  21 

Dec.  18 

PO  6 

90.3 

1923— 
Mar.  16         -  . 

Sept.  6 

Nov.  20 

SOUTH    COASTAL   BASIN   INVESTIGATION 
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A-75-F-6,  A.  DITTMER.     MAP  1 

Location  and  description — 200  feet  east  of  Van  Nuys  Boulevard.  1700  feet  south  of  Magnolia,  south 

of  Van  Nuys. 
Reference  point — Bottom  of  pit  6.4  feet  below  top  of  concrete  pit,  to  and  including  September  18, 

1930.  then,  top  of  pipe.  1.7  feet  above  ground. 
Elevation  of  reference  point — 653.9  to  and  including  September  18,  1930   then  660.1  ;  from  levels  by 

L.  A.  D.  of  W.  &lP. 
Use — Not  used. 
Depth  of  well — 27  feet. 
Diameter  of  casing — 6  inches. 
Othernumbers  used— L.  A.  D.  ofW.  &P.  No.  46;  U.  S.  G.  S.  No.  SM-4;  L.  A,  Co.  F.  C.  D.  No.  3753. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R. .P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1920- 

.^ug.24 

Sept  21 

»9.8 
"13.0 
"11.5 

12  0 
11  0 
9.3 
11.0 
11  2 

2  9 
6.0 

7  7 
9  1 
9  4 

8  5 

8  7 

8  2 
!!.5 
9.9 

9  4 
10.6 
11  1 
10.7 

1925— 

Mar.   4 

April  22.. 

10  2 
10  0 

10  2 
11.7 
13.7 

11  6 

11  0 
8.3 

6  1 
8.9 

10  4 

11  0 

10.1 
3  0 

7  7 

8  8 
10  6 
11.2 
10.8 

10.4 
10.9 
11.4 

12  1 
13.3 
11.5 

1929— 
Jan.  23 

11.4 

feb.  26 

11.1 

Dec.    1 

M.ar.26. 

Mav  31 

10.8 

Aug.  28 

Oct.  28 

Dec   23 

11.2 

192i— 

June  27 

11  4 

Jan      3 

Aug  29 

12  2 

Feb.  25 

1926— 

Jan.  27 

Feb.  26 

April  28 

Oct.  30 

12.7 

Dec.    2 

1930- 

11,9 

Sept.   7 

Oct.    7    

12.0 

1922 

Junp  22 

Fcb.  18 

May    5 

June    5. .- 

\u;.  11     

11  3 

Mar.  23 

April  27 

■iuE.  27. --.-. 

Oct.   27.. ---- 

1927— 
Jan.  27 

11  3 
11.8 

July  25 

12.2 

Oct.     3              .  . 

Oct.   24 

18  5 

Nov.    2 

Dec.  23 

18  7 

Dec.  22 

Feb.  24 

April  28     .. 

1931— 
.Ian.   16 

Feb.  14       . 

1923— 

18  3 

Mar.  16 

AuK.  31 

14  2 

Oct.  25 

Mar.  10 - 

April  13 

June    8 

16  5 

Sept.  6 

Dec.  23 

17  6 

Nov.  20 

1928— 

Feb.  28 

May    2 

18  1 

19  1 

1924— 

Nov.    9 

20  0 

Dec.  11 . 

19.4 

Sept.   4.     - 

Oct.  22 

Au?.  29 

Oct.  24     .. 

Dec.  30 

Dec.  26 

»  Measurement  from  United  States  Geological  Survey. 
Measurements  from  Los  Angeles  DepartmeDt  of  Water  and  Power  except  as  noted. 


A-76-E-6,  W.  R.  LEHMAN.     MAP  1 

Location  and  description — ^110  feet  west  of  Woodman  Avenue,  240  feet  north  of  Victory  Boulevard, 

Van  Nuys. 
Reference  point — Base  of  pump.  0.8  feet  above  ground. 

Elevation  of  reference  point — 706,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Irrigation. 
Depth  of  weU— 270  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  3761  A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Nov.  8  

77.6 

69.0 
68  4 
68.8 

1930- 
Jan.  16 

71.8 
73.6 
78.2 

1C31- 
April  22 

78  7 

April  21 

May  20 

79  7 

1929— 

Dec.    6 

Jan.  29 

April   3 

June    5 

Measurements  from  Los  Angeles  County  Flood  Control  District. 
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DIVISION    OF    WATER   RESOURCES 
A-77-F-6,  CAMPBELL  &  HANNA.     MAP  1 


Location  and  description — 100  feet  south  of  Magnolia  Boulevard.  175  feet  east  of  Woodman  Avenue, 

southeast  of  Van  Nuys.     Casing  in  8-foot  pit. 
Reference  point — Top  of  pit,  at  ground. 

Elevation  of  reference  point — 659.6.  from  levels  by  L.  A.  D  of  W.  &  P. 
Use — Not  used. 
Depth  of  well— 420  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  xxsed— L.  A.  D.  of  W.  &  P.  No.  45;  L.  A.  Co,  K.  C.  D.  No,  37b3. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Nov.   a.  .. 

21.9 

21.8 
21.9 
22.3 
22.0 

1930- 
Jan.   10 

24.0 
24  4 

22.0 

1931— 
Jan.  16 - 

April  21 

■25  7 

April  21 

25.7 

1929— 

Dec.    5 

May  20 

25. 7 

July   10 

Dec.  11 

•25.1 

April   2 

•26  2 

July  12     .. 

*  Measurement  from  Los  Angeles  Department  of  Water  and  Power. 
Measurements  from  Los  Angeles  County  Flood  Control  District  except  as  noted. 

A-77b-E-6,  CIOCCA  DAIRY.     MAP  1 

Location  and  description — 600  feet  west  of  Ethel  Avenue,  1225  feet  north  of  Burbank  Boulevard, 

southeast  of  Van  Nuys.     Casing  in  7-foot  pit 
Reference  point — Top  of  pit  l.l  feet  above  ground . 

Elevation  of  reference  point — 681.3.  from  levels  by  L,  A.  D  of  W.  &  P. 
Use — Irrigation. 
Depth  of  well — 1 1  5  feet. 
Diameter  of  casing — 9  inches. 
Other  numbers  used— L.  A.  D.  of  W.  &  P.  No.  55.  L.  A.  Co.  F.  C.  D.  No.  3772. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1928- 
Nov.    8 

44.8 

44.6 
45.6 
46.8 
47.9 

1930— 

Jan.   16 

April  23 

Dec.    5 

493 
50.3 
51.5 

1931— 
April  16 

50.1 

May  20 

51  8 

1929— 

Dec.  10 

54.5 

Jan.     3 

April   2 

June    5. 

July  12 

Measurements  from  Los  Angeles  County  Flood  Control  District. 

A-77C-F-6,  J.  P.  DeMUTH.     MAP  1 

Location  and  description — 1 20  feet  west  of  Fulton  Avenue.  225  feet  south  of  Riverside  Drive,  south- 
cast  of  Van  Nuys. 
Reference  point — ^  lop  of  casing  0.3  feet  above  around. 
Elevation  of  reference  point — 641,1.  from  levels  by  L.  A,  D  of  W.  &  P. 
Use  ^Domestic. 
Depth  of  well — 40  feet. 
Diameter  of  casing — 6  inches. 
Other  numbers  used— L.  A.  D.  of  \V.  &  P.  No.  43;  L.  A.  Co.  F.  C.  D.  No.  3774. 


Date 

Dial.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  fmt 

1928— 
Nov.   8 

16  0 

16.4 
16.5 
16.6 
17.1 

1930- 
Jan.  16 

18  1 
18  1 
19.8 

1931— 
April  21 

18.7 

May  20 

17.6 

1929  — 

Dec     5 

Deo.  10 

20  9 

Jan.  30 

April   2 

July  12 

Measurements  from  hw  Aogelee  County  Flood  Control  District. 
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A-78-E-6,  F.  P.  NEWPORT.     MAP  I 

Location  and  description — 0.3  miles  north  of  Victory  Boulevard,  245  feet  cast  of  DhiZ  Avenue,  east 

of  Van  Nuys.     Casing  in  barn. 
Reference  point — 1-inch  hole  in  pump  base  at  ground. 
Elevation  of  reference  point — 712.5,  from  levels  by  L.  A.  D.  of  W.  Si  P. 
Use — Not  used. 
Depth  of  well — 225  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used— L.  A.  D.  of  W.  &  P.  No.  5?;  L.  A.  Co.  F.  C.  D.  No.  3780. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Nov.    8 

82  2 

79.8 
80.7 
81.9 
•90.3 

1930— 
Jan.   18 

April  23 

90  4 
86  3 
Sfi  1 

1931— 
April  14 

Sealed 

1929— 

Dec.    6 

Jan.  29 

.^pril  3 

June    5 

July     9....   

"  Oil  on  water 
Measurements  from  Los  Angeles  County  Flood  Control  District 


A-78d-E-6,  JOHN  KIRK.     MAP  1 

Location  and  description — 125  feet  north  of  Victory  Boulevard,  0.15  miles  east  of  Whitsett  Avenue, 

east  of  Van  Nuys.     3  feet  west  of  sidewalk. 
Reference  p>oint — Top  of  casing.  1.5  feet  above  ground,  to  and  including  April  3,  1929;  then,  top  of 

casing  at  ground. 
Elevation  of  reference  point — 700.6  to  and  including  April  3,  1929;  then,  699.1 ;  from  levels  by  L.  A.  D. 

of  W.  &  P. 
Use — Not  used. 
Depth  of  well^91  feet. 
Diameter  of  casing — 6  inches. 
Other  numbers  used~L.  A.  D.  of  W.  &  P.  No.  60;  L.  A.  Co.  F.  C.  D.  No.  3791 . 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Nov.   8 

77  0 

1929— 

.Ian.  29 

April   3 

July    9 

73,8 
74,7 
75.6 

1931— 

April  15 

May  14 

78  3 

79  2 

Dee.  10 

84-3 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


A-79-E-6,  MR.  PHILLIPS  (FORMERLY  C.  W.  SHONEMAN).     MAP  1 

Location  and  description — 140  feet  south  of  Oxnard  Street,  75  feet  west  of  Ethel  Avenue,  east  of  Van 

Nuys, 
Reference  point — Top  of  casing  at  ground. 

Elevation  of  reference  point--674.7.  from  levels  by  L.  A.  D.  of  W.  &  P. 
Use — Not  used. 
Depth  of  well — 53  feet. 
Diameter  of  casing — 6  inches. 
Other  numbers  used— L.  A.  D.  of  W.  &  P.  No.  54;  L.  A.  Co.  F.  C,  D.  No.  3782. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Nov.   8-- 

33.8 

1929- 

Jan.  30 

April   2 

June    4 

38.2 

39,7 

40,1 

Destroyed 

Measurements  from  Los  Angeles  County  Flood  Control  District. 
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DIVISION    OF   WATER   RESOURCES 


A-80-E-6,  P.  BARILANI.     MAP  I 

Location  and  description — 175  feet  west  of  Laurel  Canyon  Boulevard.  0.15  miles  nonh  of  Victory 

Boule\'ard,  northwest  of  North  Hollywood. 
Reference  point — ^Top  of  casing,  at  ground. 

Elevation  of  reference  point— 696.5,  from  levels  by  L.  A.  D.  of  W.  &  P. 
Use^  Abandoned. 
Depth  of  well— 109  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used— L.  A.  D.  of  W.  &!  P.  No.  61 ;  L.  A.  Co  F.  C.  D.  No.  3801 . 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Dale 

DUt.R.P. 

towater 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Not.   8 

74.5 

72  9 
73.5 

74  6 

75  6 

1930— 
Jan.   18 

April  26 

78.4 
78.8 
81  4 

1931— 
Jan.  ig ■ 

•80  1 

May  14 

81  0 

1929— 

Dec.    6 

July    8 

•79.7 

Jan.  29 

Sept.   3 

■Dry 

April   3 

June    7 

Dec.  10 

•Dry 

Jul.v     9..-. -- 

*  Measurement  from  Los  Angeles  Department  of  Water  and  Power. 
Measurements  from  Los  Angeles  County  Flood  Control  District  except  as  noted. 


A-80C-E-7,  CITY  OF  LOS  ANGELES.  NO.  9.     MAP  1 

Location  and  description — 60  feet  south  of  Van  Owen  Street.   175  feet  west  of  Farmdale  Avenue, 

Northwest  of  North  Hollywood. 
Reference  point — Plug  in  north  side  of  pump.  0.4  feet  above  ground. 
Elevation  of  reference  point — 711,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Irrigation  and  domestic. 
Other  numbers  used— U.  S  C  S.  No.  SM-la;  L.  A.  Co,  F.  C.  D.  No.  3810. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  B.  P. 

towater 

surface,  feet 

1925- 

.\pril28 

C9.2 
«6.1 
70.6 
70  9 
66.8 
65  6 

1927— 

Jan.  27 

Oct.  25  . 

65.9 
OS.  8 

1931— 
May    5 

•105.3 

May  25 

Dec.  23. 

Sealed 

July  23 

Sept.  28 

Oct.  28- 

Dcc.  29 

»  Measurement  from  Los  .Angeles  County  Flood  Control  District. 
Measurements  from  Los  .\ngcles  Department  of  Water  and  Power  except  as  noted. 


A-81d-E-6,  L.  BENSLEY.     MAP  1 

Location  and  description — 125  feet  south  of  Burbank  Boulevard,  0.2?  miels  west  of  Laurel  Canyon 

Boulc\'ard,  northwest  of  North  Hollywood.     Casing  in  shed. 
Reference  point — Top  of  casing  0  2  feet  above  ground. 

Elevation  of  reference  point— -<)57,  from  U.  S.  G.  S.  top^g.  by  L.  A.  Co,  F.  C,  D. 
Use^Not  used. 
Depth  of  well— 100  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used— L.  A.  D  of  \V.  &  P.  No.  185.  North  well;  L.  A.  Co,  F.  C.  D.  No.  3802D. 


•  Old  well  20  feet  south  is  dry  at  45.0. 
Measurcmente  from  Los  Angeles  Couoty  Flood  Control  District. 


Date 

Dift.  R,  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface. feet 

1928— 
Nov.   8 

40  5 

40  7 
40  7 

1930- 
Jan.   17 

•44  7 

43  5 

44  9 

1931- 
April  16 

44  7 

.\prU23 

May  14 

44.8 

1929— 

Dec.    6 

Dec.  10     . 

46  8 

Jan.  30 

April   2.. 

SOUTH    COASTAIa    HASIN    INVESTIGATION 
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A-8Ih-E-7,  LANKERSHIM  SAND  &  GRAVEL  COMPANY.     MAP  I 

Location  and  description — 40  feet  west  of  Colfax  Avcnuj.  0,2  miles  north  of  Burbaiik  Boulcviiixl.  250 

feet  south  of  Hattcras  Street.  North  Hollywood. 
Reference  point — Top  of  casing  0  8  feet  above  ground. 
Elevation  of  reference  point — ^658.6,  from  levels  by  L.  A.  D.  of  W.  Sii  P. 
Use — IDonicst  ic . 
Depth  of  well— 68  feet. 
Diameter  of  casing — 8  inches. 
Other  numbers  used— L.  A.  D  of  W.  &  P.  No.  65;  L.  A.  Co.  F.  C.  D.  No.  3812. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Nov.    8 

57.6 

58  5 
60-7 
64.0 

1930- 

Jan.   17 

April  23 

Dec.     6 

62  7 
64.7 
65  0 

1931— 
Anril  !6 

60  7 

Mav  20 

64.5 

1929— 
AprU   2 

Sept.   4 

Dec.  10 

"Drv 
»Dry 

June    5 

July    8 

*  Measurement  from  Los  Angeles  Department  of  Water  and  Power. 
Measurements  from  Los  Angeles  County  Flood  Control  District  except  as  noted. 


A-82-F-6,  W.  H.  DAVIS.     MAP  1 

Location  and  description— 40  feet  south  of  Riverside  Drive.  175  feet  west  of  Laurel  Canyon  Boule- 
vard, west  of  North  Hollywood. 
Reference  point— Top  of  casing  0.5  feet  above  ground. 
Elevation  of  reference  point — 633.9.  from  ievels  by  L.  A.  D.  of  W.  &  P. 
Use — Not  used. 
Depth  of  well— 50  feet. 
Diameter  of  casing— ^8  inches 
Other  numbers  used— L.  A.  D.  of  W.  &  P.  No.  36;  L.  A.  Co.  F.  C.  D.  No.  3804. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 

Nov.    7 

33-2 

32  8 
32-9 
33-1 
34-7 

1930- 
Jan.  17 

April  21     .     .  . 

36,0 

36  8 

37  0 

1931— 

,T:in.   16 

Arril  21 

"37  5 

1929— 
Jar.  3D 

Dec.    6 

Mav  20 

Dec.  10 

37.7 
38  6 

April    2 

July     9 

*  Measurement  from  Los  Angeles  Department  of  Water  and  Power. 
Measurements  from  Los  .Vngeles  County  Flood  Control  District  except  as  noted. 


A-82b-F-7,  DR.   NEWTON  ESTATE.     MAP  1 

Location  and  description — 160  feet  north  of  Chiquita  Street.  0  1  miles  cast  of  Colfax  Avenue,  0.4 

miles  south  of  Moor  Park  .Avenue,  southwest  of  Burbank. 
Reference  point — fop  of  casing,  at  ground. 

Elevation  of  reference  point — 597.  from  U.  S.  G.  S.  topog.  by  D   W.  R. 
Use — ^Not  used. 

Diameter  of  casing — 6  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  381 5A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
April  29 

27-3 
28-1 
28.6 

1931— 
April  21 

28  5 

29.7 

Sept.  20 

Dec.  10 

Dec.    5 

Measurements  from  Los  Angeles  County  Flood  Control  District. 
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A-83-E-7,  MR.  NEWBERRY  (FORMERLY  MR.  MACHUT),     MAP  1 

Location  and  description — 325  feet  north  of  Victory  Boulevard.  0.35  miles  west  of  Vincland  Avenue. 

north  of  North  Hollywood. 
Reference  point — H-'nch  hole  in  casing  cover.  0.7  feet  above  ground. 
Elevation  of  reference  point — 686,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Not  used. 
Depth  of  well — 1 1 5  feet. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  3821. 


Date 

Dlst.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Jan.  29  

81.2 
80.6 
81.1 
82.1 

1930— 
Jsn.   18 

84  8 
•84 

April   3 

June    5                

.\pril24  -   .     . 

July    9 

*  Obstruction  at  this  depth  (no  water). 
Measurements  from  Los  Angeles  County  Flood  Control  District. 


A-84-E-7.  HERMAN  GRAF.     MAP  1 

Location  and  description — 1 50  feet  cast  of  Cahuenga  Boulevard.  0.2  miles  north  of  Burbank  Boule- 
vard, North  Hollywood. 
Reference  point — Top  of  casing  1 .8  feet  above  ground. 
Elevation  of  reference  point— ^30.3,  from  levels  by  L.  A.  D.  of  W.  &i  P. 
Use — Domestic. 
Depth  of  well — 70  feet. 
Diameter  of  casing — 6  inches. 
Other  numbers  used— L.  A.  D.  of  W.  &  P.  No.  68;  L.  A.  Co.  F.  C.  D.  No.  3832. 


Date 

Dist.R  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 
surface,  feet 

Date 

DLst.  R.  P. 

to  water 

surface,  feet 

1928— 
Nov    5 

49.4 

47.8 
48.0 
48.2 
49.6 

ma- 
Jan.  18 

51  7 
53  0 
64  8 

:93i— 

Jan.   13 

•54  3 

\pril34 

.\pril  10 --. 

66  1 

jg29 — 

Dec     6 

Mnv  19 

54.1 

Julv     6 

•54  4 

April   8 

Sept.   4 

•56  8 

June    5 

July     8 

Nov.  12 

Dec.    8  .     -.. 

•58.5 
•58  8 

1932— 
Jar..     5 ,. 

•58.7 

*  Measurement  from  Los  Angeles  Department  of  Water  and  Power. 
Measurements  from  Lofe  Angeles  County  Flood  Control  District  except'as  noted. 
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A-8S-F-7,  AUGUST  MASCOTTI.     MAP  I 

Location  and  description — 400  feet  north  of  Los  Angeles  River  Bridge  and  50  feet  west  of  Lanker- 

shim  Boulevard,  south  of  North  HollywooJ. 
Reference  point — Top  of  wooden  casing,  2.6  feet  above  ground,  to  and  including  July  10,  192} ;  then, 

4.6  feet  above  ground. 
Elevation  of  reference  point — 571.0  to  and  including  July  10.  W23;  then  573.0;  from  levels  by  L.  A.  D. 

ofW.  &P. 
Use — Abandoned . 
Depth  of  well — 65  feet. 
Diameter  of  casing — 6  inches. 
Other  numbers  used— U.  S.  G.  S.  No.  SM-6iL.  A.  D.  of  W.  &  P.  No.  25;  L.  A.  Co.  F.  C.  D.  No. 

3835  A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dbt.  R.P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1920- 
July  21 

•30 

"25.3 
•25. 0 
•29  0 

23.7 
24.7 
24,1 
26  3 
25  0 

24  8 
24,8 

1923— 
Mar.  10 - 

24,6 
25,4 
26.0 

24.3 

24  3 
24,2 
24  9 
24  8 

1926— 
Jan.  21 

24.7 

Aug.  24 

Feb.  25 

May  27     

24.3 

Sept.  21 

July  10 

23.7 

Dec.    1 

1924- 
Nov.  19 

1925- 
May    8 

July  22 

25  0 

Sept.  23 

24.4 

1921— 

Oct.  26 

24,2 

Jan.  29           --    - 

Dec.  16 

1927— 

Feb.    3 

April   7 

24  1 

Mar.  30 

Aug.    9 

July  23 

24.1 

Oct.     7 

Sept.  18 

Nov.  20 

25  7 

Aug.    4 

26.7 

1922— 
Mar.  29 

• 

Dec.    7 

1928- 

20.0 

Oct.     2 

Destroyed 

»  Measuiemeot  from  United  States  Geological  Sur\'ey. 
Measurements  from  Los  Angeles  Department  of  Water  and  Power  except  as  noted. 


A-85C-F-7,  WELL  IN  STREET  (FORMERLY  MATTHEWS).     MAP  1 

Location  and  description — Between  curb  and  sidewalk,  45  feet  southaast  of  intersection  of  center  line 
of  Elmer  and  Rye  Streets,  215  feet  north  of  Moorpark  Avenue.  North  Hollywood. 

Reference  point — Top  of  casing.  2.5  feet  above  curb,  which  is  4.5  feet  below  original  ground,  to  and 
including  April  2,  l'^29;  then  top  of  casing  at  sidewalk  level. 

Elevation  of  reference  point — 590  to  and  including  April  2,  1929;  th^n  587.5;  from  U.  S.  G.  S.  topog. 
by  L.  A.  Co.  F.  C.  D. 

Use — Not  used. 

Depth  of  well— 160  feet. 

Diameter  of  casing — 6  inches. 

Other  numbers  used— L.  A.  D,  of  W.  &  P.  Mo.  28;  L.  A.  Co.  F.  C.  D.  No.  3824A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dbt.  R.  P. 

to  water 

surface,  feet 

1928- 
Nov.    7 

6  2 

5.S 
5.9 
3.8 
4  3 

1930— 
Jan.   17 

7.3 
7.9 

1931- 
May  14 

Dec.    5.. 

Dec.  10 

10  2 

1929— 
Jan.  30 

April   2     , 

July    8 

Measurements  from  Los  Angeles  County  Flood  Control  District. 
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A-85d-F-7,  C.  W.  McCLOUD  (FORMERLY  J.  T.  BARRETT).     MAP  1 

Location  and  description — 90  fccc  cast  of  Tujunga  Avenue.  100  feet  north  of  Valley  Spring  Lane, 

soiuh  ol  North  I  lollywood. 
Reference  point — lop  of  casing  1.4  feet  above  ground. 
Elevation  of  reference  point  -592,  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Domestic, 
Diameter  of  casing     8  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  382S. 


Date 

Dist.  R.  V. 

to  water 

surface,  feet 

Date 

Dist.  R.  r. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  foet 

1928— 
Nov.    7 

25  7 

25  2 

25  3 

26  3 
25  9 

1930— 

Jan.    17 

April  23 

2fi  8 
2(1  5 

2«  8 

1931— 
May  14 

27.9 

Dec.  10 

31.1 

1929— 

Jan.  30 

AprU   2 

June    4 - 

Julv    8 

Dec.    5 

Measurements  from  Los  Angeles  County  Flood  Control  District. 

A-8Se-F-7,  HENRY  BAKMAN.     MAP  1 

Location  and  description — 125  feet  east  of  Cahuenga  Avenue,  300  feet  south  of  Riverside  Drive, 

North  Hollywood. 
Reference  point — Top  of  casing,  0.7  feet  above  ground,  to  and  including  April  23,  1930;  then  plug  in 

cap.  at  ground.  • 

Elevation  of  reference  point — 576  8  to  and  including  April  23.  1930;  then.  576.1 ;  from  levels  by  L.  A. 

D  of  W.  &  P. 
Use — Not  used. 
Diameter  of  casing — 8  inches 
Other  number*  used— L,  A.  D.  of  W.  &'  P.  No  24;  L.  A.  Co.  F.  C.  D.  No.  3834. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1028— 
Nov.   7 

24  4 

23  3 

23  8 
24.4 
24,8 

1930— 

.Ian.   16 

April  23 

25.5 
21)  0 
25  8 

1931— 
Feb.    3      . 

•2G  3 

May  19 

Dee.  10 

26  6 

1929- 

Dec.    0 

29.8 

April   2 

June    4 

July    8 

*  Measurement  from  Los  Angeles  Department  of  Water  and  Power. 
MeasurementvS  from  Los  Angeles  County  Flood  Control  District  except  as  noted. 


A-85f-F-7,  F.  B.  BAKMAN.     MAP  I 

Location  and  description — 115  feet  cast  of  Cahuenga  Boulevard.  175  feet  north  of  Third  Street  (Vcr- 

dugo  Boulevard).  North  I  lollywood. 
Reference  point — Top  of  casing,  2.4  feet  above  ground. 
Elevation  of  reference  point — 592,3.  from  levels  by  L.  A.  D.  of  W.  &l  P. 
Use — Not  used. 
Depth  of  well — 36  feet- 
Diameter  of  casing — 6  inches. 
Other  numbers  used— L.  A.  D.  of  W.  &  P.  No.  23;  L.  A.  Co.  F.  C.  D.  No.  3834A. 


Date 

Du^t.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

sartace,  feet 

Date 

Dbt.  R.  P. 

to  water 

surface,  feet 

1928- 
Nov.   7 

27.4 

27  5 
27,7 

28  » 

1930- 
Jan.  16 

29.0 
29.8 
•30  5 
•31  9 

1931— 
Jan.     7 --- 

•32.0 

April  23 

May  19 

31  0 

1929— 

May  29 

July    3 

•32. S 

Jan.  30 

Deo.  19 

.Sept.  4 

Nov.   3 

•33  1 

April   2 

•34.0 

July    8     .. 

Dec.    2     .. 

•33  9 

1932— 
Jan.     4 .- 

•34.2 

"  Measurement  from  Los  Angeles  Department  of  Water  and  Power. 
Measurements  from  Los  Angeles  County  Flood  Control  District  except  as  noted. 
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A-86-E-7,  MR.  HOFF  (FORMERLY  R.  J.  MORRELL).     MAP  1 

Location  and  description — IS  feet  souih  of  Victory  Boulevard.  25  feet  cast  of  Maple  Street,  0.25 

niilc^  west  of  Hollywood  Way.  Burbaiik.     Casing  in  6S-foot  pit. 
Reference  point — Top  of  pit  L5  feet  above  ground. 

Elevation  of  reference  point — Ct52,3,  from  levels  by  L,  A   D  of  W.  &.'  P. 
Use — Irrigation. 
Depth  of  well — 63  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  D.  of  W.  &  P.  No.  75;  L.  A.  Co.  F.  C.  D.  No.  3841  . 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Nov.   3 

05.8 

65.5 
66.4 

1930- 

Jan.  23 

April  24 

69  7 
00  9 
72.1 

1931— 
Jan.  13... 

"71.9 

.\pril22            . 

W2.0 

Nov.  20 

May  13 

i'71.7 

Jan    30 

Nov.   5 

''77.3 

June    7 

Dec.    7 

•76  1 

1932— 
Jan.    5 

''70.0 

•  Measurement  from  Los  Angeles  Department  of  Water  and  Power, 
b  Measurement  by  Burbank  Water  Department. 
Measurements  from  Los  Angeles  County  Flood  Control  District  except  as  noted. 


A-86f-E-7,  SAMUEL  JENKINS.     MAP  1 

Location  and  description — 0.1    miles  east  of  Hollywood  Way,   150  feet  south  of  Winona  Avenue, 

Burbank. 
Reference  point — Base  of  pump  1.2  feet  above  ground. 
Elevation  of  reference  point — 689.6,  from  levels  by  L.  A,  D.  of  W.  &  P. 
Use — Domestic. 
Depth  of  well — 1 10  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  D.  of  W.  &  P.  No.  86;  L.  A.  Co.  F.  C.  D.  No.  3850. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1928— 
Oct.  3D 

99  7 

99. S 
100,7 
101.1 

1930- 
Dec.    6 

100-1 

105  9 
108.4 
108.4 

1931— Cont. 
Sept.   4 .- 

Oct.     2 

108  6 

1931— 
April  14 

111  3 

1929— 

Oct.  30 

110.2 

Jan.  30 

Nov.  13 

111  3 

May  28 

Dec.    4 

110.0 

Julv  10 

July    2 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


A-87-E-7,  CITY  OF  BURBANK,  NO,  5.     MAP  1 

Location  and  description-=-200  feet  south  of  Chatsworth  Branch  of  S.  P.  R.  R,.  100  feet  east  of  Rose 

Street,  Burbank. 
Reference  point — Top  of  pit,  at  ground. 

Elevation  of  reference  point — 590,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Municipa  1 . 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  3843. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
July  11 

31  5 

1930- 
Jan.    8 

33.8 

34  2 

35  9 

1931— 
Feb.  25 

30  7 

April  10.      .   . 

AprU  22 

May  13 

37.0 

Nov.  18 

36.8 

July  29 

Nov.    4 

Dec.    2 

37  3 
39  7 
40-7 

Measurements  from  Los  Angeles  County  Flood  Control  District. 
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DIVISION    OF    WATER   RESOURCES 


A-87o-E-7»  MRS.  M.  ROONEY.     MAP  I 

Location  and  description — 80  feet  east  of  Hollywood  Way,  0  1  5  miles  north  of  Magnolia  Boulevard. 

iiurhank. 
Reference  point —Top  of  casing  0.3  feet  above  ground. 
Elevation  of  reference  point — 592.7,  from  levels  by  L.  A.  D.  of  W.  8l  P. 
Use — Not  used. 
Depth  of  well— 60  feet. 
Diameter  of  casing — b  inches. 
Other  numbers  used— L.  A  D.  of  W.  &  P.  No.  15;  L.  A.  Co.  F.  C.  D.  No.  3853. 


Date 

Uist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Nov.   6.. 

29  8 

30  2 

31  1 
30  7 

1930- 

Jan.   10 

April  24 

32  9 

33  2 
36  5 

1931— 

Jan.    12 

.Ipril  13 

.35.1 
35.4 

1929— 

Nov.26 

.May  U 

35.9 

April    3 

Nov.    4 

'•37  7 

Dec.    7 

*38  1 

Jul.v     9 

1932— 
Jan.     4 

•38.5 

■*  Measurement  from  Los  .A,ngele3  Department  of  Water  and  Power, 
b  Measurement  by  Burbank  Water  Department. 
Measurements  from  Los  .\ngeles  County  Flood  Control  District  except  as  noted. 

A-88-F-8,  F.  G.  LOCKE.     MAP  1 

Log  Available 

Location  and  description — 40  feet  west  of  Hollywood  Way,  50  fciit  sojch  of  Rowland  Avenue.  Bur- 
bank. 
Reference  point — Top  of  casing  1.5  feet  above  ground. 
Elevation  of  reference  point — 547.7.  from  levels  by  L.  A.  D.  of  W.  &  P. 
Use— Domest  ic. 
Depth  of  well— 51  feet. 
Diameter  of  casing — 8  inches. 
Other  numbers  used— L.  A.  D.  of  W.  &  P.  No   19.  L.  A.  Co.  F.  C.  D.  No.  3855. 


Date 

Dbt.  R.  P. 

to  water 

surface,  feet 

■     Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

102S— 
Nov.   0 

20,7 

20  8 

21  8 
23  0 

1930- 
Jan.    10 

21  8 

22  7 
22  0 

"23  0 

1931— 

Jan.     7 

Feb.  25.... 

April    1 

"■as  5 

21  8 

1929— 

April  29       ... 

22  4 

April    2 

Nov.  20 

May  13..   .     . 

23  0 

Nov.    4 

24.1 

Dec.    3 

1932— 
Jan.     4  . 

i>23.3 

'22  8 

"  Measurement  by  Burbank  Water  Department. 
I*  Measurement  from  Los  .\ngele3  Department  of  Water  and  Power. 
Measurements  from  Los  Angeles  County  Flood  Control  District  except  as  noted. 


A-88b-F-7.  CITY  OF  LOS  ANGELES.     MAP  1 

Location  and  description — 75  feet  south  of  Vcrdugo  Avenue.  0.35  miles  west  of  HolIywtx)d  Way. 

Burbank. 
Reference  point — Chalk  mark,  top  of  well  curbing  on  west  side  of  well  at  ground. 
Elevation  of  reference  point— 563.3,  from  Icvelsby  Burbank  Water  D^partmsnt. 
Use — Irrigation. 

Diameter  of  casing— 12  inches. 
Other  numbers  used— L.  A.  D,  of  W.  &  P.  No.  292;  L.  A.  Co.  F.  C.  D.  No  3854. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
.\pril29 

10.1 
17  7 

1931- 
Fcb.  17 

17.2 
17.5 
19  3 
19  3 

Nov.26 

Mav  11 

Nov.    4 

Dec.    2            

Mcasurementa  from  Los  Aogeles  County  Flood  Control  District. 
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A-89-E-8,  E.  D.  MILLARD.     MAP  1 

Location  and  description — 500  feet  north  of  Empire  Avenue  and  west  of  Scott  Road,  Burbank. 

Reference  Point — Top  of  casing.  1.6  feet  above  ground. 

Elevation  of  reference  point — 617.4,  from  levels  by  L.  A.  D.  of  W.  &  P. 

Use — Abandoned. 

Depth  of  well— 68  feet. 

Diameter  of  casing — 8  inches. 

Other  numbers  used— U.  S.  G.  S.  No,'SM-4;  L.  A.  D.  of  W.  &  P.  No,  97;  L.  A.  Co.  F.  C.  D.  No.  3870A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1920- 
July  21       

M6.0 
•43.0 
•44.3 

45  3 
44.9 
46.2 
45  4 
46.3 
46.8 

45.0 
41.4 
40,2 

1923- 

AprU30 

July  10- --- 

Oct.  17 

Dec.  19 

36.6 
36  4 
36.7 
30  4 

37.1 

38  2 
38.7 

39.0 

39  5 
40.2 
42.3 
43.2 
44.0 

1926— 
Feb.     4 _. 

44  G 

Sept.  21 

Nov.  23 

Mar.  24 , 

May  25 

45  0 

45,1 

Aug.  27 

Oct.  27 - 

Dec.  29 

1927— 

Jan.  27 

Mar.  31 

May  28 

46.0 

1921— 

Jan.  29 

Mar.  30 

1024— 

46.4 
46.6 

AprUlS - 

.Sept.    3 

Nov.  18 

1925- 
Jan.     6 

Mar.  10 

June    5 

Aug.  28 

46.6 

Aug.    9 

45.9 

Oct.     7 

45.7 

Oct.  25 

1022— 

Mar.  27 

Sept.  28 

Nov.  10 

Oct.  28 

Dec.  23       . 

"»  Measuremept  from  United  States  Geological  Survey. 
Measurements  from  Los  Angeles  Department  of  Water  and  Power  except  as  noted. 


A-89b-E-8,  LOCKHEED  AIRCRAFT,  INC.  (FORMERLY  MR.  SHELTUS).     MAP  1 

Location  and  description — 150  feet  south  of  Empire  Avenue.  0.1  5  miles  west  of  San  Fernando  Boule- 
vard, Burbank. 
Reference  Point — Base  of  pump  2.0  feet  above  ground. 
Elevation  of  reference  point— -627.7,  from  levels  by  L.  A.  D.  of  W.  &  P. 
Use — Domestic. 
Depth  of  well— SO  feet. 
Diameter  of  casing — 8  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  3860A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929- 
Jan.  30 

54  7 
54  1 
54.7 

•57  9 
60,3 

1931— 

Jan.   15 

April  14 

'■60.2 
60,4 
60,5 
'63.4 
bes  9 

1932— 
Jan.     5 _. 

'■63.7 

.ipril    8 

June  10 

1930- 
AprU24 

May  11 - 

Nov.   4 

Dec.    7 

Nov.  24 

a  Tenant  says  well  is  dry  during  winter. 

*»  Measurement  from  Los  Angeles  Department  of  Water  aod  Power. 
c  Measurement  by  Burbank  Water  Department. 
Measurements  from  Los  Angeles  Couuty  Flood  Control  District  except  as  noted. 


4 — 93350 


50 


DIVISION    OF    WATER   RESOURCES 


A-89d-E-8,  J.  J.  JEFFRIES.     MAP  I 

Location  and  descrtption — 40  feet  south  of  Victory  Boulevard,  100  feet  west  of  Buena  Vista  Avenue 

Burbank.     8'  x  10'  dug  shaft. 
Reference  point — Top  of  pic  at  ground. 

Elevation  of  reference  point — 620.0.  from  levels  by  L.  A.  D.  of  W.  &  P. 
Use — Domcsiic. 
Depth  of  well — 62  feet . 


Uepi 
Oth( 


ler  numbers  used— L.  A.  D.  of  W.  &  P.  No  83^  L.  A  Co.  F.  C.  D.  No.  3861 . 


Date 

Dist.  R.  P. 

to  vrater 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Di.it.  R.  1'. 

to  water 

surface,  feet 

1900                     

•35 

46  9 

46.9 

47  5 
48.0 

1930— 
Jan.  18 

50.7 
50,4 
52  9 

1931- 
Fcb.  25 

>'52  8 

1928— 

April  23.- 

April    1 

'■52  8 

Nov.   3... 

Nov.  29 

April  22 

■■SS  0 

May  13 

'■52  V 

1929— 
Jan.  30     

Nov.    4 

Dec.    7 

i>56  7 
<S6  4 

1932— 
Jan.     4 

July     9 

«56.2 

»  When  drilled. 

*>  Measurement  by  Burbank  Water  Department. 
0  Measurement  from  Los  Angeles  Department  of  Water  and  Power. 
Measurements  from  Los  Angeles  County  Flood  Control  District  except  as  noted. 


A-90-E-8.  PETER  DE  SANTIS.     MAP  1 

Location  and  description — 30  feec  northeast  of  Lamer  Street,  80  feet  northwest  of  Magnolia  Drive, 

Burbank. 
Reference  point — Top  of  concrete  pedestal,  0,5  feet  above  ground. 
Elevation  of  reference  point — 570,  from  U.  S.  G.  S.  copog.  by  L.  A.  Co.  F.  C.  D. 
Use — Domestic. 
Depth  of  well — 65  feet. 
Diameter  of  casing — 8  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  3872. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Nov.    3 

19  8 

19  2 
19,8 

20  3 

1930— 
Jan.   16 

22  3 
22,6 
■24,3 

1931— 
Feb.  25 

>23  8 

April  24 

May  13 

•24  4 

1929— 

Deo.    3           . 

Nov.    4... 

■26  4 

April  3  ..      .- 

Dec.    2 

■26  5 

July    8 

■  Measurement  by  Burbank  Water  Department. 
Measurements  from  Los  Angeles  County  Flood  Control  District. 
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A-91-F-8,  J.  T.  COMBER.     MAP  1 
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Location  and  description — -50  feet  cast  of  Avon  Avenue.  125  feet  south  of  Olive  Avenue.  Burhank. 

Reference  point — Top  of  casing  in  cement  floor  at  ground. 

Elevation  of  reference  point— 542,8,  from  levels  by  L.  A.  D.  of  W.  &  P. 

Use^Not  used. 

Depth  of  well — 65  feet. 

Diameter  of  casing — 8  inches. 

Other  numbers  used— L.  A.  D.  of  W.  &  P.  No.  18;  L.  A.  Co.  F.  C.  D.  No.  3864. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Nov.    0 

1929— 

22.9 

23,4 
23.6 
24  4 

24.2 
24,8 
25,6 
26.0 

1931- 

Feb.  23 

Mar.24 

April   6     

24,9 

24  9 
26,1 

25  3 
26,6 
26,7 
26,4 
26,8 
27,3 
26,5 

1932— 
Jan.     6 

25.7 

April   2 

May  20 

Aug.  21 

July     8 

Sept.  11 

Sept.  26 

Oct.  30 

1930— 

Jan.   16 

Nov.  20 

Dec.    5 - 

April  22 

Sept.  20 

. 

Nov.  26.. _ 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


A-93-E-8,  CITY  OF  BURBANK,  NO.  1.     MAP  1 

Location  and  description — 45  feet  west  and  93  feet  south  of  corner  of  Lake  Street  and  Magnolia 

Boulevard,  Burbank. 
Reference  point — Top  of  pit  at  floor  level. 

Elevation  of  reference  point — 560.6.  from  levels  by  Burbank  Water  Department. 
Use — Municipal. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  3882B. 


Date 

Dbt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1926— 
Dec.  15 

30  0 

28-5 
30,6 

27,0 
29,0 
30.5 
32.9 

1930— 
Jan.     4 

33  0 
31,9 
32,3 
35.3 

1931— 

Feb.     1... 

Feb.  21 

33,9 

Jan.   25 

April  19 

33,1 

1927— 

Mar.   8.     . 

34,2 

April   4          

Nov.  16 

Mar.  29.- 

36  8 

Sept.  22 

April  11 

35  8 

May    2 

34  3 

1929— 

Oct.  31 

37.4 

April  6 - 

Alay    4 

Oct.    8 

Measurements  made  by  Burbank  Water  Department  and  received  from  Los  Angeles  County  Flood  Control  District. 
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DIVISION    OF   WATER   RESOURCES 


A-93g-F-8,  J.  S.  HARRIS.     MAP  1 

Location  and  description — 15  feet  east  of  Maripwsa  Avenue.  700  feet  north  of  Alameda  Avenue. 

Burbaiik. 
Referecne  point — Top  of  wooden  cover  over  pit  1.2  feet  above  ground. 
Elevation  of  reference  point — 526.7,  from  levels  by  L.  A.  D.  of  W.  &i  P. 
Use^Irrij?ation. 
Depth  of  well— 90  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used— L.  A.  D.  of  W.  &  P.  No.  6;  L.  A.  Co.  F.  C.  D.  No.  388J  . 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Nov.    6 

27.6 

25  2 

27.2 

1930— 
Jan.  23 

27.9 
-29  0 
30  7 

1931— 

Mar.    4 

April    1     

27.7 

April  24 

28.8 

1929— 

Dec.    3 

May  13 -.- 

30.2 

April    2 

July  29 

''33.7 

Not.   4 

"33.1 

»  Pump  recently  shut  down. 

*>  Two  hours  pumping  exhausts  supply  of  well  at  this  time. 
o  Measurement  oy  Burbank  Water  Departmf^nt. 
Measurements  from  Los  Angeles  County  Flood  Control  District. 


A-93  l-E-8,  F.  W.  CARLSON.     MAP  1 


Location  and  description — 30  feet  southeast  of  Alameda  .\venue,  275  feet  northeast  of  Chavez  Street, 

Burbank.     Casing  in  21-foot  pit. 
Reference  point — Top  of  pit  cover  1 .2  feet  above  ground . 
Elevation  of  reference  point — -506.0  from  levels  by  L.  A.  D.  of  W.  8l  P. 
Use — Domestic . 

Diameter  of  casing — 16  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  3893  B . 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Nov.    7 

30  9 

28.4 
28.8 
30  8 

1930— 
Jan.  16 

37.0 
21.1 
"35  5 

1931— 
Mar.   4 

•30  0 

April  22 

April    1 

»33  4 

1929— 

Nov.  20. 

April  16           

•35  9 

April  2 

May  13 

•35.2 

JlfW    -'> 

July  29.     . 

•40.6 

July    8 - 

Nov.   4 

•38.8 

'  Measurement  by  Burbank  Water  Department. 
Measurements  from  Los  Angeles  County  Flood  Control  District. 


A-95-E-8»  GRAND  CENTRAL  AIR  TERMINAL,     MAP  1 

Location  and  description — 660  feet  southwest  of  S.  P.  R.  R.,  125  feet  southeast  of  Western  Avenue, 

Glendale. 


Reference  point — Slot  in  cover  over  casing,  0.1  feet  below  ground. 

-'  -     ■  u. : 

Diameter  of  casing — 6  inches. 


S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  3903. 


Elevation  of  reference  point — 488,  from 
Use — Not  used, 


D>te 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 
April  !6 

30.9 
31.0 
37.0 

1931— 
.\pril  16 

36.1 

April  22 _ 

Nov.  25       ,  .  . 

I 


Measurements  from  Los  Angeles  County  Flood  Cootrol  Dbtriot. 
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A-97a-F-9,  CITY  OF  LOS  ANGELES.     MAP  1 

Location  and  description — 21 5  feet  north  of  Chevy  Chase  Drive,  685  feet  west  of  Edcnhurst  Avenue. 
Glendale. 


Reference  point — Top  of  casing  2  feet  above  average  ground. 

"      '  '"    ■         ■  ■   "    ~  S.  topog.  by  D.  W.  R. 

Diameter  of  casing — 18  inches. 


Elevation  of  reference  point— 410.  from  U.  S.  G 
Use — Not  used 


Other  niambers  used — L.  A.  Co. 

F.  C.  D.  No.  3926B. 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1931— 

Mar.    2 

Nov.  24 

9.1 
20.4 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


A-98-E-10,  CITY  OF  GLENDALE,  NO.  4.     MAP  1 

Log  Available 

Location  and  description — 340  feet  east,  150  feet  south  of  Ramona  Avenue  and  Hcrmosiia  Drive, 

Glendale. 
Reference  point — Top  of  casing  at  floor. 

Elevation  of  reference  point — %4.7,  from  levels  by  City  of  Glendale. 
Use — Municipal. 
Depth  of  well— 189  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used— L.  A.  Co.  F.  C  D.  No.  3961. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1931— 

May    2 

May  16 

•60.7 
63.7 
70.2 

Dec.  19 

"  Draw  down  18.5  feet. 
Measurements  from  Los  Angeles  County  Flood  Control  District. 


A-98a-F-10,  MR.  THOM.     MAP  1 

Location  and  description — 190  feet  east  of  concrete-lined  channel  of  Vcrdugo  Wa^h.  70  feet  west  of 

Glendale  Avenue,  0.15  miles  southwest  of  junction  with  Verdugo  Road. 
Reference  point — Top  of  casing  1.5  feet  below  ground. 

Elevation  of  reference  point— 1>72.  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Not  used. 

Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  Co.  F.  C  D.  No.  3963. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 
Apiil28 

37-0 
49.2 

1931- 

■\pril  13             .     . 

43,0 
35.7 
40.4 

Nov.  25 

May  11 

Dec.  31... 

Measurements  from  Los  Angeles  County  Flood  Control  District. 
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DR^ISION    OF    WATER   RESOURCES 
A-99-G-10,  CITY  OF  LOS  ANGELES.     MAP  2 


Location  and  description— 218  feet  north.  135  feet  east  of  northwest  corner  of  West  Pier  of  larj^c  sp.ni 

of  Dayton  Avenue  Bridge  over  Los  AnRcIcs  River,  Los  Angeles. 
Reference  point — Top  of  cap  of  2-inch  pipe.  2.5  feet  above  ground. 
Elevation  of  reference  point — 307.2.  from  levels  by  L.  A.  Go.  F.  C.  D. 
Use — -Ground  water  tests. 
Diameter  of  casing — 2  inches 
Other  numbers  used— L.  A.  Go.  F.  C.  D.  No.  2771 B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  r. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1929- 
Dec.  23     - 

9,6 

7.9 
CO 

1931— 
April  13     .. 

4.0 
4.0 
5  5 

May  11... 

1930- 
April   2... 

Nov.  24 

Nov.  25 

Measurements  from  Los  Angeles  County  Flood  Control  District. 
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Records  of  Ground  Water  Levels  at  Wells 
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B-la-H-5,  UNITED  STATES  GOVERNMENT  SOLDIERS  HOME,  NO.  II.     MAP  2 

Location  and  description — 125  feet  west  of  Sepulveda  Avenue,  0.25  miles  north  of  Wilshirc  Blvd., 

Saw'telle. 
Reference  point — Top  of  casing  cover,  3  feet  above  ground. 
Elevation  of  reference  point — 346.  from  aneroid  by  D.  W.  R. 
Use — Domestic  and  irrigation- 
Depth  of  well— 300  feet. 
DituTieter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  2544. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

192»- 
Jan.     9    

96.7 
95.8 
97.4 

1930— 

Jan.  21 - 

May    G 

97.4 

98 

91.3 

1931- 

Feb.     3 

Mar.  25 

.\prU22 

95.0 

.4pril2fl 

July  10      -    -- 

92  3 

Dec.    4     .. 

97.0 

May  13 

92  6 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


B-2-H-5,  C.  M.  JENKINS.     MAP  2 

Location  and  description — 60  feet  east  of  26th  Street,  20  feet  south  of  Broadway,  Santa  Monica. 

Reference  point — Top  of  casing,  at  ground. 

Elevation  of  reference  point — 1 56.  from  U.  S,  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 

Use — Irrigation. 

Depth  of  weU— 100  feet. 

Diameter  of  casing— 1>  inches. 

Other  numbers  used— S.  M.  W.  D.  No.  67;  L.  A.  Co.  F.  C.  D.  No  2526. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Jan.     7 

65.4 
62.8 
66.0 
66  3 

1930— 
Jan.  22 

65.7 
66.5 
68.0 

1931— 
April20 . 

66.5 

April  29 

April  29 

May    8 

66  7 

Dec.  31 

July  10 

Measurements  from  Los  Angeles  County  Flood  Control  Dbtrict. 


B-2a-I-S,  GOLDEN  STATE  NURSERY.     MAP  2 

Location  and  description — 150  feet  north  of  Santa  Monica  Blvd.,  100  feet  west  of  2l5t  Street  extended, 

Santa  Monica. 
Reference  point — Top  of  casing,  at  ground. 

Elevation  of  reference  point — 154.  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — not  used. 
Depth  of  well— 1  50  feet. 
EHameter  of  casing — 12  inches. 
Other  numbers  used— S.  M.  W.  D.  No.  64;  L.  A.  Co.  F.  C.  D.  No.  2527. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

'surface,  feet 

1929— 
Jan.     7  -. 

127.0 
121.4 
122.7 
121,7 

1930- 
April  29     . 

122,5 
123.5 

1931— 
April  20 

124  3 

.4pril29 

June  17 

Dec.  31 

May    S 

124.6 

July  10 

Measurements  from  Los  Angeles  County  Flood  Control  District. 
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DIVISION    OF    WATER   RESOURCES 


B-3-I-5,  M.  BELT2HOOVER.     MAP  2 

Location  and  description — 10  feet  north  of  Kensington  Street  and  10  feet  west  of  Beverly  Avenue, 

bam  a  Monica, 
Reference  point — Top  of  casing.  1  foot  above  ground. 
Elevation  of  reference  point — 114,  from  aneroid  by  D.  W.  R. 
Use — ^Not  used. 
Depth  of  well— 142  feet. 
Diameter  of  casing — 8  inches. 
Other  numbers  used— S.  M.  W.  D.  No.  56;  L.  A.  Co.  F.  C.  D.  No.  2519. 


Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Di?t.  R.  P. 

to  water 

surface,  feet 

1928— 
Oct    24 

103  4 

103,4 
104.. "i 
103.4 

1930- 
Jan    22 

104  .1 
;03.6 
113. U 

1931— 
April  17 

1932- 
Jan.  11 

103  2 

April  29 

1929— 

Jan.     4... 

April  29 

Dec.    7 

103.6 

July   10 

Measurement?  from  Lo.s  Angeles  County  Flood  Control  District. 


B-4-H-5,  CITY  OF  SANTA  MONICA.  ARCADIA  No.  3.     MAP  2 

Location  and  description—25  feet  north  of  Texas  Street,  150  feet  cast  of  Bundy  Drive.  Sawtellc. 

Reference  point — Bottom  of  pit,  2.0  feet  below  concrete  floor. 

Elevation  of  reference  point— 231.  from  U.  S,  G.  S.  topog.  by  D.  W.  R. 

Use — Municipal  stand-by. 

Depth  of  well— 300  feet. 

Other  numbers  used— L.  A.  Co  F.  C.  D.  No.  2535. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 

3C  4 

15.9 

•28.5 

"34,0 

1930— 

Jan.  22 

April  29 

20  4 
30  0 
17.0 

1931- 
AprU20 

i5  8 

April  29 

1932— 

June  17 

Dec.  30 

July  10 

20  4 

»  Pumping  500  feet  away. 
Measurements  from  Los  .'Angeles  County  Flood  Control  District. 


B-4a-H-5,  J.  L.  EDMONDS.     MAP  2 

Location  and  description — 60  feet  south  of  Nebraska  Averuc.   125  feet  west  of  Wcstgate  Avenue. 

Sawtellc. 
Reference  point— Top  of  cement  cap,  at  ground. 
Elevation  of  reference  point — 175,  from  aneroid  by  D.  W.  R, 
Use  —Not  used. 
Depth  of  well— 1  50  feet. 
Diameter  of  casing— 8  inches 
Other  numbers  used— S.  M.  W.  D  No.  147;  L.  A.  Co.  F.  C.  D.  No.  2546. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Oct.  25 

70.0 

69  0 
71.0 

1930- 

,Ian.  21 

May    0 

71  3 
75  0 
75  .5 

1931- 
April20 

74.  (i 

May    8 

19211— 

Jan.     4 

June  17 

Dec.  30 

Measurements  from  Los  .\ngclcs  County  Flood  Control  District. 
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B-5-I-5,  SOUTHERN  CALIFORNIA  EDISON  COMPANY,  LTD.     MAP  2 

Log  Available. 

Location  and  description — 100  feet  north  of  Marine  and  50  feet  west  of  16th  Street.  Santa  Monica. 

Reference  point — loft  of  casing,  at  ground. 

Elevation  of  reference  point — 35,  from  aneroid  by  D.  W.  R. 

Use—Ground  for  electrical  wires. 

Depth  of  well— 140  feet. 

Diameter  of  casing — 12  inches. 

Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  2539. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Dec.  26 

48  2 

3S.5 
41.5 

1931— 
April  1? 

48  9 
48.2 

1932— 
Jan.  23 

20  1 

mo- 
April  29 

Mav    7 -.- 

Dec.  31 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


B-5C-I-5,  MR.  IVES.     MAP  2 

Location  and  description — 240  feet  southwest  of  Penmar  Avenue,  140  feet  northwest  of  Lake  Street, 

0.38  miles  northeast  of  Lincoln  Boulevard,  Venice. 
Reference  point— Base  of  pump,  at  ground. 
Elevation  of  reference  point — 28,  from  aneroid  by  D.  W.  R. 
Use — Irripacion. 
Depth  of  well— 150  feet. 
Diameter  of  casing — 8  inches. 
Other  numbers  used— S.  M.  W.  D.  No.  26,  L.  A.  Co.  F.  C.  D.  No.  2549. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  eet 

1928— 
Oct.  24 

1929— 
Jan.     4 

44.1 

43.2 
41.8 
42,0 
41.7 
37.0 

1930— 
Dec.  31 

1931— 
.ipril  17 

»37.0 
•40.5 

1932— 
Jan.  23 ,. 

"39.5 

April  29 

Julv  10 

Dec.  31 

*  Meiisurement  from  owner. 
Me:isuren>ents  from  Los  .\iigelcs  Couuty  Flood  Control  District  except  a^  noted. 


B-6-G-6,  HAROLD  LLOYD.     MAP  2 

Location  and  description — 120  feet  southwest  of  Benedict  Canyon  Drive,  100  feet  east  of  Beverly 

Hills  city  boundary,  northwest  of  Beverly  Hills.    4-foot  dug  shaft. 
Reference  point — Top  of  concrete  well  curb  5  feet  below  ground. 
Elevation  of  reference  point — 550,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Domestic. 
Depth  of  well— %  feet. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  2571 . 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 
/CD.    4 

April  28 

36 
49 

1931— 

Jan.   17 

April  18 

36.0 
40  0 
37.7 

1932- 
Jan. 

12 

42 

May    8 

Measurements  from  Los  Angeles  County  Flood  Control  District. 
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DIVISION    OF   WATER   RESOURCES 


B-6C-H-6,  BEVERLY  HILLS  NURSERIES.     MAP  2 

Location  and  description — 450  feet  west  of  the  intersection  of  Wilshire  and  Santa  Monica  Boulevards, 

40  feet  south  of  Wilshire,  Beverly  Hills. 
Reference  point — Base  of  pump,  at  around. 

Elevation  of  reference  point — 274.  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — irrigation  and  domestic. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  2583. 


U 


Date 

Dist.  R.  P. 

to  water 

surface, feet 

Date 

DUt.  R  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Jan.     3 

.57,5 
.■)/  8 
55  0 

1931— 
\nril  18 

01. 0 
56  0 

1932— 
Jaa.   12 

5"  9 

AprU  28 

Klay    8 

Deo.  30 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


B-6d-H-6,  HILLCREST  COUNTRY  CLUB.     MAP  2 

Location  and  description — 0.22  miles  southwest  of  Beverly  Drive  and  900  feet  south  of  Pico  Boulevard. 

100  feet  west  of  east  property  line.  1  50  feet  south  of  north  property  line  of  Hillcrcst  Country  Club, 

south  of  Beverly  Hills. 
Reference  point — Top  of  casing  cap  casting  5  feet  below  ground. 
Elevation  of  reference  point — 190,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Not  used. 
Depth  of  well— 720  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  2594. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 

Feb.    6 

April  28. 

99.7 
100.0 
1005 

1932- 
Jan.  12 

99.5 

Dec.    7 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


B-7-H-6,  M.  G.  LE  PAGE.     MAP  2 

Location  and  description — 30  feet  east  of  Pontius  Avenue.  50  feet  north  of  Missouri  Avenue.  Sawtclle. 

25  feet  cast  of  No.  B-7a-H-6. 
Reference  point — Top  of  casing,  at  ground. 
Elevation  of  reference  point — 233,  from  aneroid  by  D.  W.  R. 
Use — Not  used. 

Diameter  of  casing — 10  inches. 
Other  numbers  used— L.  A.  Co.  F.  C  D.  No.  2555. 


Date 

Di.'it.  R.  P. 

to  wafer 

surface,  feet 

Date 

Dist.  K.  P. 

to  water 

surface,  feel 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929- 
Jan      9 

78.5 
80  1 
83  2 
82.0 

1930— 
Jap.   21 

81  4 
II.^  0 
78,0 

1931— 
April  17 

88.0 

.\pril  29 

May    6 

Dec.  19 

89.3 

June  17 

Dec.  31  

Julv  10 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


SOUTH    COASTAL   BASIN   INVESTIGATION 
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B-7C-H-6,  E.  D.  GILL.     MAP  2 

Location  and  description — \25  feet  east  of  Sawtelle  Boulevard.  115  feet  .south  of  P.  E.  Ry.  at  Home 

Junction,  cast  of  Santa  Monica. 
Reference  point — Top  of  casing  0.3  feet  above  ground. 

1  Icvation  of  reference  point — 164.  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Not  used. 

Oiameter  of  casing — 6  inches. 
Other  numbers  used — L.  A.  Go.  F.  C.  D.  No.  2566 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
June  17 

151  0 
131.5 
153.6 

1930— 
Jan.  22  

153.7 
157.8 
153.7 

1931— 
\prill7 

Jiily  10          

May    6 

Nov.  25 

Dec.    7              

MeasuremeDts  from  Los  Angeles  County  Flood  Control  District. 


MAP  2 


B-7d-I-6,  L.  R.  STEPHENS. 
Log  Available. 

■200  feet  west  of  Sawtelle  Boulevard,  30  feet  south  of  National  Boulevard. 


Location  and  description 

east  of  Santa  Monica. 
Reference  point — Base  of  pump,  I  foot  above  ground. 
Elevation  of  reference  point — 123.5,  from  levels  by  S.  M.  \V.  D. 
Use — Irrigation. 
Dcpthof  weU~371  feet. 
Diameter  of  casing — 8  inches. 
Other  numbers  used— S.  M.  W.  D.  No.  121 ;  L.  A.  Co.  F.  C.  D.  No.  2567. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Oct.  25 

161.1 
119,3 

1930— 

Jan.  22 ._.. 

May    6 _..- 

111.5 
129  S 
124  7 

1931— 
.\pnll7              .     .. 

136.7 

1932— 
Jan.  22.. 

1929— 
Jan.     4 

Dec.    7 

140.2 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


B-8-I-6,  J.  N.  SPROUSE.     MAP  2 

Location  and  description — 35  feet  west  of  Beethoven  Avenue.  65  feet  north  of  Venice  Boulevard, 

Venice.      Casing  in  open. 
Reference  point — Top  of  casing  at  ground. 

Elevation  of  reference  point— 12,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  G.  D. 
Use — Abandoned . 
EHameter  of  casing — 26  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  2559. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Oct.  25 

58.7 

57.4 
66.2 
56.6 

1930— 
Jan.  22 

50  2 
58,3 
55.8 

1931— 
April  17 

Destroyed 

April  29 

1929— 

Dec.    7 

Jan.     4.. 

.\pril29 ---. 

July  10. 

Measurements  from  Los  Angeles  County  Flood  Control  District. 
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DIVISION    OF    WATER   RESOURCES 


B-9a-I-6,  AMERICAN  STATES  WATER  SERVICE  COMPANY,  PLANT  NO.  1,  WELL  NO.  3 

(FORMERLY  PEOPLES  WATER  COMPANY)     MAP  2 

Log  Available 

Location  and  description — 20  feet  southwest  of  N-lanning  Avenue,  175  feet  southeast  of  Woodbine 

Street,  Palms. 
Reference  F>oint^Top  of  soun  Jing  pipe  on  south  side  of  pump.  1  foot  above  ground. 
Elevation  of  reference  point  — 180,  from  U,  S.  G-  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use  —Domestic. 
Depth  of  well — 263  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  2596. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Dale 

Dist.  R.  P. 

to  water 

surface,  feel 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1930— 
Mar.    1 

115  7 
121  9 
lis. 3 

1931- 
,\pril  1" 

122,5 
115  5 

May    6 

May    7 

Dec.    7 

MeasuremenU  from  Los  Angeles  County  Flood  Control  District. 


B-9d-I-6.  E.  P.  BOJORQUEZ.     MAP  2 

Location  and  description — 75  feet  west  of  Overland  Boulevard.  500  feet  north  of  Venice  Boulevard, 

Palms. 
Reference  point — Top  of  casing.  1 .7  feet  above  ground . 
Elevation  of  reference  point — 85.  from  U.  S.  G.  S.  topog  by  D.  W.  R. 
Use — Abandoned . 
Depth  of  well — 66  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used— W.  S.  P.  468.  No.  17.  L.  A.  Co.  F.  C.  D.  No.  2597B. 


Date 

Dbt.  R.  P. 

to  water 

surface,  feet 

Date 

DLst.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1904- 
Oct.  13 

42  2 

42.8 

43  5 

44  1 
46.6 

44  2 
40  6 
44  " 

44.1 
4G.0 

44  0 

4fi  2 
48.2 

45  4 
45  C 

45  8 
45.8 
46.0 

46.0 
48.7 

47.8 

1912— 
July  23 

48. 6 
49  1 

49  6 

48,7 
48.2 
48  0 

48.8 

47.4 
46.6 

48.0 
48  2 

46.3 

47.9 
48.4 

48.7 
48.0 

1921- 

.May26 

July  23 

49.4 

Oct.   12 

50.9 

1905— 

1913— 
Oct.  15 

1914— 

Sept.  18 

496 

Jan.     6 

Nov.   2 

1922— 

Mar.  22 

Maj  26 

49.7 

Sept.  12 

Dec.  15     

49.9 

49.8 

1905— 

Aug.    8... 

51  2 

Mar.  20 

Nov.  17 

1915— 
Nov.    5 

Oct.   13. 

50.4 

192.1- 

Mar.    7 

May  21 

Oct.    6 

1924— 
Mar.22 

Dec.  15 

50  4 

1907— 
Feb.    6 

191G— 
.Mav  15 

50  5 
50  9 

May    2 

Dec.  23 

Nov.  13 

1917— 
May  29 

51.2 

1908- 
April30 

Oct.  20 

1925- 
.Mnr.  24 

52.7 

June  27 

Nov.  19. 

Oct.  2!  

1918- 
Oct.   16 

52  8 

Dec.  18 

1926— 
May  31           .  ... 

1909— 

1919— 
Mav    8 

56       Dry 

Mar.  29 

Destroyed 

July    8 

Oct.    8 -. 

Oct.   20 

1910— 
Jin.  28 

1920— 
.May    6 

Aug.  12 

Nov.  18 

Dec.  31 

Mcasuremeots  from  United  States  Geological  Survey  (W.  3.  P.  463  aod  uapublished  records). 
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B-I0m-I-6»  J.  D.  NEWMAN.     MAP  2 

Location  and  description — 100  feet  west  of  Bcrryman  Avenue.  250  feeL  south  of  Washington  BouIevarJ. 

Culver  City. 
Reference  point — Top  of  easing  2  feet  above  ground. 

Elevation  of  reference  point— 47.  from  U.  S.  G.  S.  topcjg.  by  L.  A.  Cj.  F.  C,  D. 
Use— Not  u-^cd. 

I>iameter  of  casing — 8  inches. 
Other  numbers  vised— L.  A.  D.  of  W.  &  P.  No.  565;  L.  A.  Co.  F.  C.  D.  No.  2589. 


Date 

Dbt.  R.  P. 

to  water 

surface,  feet 

Datc 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 

48,6 
49.2 
57.1 
58,7 

1930— 
May    7 

58.0 

1931.- - 

Jan.  16 

April  12 

Nov.   5 -. 

Dec.  26 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


B-lOo-I-6,  AMERICAN  STATES  WATER  SERVICE  COMPANY,  PLANT  NO.  3,  WELL  NO.  6. 

(FORMERLY  PEOPLES  WATER  COMPANY)     MAP  2 

Log  Available 

Location  and  description — 26?  feet  east  of  Sepulveda  Boulevard  and  388  feet  north  of  Washington 

Boulevard.  Culver  City. 
Reference  point — North  edge  of  pump  base.  1  foot  above  ground. 
Elevation  of  reference  point — 54.  from  U.  5.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Domest  ic . 
Depth  of  well— 402  feet. 
Diameter  of  casing — 18  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  2589B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1926— 
May  20 

•48 

b67 
i>80 

1930- 
Mar.    1 

76  4 
73,5 

1931— 
April  17 

85.0 

May    7 

1929— 
April  21_.. 

May  28 

July  28 

"  Measurement  by  driller;  reference  point  at  groand  . 
^  Measurement  by  operator. 
Measurement)  from  l.os  Ang-^les  County  Flood  Ctmtrol  District. 


B-lOp-I-6,  GUY  BERINGHELY.     MAP  2 

Location  and  description — 125  feet  west  of  Overland  Boulevard.  190  feet  north  of  Venice  Boulevard, 

Palms. 
Reference  point — Top  of  casing.  0.8  feet  above  ground. 
Elevation  of  reference  point — 84.5,  from  levels  by  S.  M.  W.  D. 
Use^Domestic. 
Depth  of  weU— 80  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used— S.  M.  W.  D.  No.  83;  L.  A.  Co.  F.  C.  D.  No.  2598. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Oct.  25       . 

58.0 

59  3 
60,4 

1930— 
Jan.  22 

57,0 
58  1 
60.1 

1931— 

Feb.  25.... 

Mar.  25.. 

Nov.   4 

58,4 

May    6 

59,1 

1929— 

Dec.    7 

59,9 

April  29 

1932- 
Jan.     2 

July    9 

60  0 

Measurements  from  Los  Angeles  County  Flood  Control  District. 
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DIVISION    OF    WATER   RESOURCES 
B-H-H-6,  CONTINENTAL  BAKING  COMPANY.     MAP  2 


Location  and  description — 50  feet  southeast  of  southerly  drive  of  Santa  Monica  Boulevard  and  280 

feet  northeast  of  Alpine  Drive.  Beverly  Hills.     Under  manhole  in  driveway. 
Reference  point — Top  of  casing,  at  floor,  8  feet  below  ground. 
Elevation  of  reference  point — 242.  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C   D. 
Use — Industrial. 

Diameter  of  casing — 12  inches.  , 

Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  2602. 


Data 

Dist.  R.  P. 

to  water 

surface,  feet 

Dale 

Duit.  R.  P. 

to  water 

surface,  feet 

Date 

DUl.  R.  P. 

to  water 

surface,  feet 

1930— 
Feb.    6 

34.7 
37.0 

1931— 
April  18 

36.7 
36  3 

Dec.  31 

May    8          .       . 

Measurements  from  Los  Angeles  Couaty  Flood  CoDtrol  District. 


B-12-H-7.  ADOHR  CREAMERY  COMPANY.     MAP  2 

Location  and  description — 200  feet  west  of  La  Cienega  Boulevard.  200  feet  south  of  18th  Street, 

northeast  of  Culver  City. 
Reference  point — Steel  plate  cover,  at  grourd. 

Elevation  of  reference  point — 93.  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Not  used. 

Diameter  of  casing — 16  inches. 
Other  numbers  used — L.  A.  Co.  F.  C.  D.  No.  2626. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Feb.  10 

45.7 
4.5  0 
57.7 

1931— 
Feb.    3 

58  5 
53  3 
57.9 
57.2 
68.6 
62  0 

1932— 
Jan.     7 

53  5 

.'\prU21 

Feb.  18 

Dec.    7 

Feb.  25 

Mar.   4 

.\pril22     ..  . 

May    8 

Measurements  from  Las  Angeles  County  Flood  Control  District. 


B-12a-I-7,  PACIFIC  WESTERN  OIL  COMPANY.     MAP  2 

Location  and  description — 0.18  miles  south  of  Adams  Boulevard.  150  feet  west  of  Moynter  Lane.  80 

feet  north  of  southerly  branch  of  Ballona  Creek,  northeast  of  Culver  City. 
Reference  point — Air  gage,  4  inches  above  base  of  pump  and  2  feet  above  ground. 
Elevation  of  reference  point — 84,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — IDomestic  and  industrial. 
E>epth  of  well— 720  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used — L.  A.  Co.  F.  C.  D.  No.  2626A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 
Feb.    6 

46.7 
36.5 
26.5 

10.32— 
Jan.  22 

31.3 

.\pril21 

Dec.    7       , 

I 


Measurements  from  Los  Angeles  County  Flood  Control  District. 
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B-13-I-6.  BETZ  &  KOERNIG.     MAP  2 

Location  and  description — 300  feet  cast  of  Overland  Boulevard.  0.4  miles  south  of  Culver  Boulevard 

Culver  City- 
Reference  point — Top  of  casing  I  foot  above  ground. 

Elevation  of  reference  point— 67.7.  from  levels  by  Santa  Monica  Water  Department. 
Use^Not  uscj. 

Diameter  of  casing — 10  inches. 
Other  numbers  used— S.  M.  W  D.  No.  56;  L.  A.  Co.  F.  C.  D.  No.  2609. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Jan      4 

28  3 
27  8 
27  9 

1930 

Jan.  22 

May    6 

27,7 
27.3 
2S.2 

1931 
April  21 

28  8 

A|.ril29     

May    8... 

1932— 
Jan.   12 _. 

27  2 

Dec.    V 

28.6 

Measurements  from  Los  An-^ele^  Coiiiitv  Flood  Control  District. 


B-14-G-8,  HOME  ICE  COMPANY  OF  LOS  ANGELES.     MAP  2 

Location  and  description — 80  feet  east  of  La  Brea,  1 75  feet  north  of  Santa  Monica  Boulevarc,  Holly- 
wood.   20-foot  concrete  pic. 
Reference  point— West  edge  of  top  of  cover  of  pit.  1  foot  above  ground. 
Elevation  of  reference  point — 2'X),  from  U.  S.  G.  S.  topog.  by  L.  A.  Co-  F.  G.  D. 
Use — Industrial, 
Depth  of  well— 1 10  feet. 
Diameter  of  casing— 12  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  2650. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Jan.  29 

27 
31  0 

1931— 
May 

8 

30  0 

1932— 
Jan.   12 

31.0 

Dec.  10 

Me^urement^  from  Los  Angeles  Coanty  Flood  Control  Di.strict. 


B-14d-G-8,  REGINALD  H.  JONES.     MAP  2 

Location  and  description — 1 5  feet  south  of  De  Longpre  Avenue.   50  feet  west  of  Hudson  Avenue 

extended.  Hollywood. 
Reference  point — Top  of  casing  in  bottom  of  11.5  foot  pit. 

Elevation  of  reference  point — 324,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Not  used. 
Depth  of  well— 250  feet. 
Diameter  of  casing— 12  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  2660. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist,  R,  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Feb.  13 

34  8 
34  8 

1931— 
May  21..._ 

36.3 

1932- 
Jan.  12 

37.0 

May    1 

Measurements  from  Los  Angeles  County  Flood  Control  District. 
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DIVISION    OF    WATER   RESOURCES 


B-15-I-8,  CITY  OF  LOS  ANGELES.     >4AP  2 

Log  Available 

Location  and  description^-^  feet  west  of  cast  edge  of  Crenshaw  Boulevard  anJ  325  feet  south  of 

P    li    Ky.,  cast  of  Culver  City.     6  inch  castiron  cap  in  pavcmint. 
Reference  point— Top  of  pavement 

Elevation  of  reference  point — 1 12.  from  U   5.  G  5  topog.  by  L.  A.  Co  F.  C   D 
Use — Noi  usct.1 
Depth  of  well  "Wl  feet. 
Diameter  of  casing — 10  inches 
Other  numbers  used — L.  A-  Co  F.  C-  D.  No  2667. 


Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

DLst.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1930- 
Jan.  25 

3S  5 
44  7 

1931- 
Feb.    3     

42  5 

43  8 
4rt  0 
43  5 

1932— 
Jan.     2.... 

43  6 

Dec.    7 

Mar.  25 

May  20 

Nov.  4 : 

Measurements  from  Los  Aogeles  County  Flood  Control  DiHrict. 


B-I5a-I-8,  MRS.  CHILDS.     MAP  2 

Location  and  description — 225  feet  west  of  Arlington  Avenue  anJ  25  feet  north  of  27th  Street,  cast 

of  Culver  City. 
Reference  point — Top  of  casing.  5  feet  below  ground. 
Elevation  of  reference  point — 150.  from  U.  S.  G.  5.  topoj;.  by  D   \V   R. 
Use— Not  used 
Other  numbers  used — L.  A.  Co.  F.  C.  D.  No.  2686. 


Date 

Dbt.  R.  P. 

to  saler 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929- 
Dec    12 

74  0 

76,2 
78,7 

1931- 
Fcb.    3  

7S  0 
84  0 

1932- 
Jan.    18 

80  8 

\pril  22 

1930— 
\pril  28 

Dpc.     9   -. 

Mpasurements  from  Los  Angeles  County  Flood  Control  District. 


B-16-I-8,  LOS  ANGELES  INVESTMENT  COMPANY.     MAP  2 

Location  and  description — 100  feet  north  of  48th  Street,  90  feet  west  of  Fourth  Avenue,  Los  Angeles. 

Reference  point — Top  of  pit  iining.  at  ground. 

Elevation  of  reference  point — 128.  from  U.  S  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 

Use^Not  used  (formerly  irrigation). 

Depth  of  well— 30U  feet 

Diameter  of  casing — 12  inches. 

Other  numbers  used— L.  A.  D.  of  W.  &  P.  No.  294;  L.  A.  Co.  F.  C.  D.  No.  2679. 


I 


DaU 

Dist.  P.  P. 

to  water 

yiirface.  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1923- 
July  24 

31  6 

30  7 

28,6 
38.2 

1930- 
Jan.  24 

38  6 
■39  0 

40  0 
•41  0 

1931— 

Jan.  27 _   . 

.April  22 

1932- 
.lan.  22 

40  8 

1128 

May    7 

Oct.     8 

•41  0 

Dec    10 

Dec.  31 

•40  3 

1929- 
Feb.    5               

Dec.    2     

•  Measurement  irom  Los  Angeles  County  Flowi  Control  DLstrict. 
Measurements  from  I..os  Angeles  Department  of  Water  and  Power  except  as  noted. 
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B-17-G-9,  A.  SCHACHER.     MAP  2 

Location  and  description — 70  feet  south  of  Fountain  Avenue  and  100  feet  west  of  North  Hoover 

Street.  Los  Angeles.     5  foot  dug  well. 
Reference  point — Top  of  wooJcn  tank  platform,  at  ground. 

Llevation  of  reference  point — 373.  from  U.  S.  G,  S.  topog.  by  L.  A.  Co,  F.  C.  D. 
Use — Not  used. 
Depth  of  well— 50  feet. 
Otner  numbers  used — L.  A.  Co.  F.  C.  D.  No  2710. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1931— 
Feb.  18     

39  5 
41.0 
45  0 

40  4 
45.1 

Mar.  25... — . 

\pril   8       

May    6...   

May  27 

Measurements  from  Los  Angelas  County  Flood  Control  District. 


B-18-H-9,  EVENING  HERALD  PUBLISHING  COMPANY.     MAP  2 

Log  Available. 

Location  and  description — 137  feet  east  of  Georgia  Street.  145  feet  west  of  Trenton  Street.  266  feet 

north  of  Pico  Boulevard.  Los  Angeles.     In  basement  at  1243  south  Trenton  Street. 
Reference  point^Top  of  casing.  8  feet  below  ground. 

Elevation  of  reference  point — 225,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Not  used. 
Depth  of  well — 375  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used — L.  A.  Co.  F.  C.  D.  No.  2735. 


Date 

Dist.  R.  P. 

to  water 

surface  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 

all5  0 

1930— 

119  4 

120  1 

111.8 

1931— 
May  19 

Nov.30.... 

124  7 

.\prU23 

124  0 

Dec.  11 - 

"  Measurement  by  owner. 
Measurements  from  Los  Angeles  County  Flood  Control  District. 


B-18a-H-9,  LOS  ANGELES  EXAMINER  PUBLISHING  COMPANY.     MAP  2 

Log  Available. 

Location  and  description — West  corner  of  Eleventh  and  Broadway.  Los  Angeles.     In  basement  of 

building. 
Reference  point — Surface  of  boiler  room  floor.  10  feet  below  grourxi. 
Elevation  of  reference  point — 232,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use^Not  used. 
Depth  of  well— 4^0  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used — L.  A.  Co.  F.  C.  D.  No.  2746. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1927— 
Aug.  17 

121 

1930 
Jan.     4 

.\pril23-. 

Dec.  11 

118 

117  7 

118  2 

1931— 
May  19              .  . 

119. 1 

Measurements  from  Los  Angrles  County  Flood  Control  District. 
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B-19b-I-9,  JEFFERSON  ICE  COMPANY.     MAP  2 
Log  Available 
15  fccc  north  of  JefTcrson  Boulevard  and  570  feet  west  of  Main  Street, 


Location  and  description 

Los  Angc'k-s 
Reference  point — At  concrete  floor. 

Elevation  of  reference  point — 201,  from  U.  S.  G.  5.  topog.  by  L.  A.  Co.  F.  C, 
Use — Industrial, 
Depth  of  well— 285  feet. 
Diameter  of  casing"-12  inches. 
Other  numbers  used~L.  A.  Co.  F.  C.  D.  No.  2728. 


D. 


Dale 

Dist.  R.  P. 

to  water 

surface,  feet 

Dale 

Dist.  R.  P. 

to  water 
siirfiice.  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1919- 

R<)2  0 
ailO  0 

121.8 

122  S 
125  5 
130  2 

1931- 
Feb.    2 

Mar.   4 . 

April  22 

.May  13 

1.10  0 

130  1 
132  0 

131  7 
132.,'; 
135  5 

1932- 
Jan.     2 

134  3 

Oct.  - 

1929— 

Nov.   4 

1930— 
Feb.    3          

April  26 

Dec.  11 

» Measurement  by  owner. 
Measurements  from  Los  Angeles  County  Flood  Control  District. 


B-l9d-I-9,  CALIFORNIA  CONSUMERS  COMPANY,  GLOBE  DIVISION.     MAP  2 

Log  Available. 

Location  and  description — 30  feet  south  of  Jefferson  Boulevard.  150  feet  west  of  Hill  Street. 

Angeles       In  main  engine  room  of  Globe  Ice  Cream  Plant. 
Reference  point — Bottom  edge  of  2'  x  l}-^'  hole  in  casing,  2  feet  below  floor  and  ground. 
Elevation  of  reference  point — 195,  from  U.  S.  G.  S.  topog,  by  L.  A.  Co.  F.  C.  D. 
Use — Industrial. 
Depth  of  well— 300  feet. 
Diameter  of  casing — 14  inches. 
Other  numbers  used— S,  G.  V.  P.  A.  No.  1351;  L.  A.  Co.  F.  C.  D.  No.  2728B. 


Los 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dbt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
June  17 

abl25 

1930— 
Feb.    3.- 

April  2(i 

bll8 
1.117.7 
121  3 

123  9 

124  4 
120  7 
123  3 

1931— 
April  22 

bl23  0 

1932- 
Jan.  22 

June  23 

Auj.  27 

bl27  4 

.Sept.  15 

Oct     13 

Nov.  10 

"  Measurement  by  owner. 

*»  Measurement  from  Los  Angeles  County  Flood  Control  Di3trict. 
Measurements  from  San  Gabriel  Viilley  Protfctive  .\s.sociation  except  as  noted . 

B-21a-H-10,  LOS  ANGELES  ICE  &  COLD  STORAGE  COMPANY,  NO.  2, 
EAST  WELL.     MAP  2 

Location  and  description — 150  feet  east  of  Central  Avenue.  20   feet  north  of  Fourth  Street,   Lo 

Angeles. 
Reference  point — ^Base  of  pump,  at  ground. 

Elevation  of  reference  point — ^258,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Not  used. 
Depth  of  well~320  feet. 
Diameter  of  casing — 20  inches. 
Other  numbers  used — L.  A.  Co.  F.  C.  D.  No.  2765A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 
Jan.  29 

99.0 

99.2 
99  1 

1931- 
April21 

100  9 

April  23          

Dec.  11 

I 


MeasuremcDts  from  Loa  Angeles  County  Flood  Control  District. 
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B-22-I-10,  E.  K.  WOOD  LUMBER  COMPANY.     MAP  2 

Location  and  description — 250  feet  east  of  Alameda  Street.  iOO  feet  south  of  48th  Place.  Vernon. 
Reference  point — (a)  lop  of  wooden  blocks  clamped  to  top  of  pip-,  1   foot  above  ground    (b)  top  of 

pipe.  4  0  feet  below  Rround. 
Elevation  of  reference  point — (a)  198    (b)  I'^'i    from  U.  S.  G.  S.  topog.  by  L.  A.  Co,  F.  C,  D. 
Use— Industrial. 
Depth  of  well— 286  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used — L.  A.  Co.  F.  C.  D.  No.  2769. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Dec.  14 

all2  5 

1930- 

May  17 

Dec.  11 

.■(115  9 
blO(J  7 

1931— 
April  22 

i>112  0 

*  Reference  point  (»)  used, 
b  Reference  point  {^)  used. 
Measurements  from  Los  Angeles  County  Flood  Control  District. 


B-22e-I-10,  VERNON  CITY  WATER  WORKS.     MAP  2 
Log  Available. 

Location  and  description — 700   feet  west  of  Santa  Fe  Avenue,  600   feet  north  of  Vernon   Avenue, 

Vernon. 
Reference  point — Top  of  M-'nchtee  above  pump  base  inside  frams,  0.6  feet  above  concrete  floor  and 

0.8  feet  alxjve  ground. 
Elevation  of  reference  point — 203.  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Municipal. 
Depth  of  well— 800  feet. 
Other  numbers  used— S.  G.  V.  P.  A.  No.  954B;  L.  A  Co.  F.  C.  D.  No.  2769E. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929- 
Jan.     8 

HI  6 
14:..0 
144.3 

.Tuly  13 

July  29 

Nov.20 

147.7 
14.5  0 
139.0 

1930— 
Feb    12 

151  3 

April  19 

May  24 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


B-2J-I-5,  J.  H.  EVANS.     MAP  2 

Location  and  description — 70  feet  southwest  of  Lincoln  Avenue,  120  feet  northwest  of  Rialto  Avenue. 

Venice. 
Reference  point— Top  of  casing  1  foot  above  ground. 

Elevation  of  reference  point — 23.  from  U.  S.  G.  S.  topog.  by  L.  A.  Cx).  l^.  C.  D. 
Use— Not  used. 

Diameter  of  casing — 14  inches. 
Other  numbers  used— S-  M,  W.  D.  No,  4;  L.  A.  Co.  F.  C.  D.  No.  1240. 


Date 

Dist.  R  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Jan.     4. 

36-3 
34.9 
34.4 
34  0 
35.5 

1930— 
April  29 

33.5 
33.5 

1931— 

Feb.    3 

April    1 

33  2 

April  29 

Dec.    7 

34.0 

June  17- 

May  13 

32  1 

Julv   10 

Nov.    4 

Dec.  17 

33  5 

Dec.  26 

33  7 

Measurement*  from  Los  Angeles  County  Flood  Control  District. 
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DI\'ISION    OF    WATER   RESOURCES 


B-23C-I-5.  VENICE  CONSOLIDATED  WATER  COMPANY,  NO.   U.     MAP  2 

Log  Available. 

Location  and  description — 7?  fcer  south  of  Zanja  Street,  30  feet  west  of  Walnut  Street,  Venice. 

Reference  point — Top  of  sounding  pipe  at  floor. 

Elevation  of  reference  point — 20.  from  U.  S.  G  S.  topox  by  L.  A.  Co-  F.  C.  D. 

Use— Domestic, 

Depth  of  well— 277  feet. 

Diameter  of  casing ^ — IS  inches. 

Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  1250. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surf^e.  fet't 

1931)— 

Feh.  27 

April  29  .- 

31.8 
31  8 
33.4 

1931  - 

Mav    7 

Dec.    7 

29.6 
31  8 

Dec.    7 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


B-24-J-5,  MR.  ZOBELINE.     MAP  2 


Location  and  description — 350  feet  southwest  of  Thatcher  Avenue.  1025  feet  south  of  Washington 

Boulevard.  20  feet  south  of  Oxford  Avenue,  east  of  Venice. 
Reference  point — Top  of  casinR  at  ground.  ■ 

Elevation  of  reference  point — 10,  from  U.  S  G  S.  topog,  by  L  A.  0>  F.  C.  D.  ( 

Use — Irrigation. 

Diameter  of  casing — 12  inches. 
Other  numbers  used— L   A  Cx>.  F.  C.  D.  No.  1251. 


I 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P, 

to  water 

surface,  feet 

1028— 

July  12 

Dec.    6.. 

21.8 
22.5 

20  5 
21.8 

1930— 

.Ian.   30 

May  12 

16  9 
17.6 

1931— 
Jan.  16 

Destroyed 

192J- 

June  17 

Dec.  26 

Measurements  from  Los  Angeles  Pounty  Flood  Control  District. 


B-24a-J-6.  DEL  REY  LAND  &  WATER  COMPANY.     NO.  2.     MAP  2 

Location  and  description — 1000  feet  southeast  of  intersection  of  Thatcher  Drive  and  lngIewo(jd  line 

of  p.  U.  Ry.   from  Venice,   150  feet  southwest  of  P.  E.  Ry..  east  of  Venice. 
Reference  point — Top  of  2'. \  12'  pit  lining,  north  side. 
Elevation  of  reference  point — 12,  frf»m  L'.  S.  G.  S.  topog   by  D.  W.  R. 
Use — Irrigation. 
Depth  of  well— 145  fcct 
Diameter  of  casing — 12  inches. 
Other  numbers  used — L.  A.  Co.  F.  C.  D.  No.  1251A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929- 
June  19 

.35  8 
38  9 
34  9 
"34  8 

1930- 
May  12  

'32  5 

1931- 

Jan.    16 

May    7 

13  0 

13  5 

Doc.  12 

22  4 

Dec.  26 

'  I'umping  ncTirby. 
Mea-surcments  from  Los  Angeles  County  Flood  Control  District. 
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B-25a-I-6,  UCHIDA  COMPANY.     MAP  2 

Location  and  description — 100  feet  east  of  Centinclla  Avenue,  500  feet  north  of  Washington  Boulevard. 

cast  of  Venice. 
Reference  point — Casing  at  ground. 

Elevation  of  reference  point — 48,  from  U   S  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — rXimcsiic  and  irrigation. 
Diameter  of  casing — b  inches 
Other  numbers  used— S  M.  W.  D.  No.  41V;  L.  A.  Co.  F.  C.  D.  No.  1270. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Oct.  25 

TiO  3 

1929— 

Jan.     4 

Dec.  26 

"57.4 
i'47  2 

1931— 

Jan.   16 

May    7, 

Dec.  17 -. 

56.5 
57,9 
57.6 

»  Pumping, 
b  Down  7  minutes. 
Measurements  from  Lo.^  Angeles  County  Flood  Control  District. 


B-28-J-6,  PALISADES  DEL  REY  WATER  COMPANY,  PLANT  NO.   1,  WELL  NO.  1.    MAP  2 

Log  Available. 

Location  and  description — 120  feet  west  of  Pershing  Boulevard  (Coast  Boulevard).  80  feet  north  of 

Moscow  Street,  south  of  Venice.     20  feet  north  of  well  No.  2,  Plant  No.   1. 
Reference  point — Top  of  casing,  1  foot  above  ground. 
Elevation  of  reference  point— 83.8,  from  levels  by  owner. 
Use — Municippj. 
Depth  of  well— 209  feet. 
Diameter  of  casing — ^16  inches. 
Other  numbers  used — L.  A.  Co.  F.  C.  D.  No.  1264. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Oct.  24  . 

•78.0 
80.4 

•8!  0 
•83  8 
80.7 

1931— 
Feb.    9 

80,7 
80  8 
83  0 
'■80.8 
i'80  8 
i-SO-S 

1932— 
Jan.  25 

i"80.4 

Nov.  18 

April    1 

1930— 

Jan.     7 

May    9 

July    5 

.'^ept.26.. -. 

Mov.    4... .-. 

Dec.    1 _ 

Oct.  21 

«  Measurement  from  Los  Angeles  County  Flood  Control  District. 
^  Measurement  ttom  owner. 
Measurements  from  Los  Angeles  Department  of  Water  ard  Power  except  as  noted. 


B-28C-J-6,  G.  P.  BARNARD.     MAP  2 
Log  Available. 

Location  and  description  —200  feet  northeast  of  Guiana  Avenue,  380  feet  northwest  of  Moscow 
Avenue.  1700  feet  south  of  Manchester  Boulevard  and  ^2  mile  northeast  of  Pershing  Drive  (Coast 
Boulc\ard),  south  of  Venice. 

Reference  point — Pump  house  floor.  1.5  feet  above  ground. 

Elevation  of  reference  point — 127.5.  from  levels  by  Porter  H.  .Albright. 

Use — Domestic. 

Depth  of  well— 250  feet. 

Diameter  of  casing — ^10  inches. 

Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  1264C. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929- 
Oct.  24 

129,7 

1930- 

Jan.     7 

.May    9 

130  0 
1.30. 1 

1931— 
Jan.  28  ...  - 

135  3 

May    7.... 

Dec.  12 

131  0 

131  0 

Measurements  from  Los  Angeles  County  Flood  Control  District. 
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DIVISION    OF    WATER   RESOURCES 


B-29b-I-6.  E.  S.  MERRILL  SANITARIUM.     MAP  2 

Location  and  description — 100  feet  souih  of  Culver  Boulevird,  600  feet  cast  of  Centinella  Avenue. 

cast  of  Venice. 
Reference  point — Top  of  casing,  in  pit,  16  feet  b;low  ground,  to  and  in::luding  May  6,  1931  ;  then,  at 

ground - 
Elevation  of  reference  point  —1 5  to  and  including  May  6,  19?! ;  then,  31 ;  from  U.  S.  G.  S.  topog.  by 

D.  W  R. 
Use^  Dom  c  st  i  c . 
Depth  of  well— 120  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  1280B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feel 

1929— 
Dec.  26 

1930— 
Dec.    7              

18  5 

19  0 

1921— 
May    7- _ 

36  8 

1932- 
Jan.   12 --- 

33  5 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


B-30a-J-6,  PLAYA  DEL  REY  SCHOOL.     MAP  2 

Location  and  description— 450  feet  east  of  Centinella  Boulevard,  550  feet  north  of  Jefferson  Boulc 

vard.   "iO  fecL  north  of  Playa  del  Rey  schoolhouse,  southwest  of  Culver  City. 
Reference  point — Top  of  casing  I  foot  above  ground. 

Elevation  of  reference  point — 18,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Domestic. 
Depth  of  well— 100  feet. 
Diameter  of  casing — 10  inches 
Other  numbers  used— L   A  Co.  F.  C.  D.  No,  1291  A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dift.B.P. 

to  water 

surface,  feet 

Dale 

DUt.R.P. 

to  water 

surface,  feet 

1929- 
Dec.  26 

21.6 

1930— 
May  12 

22.7 

1931- 

Jan.   17 

May    7 

22  0 

21  2 

Dec.    7 - 

24  2 

I 


Measurements  from  Los  Angeles  County  FIooil  Control  District. 


B-31-J-6,  LOYOLA  UNIVERSITY.     MAP  2 

Location  and  description — 70  feet  cast  of  Fordham  Road.  0.35  miles  north  of  ROth  Street,  0  75  miles 

north  of  Manchester  Boulevard,  southeast  of  Venice.    On  University  grounds. 
Reference  point — Pump  base,  at  ground. 

Elevation  of  reference  point— I  36.  from  aneroid  by  D.  \V.  R. 
Use — Domcst  ic . 
Depth  of  well  -400  feet. 
Diameter  of  casing — 18  inches. 
Other  numbers  used — L.  A.  Co.  F.  C.  D.  No-  1282. 


Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dbit.  R.  P. 

to  water 

surface,  feet 

Date 

Diat.  R.  P. 

to  water 

surface,  feet 

1930- 
Jan.     7 

144 
143 

1931- 
Jan.  28  

144 
145 

May    8.. 

May    7 

Measurements  from  Los  Angeles  County  Flood  Control  District. 
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B-33-K-6,  CITY  OF  EL  SEGUNDO,  NO.   1.     MAP  2 

Log  Available 

Location  and  description^!  20  feet  south  of  Holly  Avenue,  1 10  feet  east  of  Lomita  Avenue.  EI  Segundo. 

Reference  point^Top  of  concrete  floor.  0-4  feet  above  ground. 

Elevation  of  reference  point^l73,  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 

Use — Municipal. 

Depth  of  well— 3  55  feet 

Diameter  of  casing — lb  inches. 

Other  numbers  used— L.  A.  Co.  F.  C.  D.  No   1297. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1927- 
Sept.  28 .., 

1929— 
Aug.    27 

179 
171  8 

1930— 
Feb.    6  . 

177  6 

182  2 
181  2 

1932— 
Feb.    2 

180.6 

1931— 

Nov.   3 

Deo.  31     _ 

Measurements  by  El  Segundo  Water  Department  and  obtained  from  Los  An?eles  County  Flood  Control  District. 


B-33e-K-6,  STANDARD  OIL  COMPANY,  NO.  5.     MAP  2 

Log  Available 

Location  and  description — 2000  feet  south  of  El  Segundo  Boulevard,  3300  feet  east  of  Main  Street 

extended,  111  Segundo.    600  feet  east  of  Naptha  treating  plant. 
Reference  point — Top  of  casing. 

Elevation  of  reference  point — 1 12.1,  from  levels  by  owner. 
Use — Not  used. 
Depth  of  well— 497  feet. 
Diameter  of  casing — 20  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  1298B, 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922- 
Feb.  — 

112  0 

122.6 

120.6 

121  6 
119  1 
123  2 

1926— 

Feb.  — 

.^ug.  — 

1927— 
Mar.  — 

120  7 
118!) 

114. 4 
119  b 
131.7 

1928— 
Feb.  — 

116  0 

1923— 
Feb.  — 

1929- 
Jan.  —    ..      .. 

122  3 

•July  25.... 

Aug.  29 

105  5 

1924— 

104  4 

Feb.—.. 

.^ug.  - - 

1925- 
Feb.  —  . . . 

Sept.— 

Measurements  by  owner  and  obtained  from  Los  Angeles  County  Flood  Control  District, 


B-34- J-7,  NEWBERG  &  WILLIAMS.     MAP  2 

Location  and  description — 1500  feet  north  of  Manchester  Avenue,  0,6  miles  west  of  Inglewood- 

Rcdondo  Road,  west  of  Inglewood. 
Reference  point — -Screw  cap  on  iron  pipe,  at  ground- 
Elevation  of  reference  point — 125.  from  android  by  D.  W.  R. 
Use — Domestic 
Depth  of  well— 200  teec. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  1313. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

1931— 
Mar.  13 

May    6 

127.4 
127.9 

1932— 
Jan.   14 

129-1 

Measurements  from  Los  Angeles  County  Flood  Control  District. 
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DIVISION    OF    WATER    RESOTTRCES 


B-34C-J-7,  MRS.  LUCY  CORTRITE.     MAP  2 
Log  Available 
Location  and  description^lOO  feet  south  of  Manchester  Avenue.  30  feet  cast  of  Ash  Avenue.  In^l 

WfMxl, 

Reference  point     Top  of  casins  1  foot  above  ground. 

Elevation  of  reference  point— 103.  from  U.  S  G  S  topog.  by  D.  W.  R. 

Use     Not  u-icd. 

Depth  of  well— 183  feet. 

Diameter  of  casing — 7  inches. 

Other  numbers  used— L.  A.'Co.  F  C.  D.  No.  1333. 


Date 

Disl.  R.  P. 

to  water 

surf.ice,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  V. 

to  water 

surface,  feet 

1929— 

Scpt.ll.-- 

Oct.  24 

1930— 
Jan.     7             

100  0 
<J8  5 

90  1 
96.6 

1931— 
Jan.  16 

103  5 
105  2 

1932— 
Jan.  12 

99." 

AprUH 

May    9 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


B-35-J-7,  SARAH  KUMMER.     MAP  2 

Location  and  description — 50  feet  west  of  InglcwooJ  Boulevard.  15  feet  north  of  Edith  Street,  800 

feet  south  of  Arbor  Vitae  Street,  tnglewood. 
Reference  point — Top  of  4"  x  4"  over  casing  0  5  feet  above  ground. 
Elevation  of  reference  point — 100.  from  U.  S.  G   S.  topog.  by  L,  A-  Co.  F.  C.  D. 
Use — 'Domestic. 
Depth  of  well— 70  feet. 
Diameter  of  casing — f>  inches. 
Other  numbers  used— L.  A.  Co  F.  C.  D  No.  1334. 


Date 

Dist.  U.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

1929- 
Feb   27 

00  2 
00  3 
00  7 
»61.2 

1930- 

Jan.     7 

May    8 

57  7 
58.8 
57,0 

1931— 
.April  14 

59  0 

May  13 

May    6 . 

1932— 
Jan.   12 

58  0 

Jllhc  18 

July     8 

Dec.  30 

57.7 

» .luKt  stopped  pumping. 
Measurements  from  Los  Angeles  County  Flood  Control  District. 


B-36b-K-6.  MR.  SMITH.     MAP  2 

Location  and  description— 50  feci  south  of  Palm  Street.  500  feet  west  of  Arizona  Avenue,  north  of 

Bl  Scyundo. 
Reference  point     Top  of  casing  2.5  feet  above  ground. 

Elevation  of  reference  point— 140.  from  L'.  S  G,  S.  topog.  by  L   A.  Co.  F.  C  D. 
Use — Not  used. 

Diameter  of  casing — 10  inches. 
Other  numbers  used — 1-.  A.  Co.  F.  C.  D.  No.  1307. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 
Jan.    S 
Ma>-    9 

145  0 
144  5 

1931   - 
Jan.   17. 
April  14 
.May    li    .    . 

164  5 
14'1  0 

1932— 
Jar.   14 

145  !l 

Measurements  from  Los  Angeles  County  Flood  Control  Di-^triet. 
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B-36C-K-7,     ATCHISON-TOPEKA  AND  SANTA  FE  RAILWAY   (FORMERLY 

DINSMORE  RANCH).     MAP  2 

Log  Available 

Location  and  description — 150  feet  south  of  Imp:;rial  Boulevard,  0  58  miles  west  of  fnglcwood- 

Redondo  Road.  El  Segundo. 
Reference  point^Slot  in  casing,  at  ground. 

Elevation  of  reference  point — 98,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Not  used. 
Depth  of  well— 245  feet. 
Diameter  of  casing — 8  inches. 
Other  numbers  used — L.  A.  Co.  F.  C.  D.  No.  1316. 


Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1931— 

Mar.  13 

May    6... 

105  0 
107.7 

1932— 
Jan.   14 

no 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


B-37-L-7,  GENERAL  CHEMICAL  COMPANY.     MAP  3 

Location  and  description — 60  feet  east  of  El  Camino  Real  (Sepulveda  Boulevarc).  125  feet  south  of 

Rosccrans  Avenue,  north  of  Redondo  Beach, 
Reference  point — Top  of  casing,  at  ground. 
Elevation  of  reference  point — 150.  from  aneroid,  by  D.  W.  R. 
Use — Industrial. 
Depth  of  well — 200  feet. 
Diameter  of  casing — 8  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  1309. 


Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Jan.     8 

151,2 
151  1 

1931— 

Jan.  17 , 

May    5 

163  5 

163  2 

1932— 
Jan.   14 

152  5 

May    9 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


B-40-K-7,  MR.  BLAKESLY.     MAP  2 

Location  and  description— 175  feet  west  of  Eucalyptus  Street.  450  feet  north  of  Imperial  Highway, 

Ingicwood. 
Reference  p)oint — Top  of  casing.  1  foot  above  ground. 

Elevation  of  reference  point — 76,  from  U.  S.  G.  S.  topog.  by  L.  A,  Co.  F.  C.  D. 
Use — Not  used. 

Diameter  of  casing — 5  inches. 
Other  numbers  used^L.  A   Co.  F.  C.  D.  No.  1346. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929- 
Feb.  27- 

71.0 
72  3 

72.2 

1930— 

Jan.    7 

.May— 

72  7 
Destroyed 

Mav  13. 

June  18 

Measuremerts  from  Los  .Vngeles  County  Flood  Control  District. 
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DIVISION    OF   WATER   RESOURCES 


B.41i-K-8,  J.  H.  SMITH.     MAP  2 

Location  and  description    -100  feet  cast  of  Prairie  Avenue,  15  feet  north  of  Pennsylvania  extended 

cast.  O.J  miles  north  of  Rosecrars  Avenue.  Hawthorne. 
Reference  point — Top  of  casir.g.  2.5  feet  above  ground. 

Elevation  of  reference  ix>int — 59,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use  ^Domestic.  , 

Depth  of  well— S7  feet. 
Diameter  of  casing — 5  inches. 
Other  numbers  used—L.  A.  Co.  F.  C.  D.  No.  1359. 


Date 

Dist.R.P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929- 

Feb.  25 --. 

May  13 

40  0 

00  5 

01  5 
61  2 

1931— 

Jan.  17.-.. - 

April  15 

C2  0 
63  8 
630 

1932- 
Jan.  21 

63  3 

May    6 

1930— 

Jan.     7 - 

May    8 

Measurements  from  Los  AngRlea  County  Flood  Control  District. 


B-42-J-8,  R.  A.  COULTER.     MAP  2 

Lxication  and  description — 20  feet  north  of  81st  Street.  100  feet  cast  of  Crenshaw  Boulevard.  Ingle- 
wood. 
Reference  point — Top  of  4"  x  4"  blocks  over  casing,  1 .8  feet  above  ground. 
Elevation  of  reference  point — 248,  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — DomL-stic. 

Diameter  of  casing — 12  inches. 
Other  numbers  used — L.  A.  Co.  F.  C.  D.  No.  1373. 


Date 

Di.st.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface  feet 

Date 

Dist.R.P. 

to  water 

surface,  feet 

1929— 

182  3 

182  5 

183  7 

184  1 

1930— 

.\pril  24     • 

187  5 
192  (1 

1931— 
,\pril  15 

193  0 

May  13 

Dec.     2           

May    5 

192  0 

Julv     8 

Dea   11. 

Measurement?  from  Los  .\ngeles  County  Flood  Control  District. 


B-44-K-8,  C.  A.  VAN  NEST.     MAP  1 

Location  and  description — 35  feet  south  of  June  Street,  300  feet  west  of  Walnut  Avenue,  Hawthorne 

Reference  point  -Top  of  casing.  0.5  feet  above  ground. 

Elevation  of  reference  point — 81.  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  K.  C  O. 

Use — Domett  ic. 

Depth  of  well— 160  feet. 

Diameter  of  casing — 6  inches. 

Other  numbers  used — L.  A.  Co.  F.  C.  D.  No.  1 366. 


Date 

Dist.R.P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dust.  R.  P. 

to  water 

surface,  feet 

1929- 
Feb   27 

77.fi 
77,0 
78.3 

78.8 
78.9 

1931- 

Jan.    10               . 

04  0 
83  0 
80  2 

1932- 
Jan.  21 

83  2 

May  13 

April  15 

July    8 

May    6 

1930- 
Jan.    6  , 

May    8 

Measurements  from  Loa  Angeles  County  Flood  Contr<^  DUtriot. 
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SOUTH    COASTAL    BASIN    INVESTIGATION 
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B-44a-K-8,  W.  J.  HONAN.     MAP  2 

Log  Available 

Location  and  description — 90  feet  west  of  Cypress  Avenue.  30  feet  south  of  Imperial  Mighway.  north- 
west of  Hawthorne. 
Relerence  point — ^Base  of  pump,  1.3  feet  above  ground. 

Elevation  of  reference  point — 78.  from  U.  S.  G.  S.  topog.  by  L.  A.  Co  F.  C.  D. 
Use — Domestic  and  irrigation. 
Depth  of  well— 600  feet 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  1 376. 


Date 

Dist.R.P. 

to  water 

s'!rfac*j,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

su.-face,  feet 

1924— 
Oct.— 

»63 
81.5 

1930— 

Jan.     6 

May    8 

80.0 
78,3 

1931- 

.Ian.   17 --- 

April  15 

May    6 

1932— 
Jan.  21 __ 

85.0 

8;  0 

1929— 
Feb.  26 

80  7 

81.8 

»  When  driiled. 
Measurements  from  Los  Angeles  County  Flood  Control  District. 


&-44C-K-8,  JOHNSON  RANCHO.     MAP  2 

Location  and  description — 165  feet  east  of  Cypress  Avenue.  0.48  miles  north  of  El  Segundo  Boule- 
vard, cast  of  Hawthorne, 

Reference  point — Top  of  blocks  resting  over  casing.  1  foot  above  surface,  to  and  including  November 
18,  1920;  then  top  of  timber  supports  under  pump,  0.5  feet  above  ground. 

Elevation  ot'  reference  point — 60.5  to  and  including  November  18,  1920;  then  60.  from  U.  S.  G.  S. 
topog.  by  D.  W.  R. 

Use — Not  used. 

Depth  of  well— 200  feet. 

Diameter  of  casing — 7  inches. 

Other  numbers  used— W.  S.  P.  139,  No.  255.  Rcdondo;  W.  S.  P.  468,  No.  10;  L.  A.  Co.  F.  C.  D. 
No.  1377. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1904— 
Dec.    6 

35.6 

36  7 
38.5 
.37.3 
35  7 
35.7 
38  5 
40  2 
47.3 
39.2 

.36  0 
34.2 
■       33.4 
38.2 
37.8 
37.9 
37.1 

38.4 
30  9 
30.8 

37.7 
36.8 

36.2 
38  3 
39.3 

1910— 

Jan.  27... 

Aug.  13 

36.8 
43  1 
49  0 

38  5 

42  3 
42.3 

54  3 
41.8 

41.4 
41.7 

41.8 
41.3 

42  5 
42.7 

43.0 
43.5 

43  2 

44.2 

1921— 
May  20. 

44.7 

JiJy  25 

Sept.  19. 

Nov.   2 

1922— 
Mar.  22 

45  2 

1905— 

Jan.     3 

Feb.    6 

Mar.  14 

April  10.. _-- 

Mav    3 

Dec.  30 

1912- 
M.iy  20 

1914— 
April   6 

Nov.  18 

1915— 
May  28 

46.1 
45.2 

44  6 

May  26 

45  3 

J.Jy  10 - 

Aug.    8 

Sept.ll 

Dec.  14 

Aug.    8. 

46  7 

Oct.   13 

48  6 

1923— 
Mar.    7 

45  5 

1906— 

-Nov.   5.            -  -  . 

M.iy  21 

46  2 

Jan.  22 

.M,ir.  19 

1916— 
May  15 

1924— 
Oct.  20 

May    2 

June  21 

48  6 

Nov.  13 

1917- 
May  29 

1925— 
Mar.  24 

July  27 

Sept.  17 

49  1 

Dec.  14 

1926— 
Jan,  28 

1931- 

Jan.   28 

Feb.  12 

Mar.    4 

1907— 
May    1 

1918- 
May  13 

«62.0 

Aug.  21 

Dec.  24 

1908 

Oct.   16 

1919- 

May    8 

Oct.  20 

1920— 

May    6 

Nov.  18 

"62  0 
■■58  7 

b5g  Q 

June  26 

.ipril22 

i-SS  3 

Dec.  17 

.May  19 

'■58  4 

Nov.   4 

HiO  3 

1909— 

Dec.    2 

''59  9 

Mar.30 

July    3 

1932— 
Jan,     2 

Oct.     7 -  — 

'■59.4 

*  New  well  V^  mile  away  pump'mg. 

*»  Measurement  from  Los  ABgeles  County  Flood  Control  District. 
Measurements  from  United  States  Geological  Survey  except  as  noted. 
W.  S.  P.  468. 


Readings  to  and  including  1920  from 
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DIVISION    OF    WATER   RESOURCES 


B-45d-K-8.  O.  T.  JOHNSON  RANCH,  NO.  5. 
Log  Available 


MAP  2 


Location  and  description — 200  feet  east  of  Cypress  Avenue,  800  feet  south  of  Strawberry  Avenue, 

0.6>  miles  south  of  Ballona  Avenue,  south  of  res:.TVoir.  southwest  of  Hawthorne. 
Reference  point — ^lop  of  casinR,  0,5  feet  ahove  ground. 

Elevation  of  reference  point — 50.  from  U.  S.  G,  5.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use^  I  rrigation 
Depth  of  well— ^440  feet 
Diameter  of  casings  1 2  inches. 
Other  numbers  used— S.  G.  V.  P.  A.  No  869-W:  L.  A   Co  F.  C.  D.  No.  1379. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1925— 
Oct. 

"54 

53  4 

5f..7 
59  3 

1930- 
Jan.     8 

58  7 
64.3 

55.0 
(13.3 
62.8 

1932— 
Jan.  21. 

57  8 

May    8 

1929— 

Feb.  20 

May  13 

July    9       

1931— 

Jan.  28 

.\pril  15 

Mav    0.. 

*  When  drilled. 
Mexsurements  from  Los  Angeles  County  Flood  Control  District. 


B-46C-J-1 


MAP  2 


CITY  OF  LOS  ANGELES. 
Log  Available 
Location  and  description — 1  50  feet  south  of  bZd  Street.  30  feet  east  of  Gramm;rcy  Place 

S.  G.  S  topog   by  D   W   R. 


Reference  point — lop  of  casing  at  ground. 

Elevation  of  reference  point — 13b.  from  U- 

Use — Not  used. 

Depth  of  well— 625  feet. 

Diameter  of  casing — 16  inches. 

Other  numbers  used— L.  A,  D.  of  W.  &  P.  No.  4;  L.  A.  Co.  F.  C.  D.  No.  138IC. 


Los  Angeles. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  P.  P. 

to  water 

surface,  feet 

Dale 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Oct.    2 

70  4 

57.6 
67.1 

1930- 

Mnr.29 

Nov.   8     . 

04  C 
78,1 

1931  - 

Mar.   3 

June    4 

68.3 

71.7 

1929— 

Aug.    4 

75.1 

Mar.  25           .   . 

Sept.   2 

Dec.    2 

77.3 

.Nov.    4 

72.7 

Measurements  from  Loft  Angeles  Department  of  Water  and  Power. 


B-47-J-8,  CITY  BRICK  COMPANY.     MAP  2 

Location  and  description^200  feet  south  of  Manchester  Avenue,  250  feet  west  of  St, 

0.17  miles  west  oi  Western  Avenue,  east  of  inglewoo-..    North  on;  of  two  wells. 
Reference  point — Top  of  casing,  at  ground. 

Elevation  of  reference  point — 200.  from  U.  S.  G.  S,  topog,  by  L.  A,  Co.  F.  C  .D. 
Use — Industrial. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  Co  F.  C,  D.  No.  1384. 


Andn 


.  Pla 


Measurements  from  Los  Angeles  County  Flood  Control  District. 


( 


Date 

Dist.  K.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P, 

to  water 

surface,  feet 

1929- 
Feb.  26 

140  6 
139  9 
142.9 

1930- 
Jan.     6 

Mav    4 

144  9 
H.'i  5 

1931— 

Jan.   17 

April  15 

157.0 

May  13 

150  3 

July    8 -.- 

1932- 
Jan.  21 

153  6 

SOUTH    COASTAL    RASIN    INVESTIGATION 
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B-49-K-8,  O.  T.  JOHNSON  RANCH,  NO.   1.     MAP  2 

Location  and  description — 120  feet  west  of  Western  Avenue.  \S  feet  south  of  Ballona  Avenue,  south- 
east of  InslewooJ 
Reference  point — Base  of  pump,  at  ground. 

Elevation  of  reference  point — 85,  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Domestic  and  irrigation. 
Depth  of  well— 408  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  1 398. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DLst.  R.  P. 

to  water 

surface,  feet 

1929— 
Feb.  24 

1930— 
Feb.    8 

91.4 

90  0 
92.4 

1931— 

Jan.  28 

April  14 

9S,0 
92  0 

1932— 
Jan.  23..-.   .   ... 

9B.4 

May    4  

Measurement  from  Los  Angeles  County  Flood  Control  District. 

B-50-I-9,   CITY  OF  LOS  ANGELES,  FIGUEROA  AND  SLAUSON  PUMPING  PLANT  NO.  1 

MAP  2 
Log  Available 

Location  and  description — 75  feet  north  of  Slauson  Avenue.  100  feet  west  of  Figucroa  Street,  west 

cf  Vernon, 
Reference  point — Top  of  8-inch  casing.  1  foot  above  ground. 
Elevation  of  reference  point — 155,  from  U.  S.  G.  S.  topog,  by  D.  W.  R. 
Use— Munic  i  pa  1 . 
Depth  of  well— 610  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used — L.  A.  Co.  F.  C.  D.  No.  141 1. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Diit.  R.  P. 

to  water 

surface,  feet 

1913 

35  0 

68.7 

«6.'i.8 
«68.5 

•G8.2 

1927— 
May  21 

•73.8 
09,7 

OS  0 
76.6 

i>69  4 
85.5 

1930- 

.\prU  4.- 

■    Sept.  13 

1931- 

,Mar.   3 

June  11 

July     1 

78,2 

1924— 
Auu.  21 

1925— 

Jan.  23 

Nov.  27 

Dec.    8 

1928— 
Feb.  13 

Oct.   31 

1920— 

April    3 

Aug.    9 

•92.5 

80.4 
84.1 
85  1 

Sept.  29...     - 

87.8 

1926 

Dec     2 

84  ** 

May  10 

»  Down  5  minutes. 
^  Down  !  hour. 
Measurements  from  Los  Angeles  Department  of  Water  and  Power. 


B-51a-J-8.  CONLEY  ESTATE.     MAP  2 

Log  Available 

Location  and  description — 200  feet  west  of  Budlong  Avenue.  200  feet  south  of  78th  Street,  cast  of 

I  nglewood . 
Reference  point — Top  of  concrete  base.  1  foot  above  ground. 

Elevation  of  reference  point — 153,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use— Not  used  since  l'^23. 
Depth  of  well— 125  feet 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  D.  of  W.  &  P.  No.  304;  L.  A.  Co.  F.  C.  D.  No.  1403. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DLjt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929- 
Dec.  12 

65.5 

72.0 
»80.0 
74.0 

i931— 
.Mar.  17 

■78.1 
82.7 
82.2 
•82.2 
"87.9 
83.5 

April21.- 

1930— 

.May  ll... .L 

April  24.            .  .  . 

July     1          

Oct.     9- - 

Sept.   3 

Dec.    3  -       

Dec.  10 

»  Measurement  from  Los  Angeles  Department  of  Water  and  Power. 
Measurements  from  Los  Angeles  County  Flood  Control  District  except  as  noted. 
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DIVISION    OF    WATER    RESOURCES 


B-51b-J-9,  W.  E.  READ.     MAP  2 

100  feet  south  of  84th  Struct.  050  feet  cast  of  Vermont  Avenue,  cast  of 


Location  and  description 

InglcwooJ. 
Reference  point — Top  of  2"  x  4"  over  casinj 
Elevation  of  reference  point — 130,  from  U.  : 
Use — Not  used. 
Depth  of  well— 165  feet. 
Diameter  of  casing— 7  inches. 
Other  numbers  used— L   A.  D.  of  W.  &  P.  No.  307;  L  A.  Co.  F.  C.  D.  No.  1413 


,  1  foot  above  ground. 

.  G.  S.  topog.  by  D.  W.  R. 


Date 

Dist.  R.  P. 

to  water 

sarface,  feet 

■in  2 

i(.  2 
52  5 

53,4 
(i2,5 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dwt.  R.  P. 

to  water 

surface,  feet 

1923— 
Aug.    2 

1928- 
Mar.    li  

55.4 
«5  0 

59  f. 
70  1 

1930- 

.lan.   21 

.Sept.  13 

1931- 
Feh.    2... 

60  1 

1925- 
Jan.   21 

Nov.  13 

Oct.  26 

1929- 
Fcb.  11 

7S  2 
69  2 

1927- 
Feb.  10 - 

Sept.   3 

Oct.   18 

Measurements  from  Los  Angeles  Department  of  Water  and  Power. 


B-52-J-8.  OLIVITA  MUTUAL  WATER   COMPANY.     MAP  2 

Location  and  description — 40  feet  east  of  Normandie  Avenue,  240  feet  south  of  94th  Street,  cast  of 

Inftlcwood- 
Referance  point— Pump  base,  at  grouna. 

fclevation  of  reference  point — 174,  from  U.  S.  G.  S.  topog  by  D.  W.  R. 
Use— Domestic. 
Depth  of  well— ^565  feet. 
Diameter  of  casing— 16-10  inches. 
Other  numbers  used— L.  A.  D.  of  W.  &  P.  No,  334;  S.  G,  V.  P.  A.  No.  869-K;  L.  A.  Co.  F.  C.  D. 

No    I404B 


Date 

Dist.  R.  P. 

to  water 

surface  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

1923— 
April   2 

•100.3 

M17,4 

"'•107  4 
•i'104  0 

"119  0 

•119  4 
•124,5 

1930— 
Feb.    1 

123  6 
123  5 

•123  9 
123  1 
125  t 
12!M 
129,1 

■128,8 
128.4 
127  9 

1931— 
Feb.    2 

•127.8 

Mar.   3          

Mar.   2 - 

.^pril20 

128  2 

1925— 

April   3 

April  21            -  ... 

130  2 

Feb.  28 

April  27 

128  8 

May  14 

130  4 

1926— 

Aug.  11       

July  23 

131  9 

Mar.    1 

Oct.   13 

.Nov.  13 

Aug.  20 

132  4 

Dec.    1 

Sept.  17 

132.6 

1928— 
July    7 -- 

Nov.  24 

Dec.  22 

Nov.  11 

132.1 

1929— 
Mar.  25 

Nov.   8 

»  Measurement  from  Los  Angeles  Department  of  Water  and  Power. 
^  Mea.surement  by  operator. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 
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B-52C-K-8,  AMERICAN  STATES  WATER  SERVICE  COMPANY,  NO.   17 
(FORMERLY  LOS  ANGELES  WATER  SERVICE  COMPANY).     MAP  2 

Location  and  description — 170  feet  north  of  105th  Street.  20  feet  east  of  Normandie  Avenue,  north- 
west of  Athens 
Reference  point^Hole  for  air  line  m  pump  base.  0.5  feet  above  ground. 
Elevation  of  reference  fjoint — 206.  from  U.  S.  G.  S.  topog.  by  D,  W.  R. 
Use — Domestic. 
Depth  of  well— 220  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  1405. 


Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Dec.  18 

143 
"103 

149 
»169 

1930— 

Feb.  27 

May    4 

150  8 
1.52 

1931— 
April  16 

158.8 

Dec.  18 

May  11 

Dec.    3 - 

155  9 

1929— 
Dec.  31 - 

166  6 

Dec.  31 

»  Pumping. 
Measurements  from  Los  Angeles  County  Flood  Control  District. 


B-52f-J-9,  JOHN  HAYES.     MAP  2 
Log  Available. 

Location  and  description — 150  feet  north  of  95th  Street.  200  feet  east  of  Figusroa  Street,  north  of 

Athens. 
Reference  point — (a)  Top  of  clamps.  1.5  feet  above  ground;  (b)  0.4  feet  above  top  of  casing,  1.7  feet 

above  ground;  (c)  top  of  casing.  1.3  feet  above  ground. 
Elevation  of  reference  point— (a)  136.5,  (b)  136.7.  (c)  136.3.  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Domestic. 
Depth  of  well— 416  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used— L.  A.  D.  of  W.  &;.P.  No.  332;  S.  G.  V.  P.  A.  No.  869R;  L.  A.  Co.  F.  C.  D. 

No.  1414. 


Date 

DLst.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Oct     3 

"•172  0 

"•163.0 
"'176.0 

1930— 
Jan.  24 

June    9 

•■170,6 
1-79  0 
"82.2 
'■78  9 
'•79  3 
'W  1 
=77.9 
'75.1 

1931— 
Jan.   26 

'77.1 

Feb.   16 

Mar.    2 

April    5 

.\pril27 

'74.8 

1929— 
Mar.   5 

Julv     7 

Aw.  11 

«76.8 
'80.0 

Oct.     9 

Sept.  15 

Oct.  28... 

Nov.  10 

Dec.  22 

'78.0 

June  11 

Aug.  17 

'78.8 
•■183.8 

Sppt.   3 

Oct.     5 

Dec.    3         

•<184.5 

"181.5 
•<178.0 

»  Reference  point  (■^)  used. 
^  Reference  point  (^)  used. 
"=  Reference  point  (=)  med. 

ti  Measurement  from  I,o3  Angeles  Departrapnt  of  Water  and  Power. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 
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B-53f-K-9,  LOS  ANGELES  WATER  SERVICE  COMPANY,  NO.  19.     MAP  2 
Log  Available. 
150  feet  north  of  112th  Street,  200  feet  east  of  Hoover  Street,  north  of 


Location  and  description 

Athcas. 

Reference  point — Top  of  casing.  2  feet  above  ground. 

Elevation  of  reference  point— 165.  from  U.  S.  G.  S.  topog,  by  L.  A.  Co.  F.  C. 
Use^Not  used. 
Depth  of  well— 3 1  5  feet . 
Diameter  of  casing — -12  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  1416A. 


D. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  H.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  fe€t 

1928— 
Oct. 

9 . 

"108 

1930— 

Feb.  26 

April  29 

108  8 
111.6 

1931- 
April  21 

116  2 

Dec.    3 

117  I 

'  Measurement  by  driller. 
Measurements  from  Los  Angeles  County  Flood  Control  District. 


B-54-K-8,  AMERICAN  STATES  WATER  SERVICE  COMPANY— BALLONA  PLANT 
(FORMERLY  GARDENA  VALLEY  WATER  COMPANY).     MAP  2 

L05  Available 

Location  and  description — 1  50  feet  south  of  El  Segundo  Boulevard.  222  feet  west  of  Budlong  Avenue, 

west  of  Athens- 
Reference  point — Base  of  pump  at  ground. 

Elevation  of  reference  point— 13  5.  from  U.  S.  G.  S,  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — 'M  u  n  ici  pa  I . 
Depth  of  well— 564  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  1408. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Feb.  25 

130  4 

159  0 

1930- 

Feb.  27.... 

May    4 

Dec.    5 

143  .■! 
140  4 
143.1 

193!- 
April  16 

147.3 

Aug.  16 

May  11.. 

145.7 

Dec.    3 

146.6 

Measurements  from  Los  Angeles  County  Flood  Control  District. 

B-S4b-K-8,  MR.  WELCOME.     MAP  2 

Log  Available 

Location  and  description — 50  feet  west  of  Vermont  Avenue  and  50  feet  north  of  1  35th  Street  (Southern 

Avenue),  0,5  miles  north  of  Rosccrans  Avenue,  Athens. 
Reference  point — Top  of  casing.  1  foot  above  ground. 
Elevation  of  reference  point — 89,  from  U.  S.  G.  S.  topog,  by  D.  W.  R. 
Use — Not  used. 
Depth  of  well— 500  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— S.  G.  V.  P.  A,  No.  952J;  L.  A.  Co.  F.  C.  D.  No.  1409. 


I 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1929- 
May  13 

M03.7 
"107  8 

1 1)30— 
Jan.     6 

'•101.2 
9ti,5 
102.2 
99.8 
110  4 
111,7 
107.6 
•103  8 

1931- 
April  16 

•108  2 

July    9             .  . 

M3r.25..._ 

May    2 

May  11 

'102  8 

Dec.    3 

•lOS  Q 

May  14 

July    7 

Aug.  11 

Sept.  30 

Dec.    4 

^  Mnasurement  from  Los  AdroIc^  County  Flood  Control  District. 
MeasurementB  from  San  Uabriel  Valley  Proteotive  Association  except  as  noted. 
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B-54g-L-9,  MRS.  B.  LEITCH,  NO.   I.     MAP  3 

Location  and  description— *200    feet    north  of    Rosecrans  Avenue,    115   feet  cast  of  Hoover  Street 

cxtendcc  ,  north  ol  GarJena. 
Reference  point — -L-dge  of  casing  in  concrete  base. 

Elevation  of  reference  fKJint — 02.  from  U.  S.  G.  ?.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use— Domestic. 
Depth  of  well— 160  feet. 
Diameter  of  casing — 8  inches. 
Other  numbers  used — L.  A.  Co.  F.  C.  D.  No.  1419. 


Date 

DUt.  R.  r. 

to  water 

surface,  feet 

Pate 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 
Mar     1 

99  .5 
100  4 
100.7 

193;  - 
April  16 

102  9 
100  2 
101.5 

May  11 

Dec.    4 

Dec.    3 - 

Measurements  from  Los  Angeles  County  Flood  Control  District, 


B-56-J-9,  CITY  OF  LOS  ANGELES.     MAP  2 

Location  and  description^40  feet  south  of  84th  Street,  350  feet  west  of  Avalon  Boulevard,  west  of 

Souchgate. 
Reference  point^l  inch  slot  in  casing  top,  I  foot  above  ground. 
Elevation  of  reference  point — 137.  from  U.  5.  G.  S.  topog.  by  L.  A.  Co.  F.  C-  D. 
Use — Not  used. 
Depth  of  well — 560  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used— L.  A.  D.  of  W.  &  P.  No.  353;  L.  A.  Co.  F.  C.  D.  No.  1433. 


Date 

Dist.  R.  P. 

to  wat^^r 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1926- 
June  24 

39.7 

44  0 
44.0 

43.8 
44,1 

45  6 
47,2 
47,3 

1929— 

Jan.  22 

Mar.    6... -- 

May    7 

June  19 

46.9 

45  8 

46  6 

47  6 
49  1 

48  9 

1930- 
Dec.  15 

1931— 

April  21 

Dec.    3 

51  1 

1927- 
Aug.  24 

51.8 

Oct.   18 -. 

Sept.   6 

52.4 

1928— 
Feb.  13 

Dec.    2 

April  23 

June  23 

Aug.  30 

Oct.  16... 

Measurements  from  Los  Angeles  County  Flood  Control  District. 
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B-57-J-9.  AMERICAN  STATES  WATER  SERVICE  COMPANY.  PLANT  NO.   I. 

WELL  NO.  1.     MAP  2 

Ix>g  Available. 

Location  and  description — 25  feet  south  of  Coldcn  Avt;nuL'  (%th  Street).  155  feet  east  of  Wal!  Street. 

400  feet  west  of  San  Pedro  Street,  west  of  Watts. 
Reference  point — I  lole  for  air  line  in  pump  base.  0.5  feet  above  ground,  to  and  including  October    14. 

1931 ,  then,  top  of  casing  0.4  feet  above  around. 
Elevation  of  reference  point — 125,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use —Municipal. 
Depth  of  weU— 558  feet. 
Diameter  of  casing — 14  inches. 
Other  numbers  used— 5.  G.  V.  P.  A.  No.  869M;  L.  A.  Co.  F.  C.  D.  No.  1425. 


Date 

Dist.  n.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1926— 
Mar.31 

•Mo 
■"■49 

-03 

1930— 
Feb.  20 

■(■.7  7 
68,7 

"(in  1 
75  I 
73.5 
72  ft 
75.3 
74,3 
70. n 
71.2 
68.5 
70  6 

1931— 
Feb.    9 

Feb.  16 

67.3 

Mar.  2G 

6G  5 

1927— 
Feb.    7 

AprU29 

May  14 

Mar.    2 

.■Vpril  13 

69.1 
79  8 

June    9 

June  23 

Julv  28 -- 

.^ug.  27 

S2pt.30 

Oct.   13 

..VpriJ27 

71.4 

I92»— 

72.0 

July     9 

77.8 

Dec.  31 

S»pt.  3 

Oct.  14 

77  6 

74  3 

Nov.  11 

Dec.  22 

71  8 

Oct.  28 

iNov.  10 . 

69  1 

a  Measurement  from  Los  Angeles  County  Flood  Control  District. 
^  Measurement  by  owner. 
Measurements  from  Sau  Gabriel  Valley  Protective  Association  except  as  noted. 
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B-57J-J-9,  HAVILL  NURSERY.     MAP  2 

Location  and  description — 130  feet  west  of  Avalon  Eioulevard,  90  feet  south  of  90th  Street.  0.J7 

miles  south  of  Manchester  Avenue,  northwest  of  Watts. 
Reference  point — Top  of  casing.  2.3  feet  above  ground. 
Elevation  of  reference  point — 129.  from  U.  S.  G.  S.  topog,  by  D.  W,  R. 
Use — industrial. 
Depth  of  well— 60  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used— S.  G.  V.  P.  A.  No.  869F;  L.  A.  Co.  F.  C.  D.  No.  I434H. 


Date 

Dist.  R.  P. 

to  water 

siu-face,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  K.  P. 

to  water 

surface,  feet 

1930— 
Jan.  18 

36,3 
36  3 
30.6 
37.0 
37.8 
38,0 
38  1 

1931— 

Feb.    2 

April    6 

38,0 
33,4 
39.0 
40.0 
403 
40,2 

Mar.   3 

May    2 

Aug.  11            -     .. 

Sept.   3 

Nov.  23 

Oct.  13 

Nov.  10 

Dec.  22 

Dec.  22 

Mejisurements  from  San  Gabriel  Valley  Protective  .\ssociation. 
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B-S8-K-9,  J.   B.  FERGUSON  (FORMERLY  J.   D.  MILLER  COMPANY).     MAP  2 

Location  and  description — 175  feet  west  of  Main  Street.   100  feet  south  of  111th  Street,  north  of 

Athens. 
Reference  point — Top  of  casing  0  5  feet  above  ground. 
Elevation  of  reference  point — 131.  from  L).  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Domestic. 
Depth  of  well — 325  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  D.  of  W.  &  P.  No.  336;  L    A    Co   F.  C   D.  No.  1426. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1923— 

CO  0 
58.1 

1927— 
Aug.     1 

1928— 
July 

03.4 
«58.1 

1931— 
Jnn.  20 

77.0 

Mar.  25     .        -     - 

80.0 

1925— 
April  25 ---. 

May    7 

June    5 --- 

Aug.  27 

Oct.     5 

Nov.    4 

Dec.    3.... 

81,3 
83. 0 

87.3 
85.0 
83.4 
81  0 

"  Measurement  by  operator. 
Measurements  from  Los  Angeles  Department  of  Water  ard  Power. 


B-58d-K-9,  AMERICAN  STATES  WATER  SERVICE  COMPANY,   DELMAR  PLANT 
(FORMERLY  LOS  ANGELES  WATER  SERVICE  COMPANY,  NO.  4).     MAP  2 

Log  Available. 
Location  and  description — 1 1  5  feet  south  of  1 16th  Place.  700  feet  east  of  San  Pedro  Street,  northeast 

of  Athens. 
Reference  point^Pump  base,  at  ground. 

Elevation  of  reference  point — 120,  from  U.  S.  G.  S.  topog  by  L.  A.  Co.  V.  C.  D. 
Use — Municipal.  . 

Depth  of  well — 549  feet. 


Uepi 
Oth( 


ler  numbers  used— S.  G.  V.  P.  A.  No.  952N;  L.  A.  Co  F.  C  D.  No.  1437B. 


Date 

DL5t.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 

"OO 

•70.5 
"89  5 

•05  0 
00  0 
69.1 
76  1 
76  0 
74  0 

1931- 

Jan.    14 

Mar.    2 

June    4 

■lulv     9 

69  5 

70  3 
7.1  5 
79,8 
70,3 
74  8 

1932— 

72.4 

June  28 

Dec.  31 

1930— 

Sept.  17. 

Feh.  27 

Nov.  23 

Mar.26 

May    2 

July  28 

Sept.  30 

>!ov.  24 

"  Measurement  from  Lotr-  Angeles  County  Flood  Control  District. 
Measurements  from  San  Gabriel  Valley  Protective  Msociatinn  except  as  noted. 
Note.— Said  to  be  connected  to  well  2.t  feet  north  by  tunnel. 
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B-58C-K-9,  MRS.  BUSHBY.     MAP  2 

Location  and  description — 0.13  miles  west  of  Avalon  Boulevard.  150  feet  south  of  120th  Street,  east 

of  Athens. 
Reference  point — Top  of  blocks  over  casing.  1 .8  feet  above  RrounJ. 
Elevation  of  reference  point — 124.  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Domestic . 
Depth  of  well— 254  feet 
Diameter  of  casing — 5  inches 
Other  numbers  used— S.  G.  V.  P.  A.  No  8693.  L.  A  Co.  F.  C.  D.  No.  1437C. 


Date 

Di»t.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist  R  P. 

to  water 

surf-ace,  feet 

1930— 
Jan.   18 

72  Q 
71-0 

73  4 
79,3 
82  3 
81,7 
78  9 

1931  — 
Jan.   15 

76.0 
75  4 
81.4 
79,4 
81.4 
85  7 
83  5 
79,6 

Feb     4 

Feb    23 

AprU   8 ---- 

June    9 

April  20 

May    4 

Junft  U 

Sept.  15 

Nov  10 

Auk    20 

Deo.  22 

Oct.     1 

Dec.  22 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


B-59d-K-9,  LILLIAN  OSBORNE.     MAP  2 

Log  Available 

Location  and  description — 75  feet  south  of  El  Segundo  Boulevard  and  165  feet  cast  of  Avalon  Boule- 
vard, east  of  Athens. 
Reference  point — Hole  bored  through  plank  cover  over  casing.  0.5  feet  above  grouna. 
Elevation  of  reference  point — 121.  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use— Abandoned. 
Depth  of  well — bOO  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  Co.  F.  C,  D  No.  1438. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DLst.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929- 
Sept,  19 

73,5 

1930— 
Jan.     (i 

April  30           

69,5 
70  0 
73  4 

1931- 
April21 

77  1 

May  11 

Dec.    3 . 

73  7 

Dec.     4 

76  8 

Measurements  from  Los  Ang-ile^  County  Flooi  Contol  District. 
Note. — Said  to  be  connected  by  taniiel  with  well  21)  fcft  north. 


B-59i-K-9,  MR.  KINSLEY.     MAP  2 

Location  and  description — 100  feet  west  of  Avalon  Boulevard.  1250  feet  north  of  Rosccrans  Avenue. 

70  feet  south  of  1  5'^th  Street,  southeast  of  Athens. 
Reference  point — Top  of  blocks  over  casing  0.5  feet  above  ground. 
Elevation  of  reference  point — 122,  from  U.  S.  G.  S,  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Not  used. 
Depth  of  well— 120  feet. 
Diameter  of  casing — 6  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  1439C. 


Date 

Dbt.  R  P. 

to  water 

surface,  feet 

Date 

Dist.  R  !'. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1929- 
Sept.  19 . 

110  5 

1930— 
.Ian.     3           

79  1 
107  i; 

80  2 

1931— 
.\nrill6 

88  8 

April  29 

Nlay  15 --- 

Doc.    3.- 

84  0 

Dec.    4              .  ... 

83  0 

Measurements  from  Los  Angeles  County  Flood  Control  District. 
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B-60-J-9.  GOODYEAR  TIRE  AND  RUBBER  COMPANY,  NO.  2.     MAP  2 

Log  Available. 

Location  and  description — 165  feet  west  of  Central  Avenue  between  car  tracks  in  center  of  Gage 

Avcr.ue.  west  of  Huntington  Park. 
Reference  point — Base  of  pump  at  ground. 

Elevation  of  reference  point — 162,  from  U.  S.  G.  S.  topxjg.  by  L.  A.  Co.  F.  C.  D. 
Use — Industrial, 
Depth  of  well— 328  feet. 
Diameter  of  casing^26-16  inches. 
Other  numbers  used— L.  A.  D.  of  W.  &  P.  No.  314;  L.  A.  Co.  F.  C.  D.  No.  1441. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Dale 

Dist.  li.P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

1928— 
Nov.  27 

■72.0 
1-73  5 

1930- 
Apiil26  

74,0 
■'76,4 
70.2 

1931— 

Jan.  29 

AprUlS 

"75,1 

Nov.  13 

Dec.  16 --- 

76  9 

1929 — 

May  11 

75-7 

Dec.    4. 

Nov.  10 - 

78.6 

»  Measurement  from  Los  Angeles  Department  of  Water  and  Power, 
b  Measurement  by  operator. 
Measurements  from  Los  Angeles  County  Flood  Control  District  e.\cept  as  noted. 

B-60C-I-I9.  CITY  OF  LOS  ANGELES,  SL.\USON  AND  COMPTON  PUMPING  PLANT 

NO.  1.     MAP  2 
Log  Available. 

Location  and  description — 85  feet  south  of  57th  Street.  20  feet  cast  of  Compton  Avenue,  west  of 

Vernon. 
Reference  point — Top  of  casing,  south  side,  2  feet  above  ground. 
Elevation  of  reference  point — 178,  from  U.  S.  G.  S.  topo^,  by  D.  W.  R. 
Use — Municipal. 
Depth  of  well— 323  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  1450. 


Date 

Dist.  R.  P. 

tn  water 

surface,  feet 

Date 

Di.t.R.P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

1923— 
Feb.  17 

»82  5 

"84  0 

"87.0 
88  4 

90  2 

1927— 

.Kug.  26... 

Dec.    8 

100  0 
90.2 

92  9 

92  3 
»1.7  9 

1930— 
Mar,   4 

Sept.   2 ... 

1931— 

Feb.  10.- 

April    2 

Oct.  20 

Nov.   3 

Dec.    2 . 

•116  0 
"124,1 

1921— 
Aug.  19 

1925— 
Feb.  15 

1928— 
Dec.  31 

1929— 
Mar.    1 

102.0 
105,5 
108.7 

Mav    7 

108  6 

1926— 
May    S --. 

Aug.    8 

100  7 

*  Pumping  nearby. 
Measurements  from  Los  Angeles  Department  of  Water  and  Fewer. 


B-61f-J-9,  C.  W.  INGLIS.     MAP  2 

Location  and  description — 100  feet  west  of  Compton  Avenue,  250  feet  south  of  83d  Street  (back  of 

8321  Compton  Avenue),  west  of  Southgate. 
Reference  point — Top  of  2-inch  planking  on  top  of  concrete  housing  3  feet  above  ground. 
Elevation  of  reference  point— 136,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co,  F.  C.  D. 
Use — Domestic. 
Depth  of  well— 106  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  1453. 


»  Measurement  by  owner. 
Measurements  from  Los  .\ngeles  County  Flood  Control  District. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929- 
Dec.  12 

•50-9 

1930— 
Jan      8 

51  2 
61  8 

52  9 

1931— 
.\pril  16 

54  1 

April  24 

M.1V  11   

53  8 

Dec.  15          

Dec.    2 

55.1 
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B-62-J-9,  AMERICAN  STATES  WATER  SERVICE  COMPANY  (FORMERLY  LOS  ANGELES 

WATER  SERVICE  COMPANY,  NO.  3).     MAP  2 

Log  Available. 

Location  and  description — South  line  of  92J  Street.  50  feet  cast  of  Btrllhavcn  Avenue,  west  of  South- 
gate.     Concrete  vault  under  sidewalk. 
Reference  point— Base  of  pump  7  feet  below  ground. 

Elevation  of  reference  point — 1 16,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co  F.  C.  D. 
Use  —Municipal. 
Depth  of  well — 463  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  1444. 


Date 

Dbt.  P.  P. 

to  water 

surface,  feet 

Date 

Disl.  R.  P. 

to  water 

surface,  feet 

Date 

Dbt.  R.  P. 

to  water 

surface,  feet 

1924— 
June  30 

•30 

58  4 
i>99.4 
58  4 
i>108.4 
»5fi  4 
•i'104.4 

1930— 

Feb.  27 

AprU  29 

Dec.    8 

47  0 
58  4 
58  2 

1931— 
Aprilia 

60.2 

Mav  11. 

59  3 

1929— 

Dec.    3 

61  4 

.■iug.  14 

Aug.  14 

Nov.   2 

Dec.  31 

Dec.  31 

"  Measurement  by  operator. 
^  Pumping. 
Measurements  from  Lo.s  Angeles  County  Flood  Control  District. 


B-62C-J-9,  CITY  OF  LOS  ANGELES— GREEN  MEADOWS  NO.   1.     MAP  2 

Log  Available. 

Location  and  description — 55  feet  east  of  cer.ter  line  of  Wadsworth  Avcnu.;.  75  feet  north  of  center 

line  of  '-^Qth  Street,  we^t  of  Watts. 
Reference  point — Top  of  pump  base,  at  ground. 

Elevation  of  reference  point — 1 18.  from  U.  S,  G.  S.  topog.  by  D.  W.  R. 
Use — Municipal. 
Depth  of  well— 600  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  14458. 


Date 

Dist.R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1926— 
July  15 

58  0 

38  9 
411  3 

41  li 
59,7 

1929— 
Feb.  22       .. 

47  5 
71  2 

.55  7 
72.1 

1931— 
Feb.  17 

Mar.  24 

57  5 

Au2.  16 

65  7 

1927- 

Feb.    9 ---- 

Oct.   18 

1930— 
Jan.  29       .  . 

.\Iav    4.._.       

Jim?     1 

July  23 ,.. 

Aug.  20 

Sept.  17 --, 

62.0 

es  6 

•79  4 

Aug.  18 

•■73  9 

1928— 

'•70  4 

Feb.  13 

Oct.     6 

68.2 

Oct.     4 

Nov.    5 

66.1 

Deo.    3 

63  3 

"  No.  2  pumping. 
•*  Down  10  hours. 
Measurements  from  Los  .Angeles  Department  cf  Water  and  Power. 
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B-64-K-9,  INGRAM  ESTATE.     MAP  2 

Location  and  description — 650  feet  north  of  EI  Scgundo  Boulevard.   11   miles  north  of  Rosccrans 

Avenue,  30  feet  east  of  Central  Avenue,  northwest  of  Complon. 
Reference  point — Top  of  couplint;  on  casing.  0,5  feet  above  ground. 
Elevation  of  reference  point — 92,  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Irrigation. 
Depth  of  well— 200  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used— S.  G,  V.  P.  A.  No  9521;  L.  A.  Co.  F.  C.  D,  No.  1448A. 


Date 

Dist.R.P. 

to  water 

surface  feet 

Date 

Dist.R.P. 

to  water 

surface,  feet 

Date 

DLst.  R.  P. 

to  water 

surface,  feet 

1930- 
Jan.  20 

Mar.  25 

30,7 
33.7 
JO  3 
39  1 
49  4 
46  7 
52  7 
48  9 
41  9 

1931— 

.Tan.    15 

Feb.  16 

38.1 
37.3 
4,5.5 
42  8 
49  9 
55  1 
5U.6 
46  2 
42.1 

April  21 

May  14 

Mar.30 

May    4 

June    9 

Julv  23 

Sept.  30 

Oct.  28    

Oct.    14 

.\ov.  23..._ 

Dec.  23 

Dec.  22 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


B-64d-L-9,  RAYMOND  BROTHERS  AND  SISTER   (FORMERLY  PORTER  ESTATE).  MAP  3 

Location  and  description— 20  feet  north  of  Rosecrans  Avenue,   1940  feet  east  of  Central  Avenue, 

2850  feet  west  of  Compton  .'Kvenue.  west  of  Compton. 
Reference  point — Top  of  casing,  at  ground. 

Elevation  of  reference  point — 90,  from  U.  S.  G.  5.  topog.  by  S.  G.  V.  P.  A. 
Use — Irrigation  and  domestic. 
Depth  of  well— 196  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used— S.  G.  V.  P.  A.  No.  952-H;  L.  A.  Co,  F.  C.  D.  No.  1459. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.R.P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Jan.  20 

37  9 
39.3 
48.4 
02.8 
6li  8 
14.0 

1931- 
,ran.   15 

41.3 
40  3 
57  3 
40.8 
,56.5 
59.3 
52.8 
45.1 

Mar.  14 

Feb.  10 

June  2S 

April   0 

May    4 

Aug.  27 

Oct.  13 

Dec.    8 

Oct.     1 

Nov.  11 

Dec.  22 

Measurements  from  San  Gahriel  Valley  Protective  Association. 


B-6fr-J-10,  CITY  OF  HUNTINGTON  PARK,  NO.  8.     MAP  2 

Location  and  description — 265  feet  west  of  Albany  Street,  205  feet  south  of  Mortimer  Street  extended, 

Huntington  Park. 
Reference  point — Top  of  casing  2  feet  above  ground. 

Elevation  of  reference  point — 162,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Municipal . 
Depth  of  well— 1  506  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  1462. 


Date 

Dbt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929- 
Dec.    3 

96.7 

1930- 
Jan.     8 

95.0 
103.8 
102.8 

1931— 
April  19 

107  1 

April  24 

Dec.  11 

May  18.. 

104.9 

Dec.    2 

100  8 

Measurements  from  Los  Angeles  County  Flood  Control  District. 
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B-66b-J-I0.  WALNUT  PARK  MUTUAL  WATER  COMPANY— OLD  NO.  4.     MAP  2 

Location  and  description — 100  feet  south  of  Florence  Avenu::  and  230  feet  east  of  Santa  Fc  Avenue. 

Huntington  Park.     Southeast  of  wcH  No.  3. 
Reference  point — Top  of  casing,  at  ground,  to  and  including  April  7.  1930;  then,  top  of  platform.  1.5 

feet  alx)vc  ground. 
Elevation  ot  reference  point — ^157  to  and  including  April  7,  1930;  then.  158.5;  from  U.  S.  G.  S.  topoo. 

bv  L,  A.  Cb.  F.  C.  D. 
Use— "Not  used. 

Depth  of  well — 700  feet.     Caved  in  at  200  feet. 
Diameter  of  casing — 14  inches. 
Other  numbers  used— S.  G.  V.  P.  A.  No.  1030-E;  L.  A.  Co.  F.  C.  D.  No.  1472 


Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dbt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

April  19 

66.6 
69.5 
70.7 
70  1 
73.4 

1930— 

Feb.  12 

M;ir.  14 

April    7 

.Inly    3 

69  5 
69  3 
73.4 
71.6 
72  9 
72  3 
74.0 

1931— 
Feb.  12 

April  16 

71  4 

June  28 

72  6 

Aug.    5 

Nov.  26 

June  11 . 

Oct.     8 

72.8 
74  0 

Deo.  30 

Sept.  18  

Dec.  23 

73  5 

Nov.27 

Dec.  24  ... 

Measurements  from  Ran  Gahriel  Valley  Protective  Association. 


B-67-K-10,  L.  C.  BROWN.     MAP  2 

Location  and  description — 100  feet  north  of  105th  Street,  150  feet  east  of  Anzac  Street.  Watts. 

Reference  point — Top  of  2-inch  pipe  1   foot  above  ground. 

Elevation  of  reference  point — 104,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 

Use— Not  used. 

Depth  ot  well — tS  feet. 

Diameter  of  casing — 2  inches. 

Other  numbers  used— L   A.  Co  F.  C,  D.  No.  1465. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Dale 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Feb.  11 

21.8 
23.2 
24  3 

1931— 
April  18 

25.7 
24.3 
26.5 

April  28 

May  12 

Dec.    8 

Dec.    8 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


B-67C-J-10,  MAGNOLIA  PARK  WATER  COMPANY.     MAP  2 

Location  and  description — 170  feet  west  of  Truba  Avenue.  45  feet  south  of  Southern  Avenue,  South- 
gate . 
Reference  point— Bottom  of  10-inch  1  beams  simporting  pump  at  ground. 
Elevation  of  reference  point— 120,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co,  F.  C.  D. 
Use^Domestic. 
Depth  of  well^264  feet. 
Diameter  of  casing — 12  inches 
Other  numbers  used—L.  A.  Co.  F.  C.  D.  No.  1474B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 
Feb.  17 

34  2 
37.0 
38.2 

1931— 
April  16 

41.5 
41.2 
39  8 

April  24 

Mav  12 

Dec.  11 

Nov.  30 

Measurements  from  Lo8  Angeles  County  Flood  Control  District. 
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B-68-K-10,  BILL  BULLIS.     MAP  2 

Location  and  description — 100  feet  cast  of   AIam.;Ja   Street.    250    feet   rorth    of    LynwooJ    Road, 

Lynwtxjd, 
Reference  point — Top  of  wooden  curbing  around  5-fQoC  pit  I  foot  above  ground. 
Elevation  of  reference  point — ^91.  from  U.  S.  G.  S.  topog.  by  L.  A.  Co,  F.  C.  D. 
Use^  Domestic . 
Diameter  of  casing — 4  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  1477. 


Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

1930— 

Feb.  12 

April  28 

Dec.    4 -- 

21  9 
29  7 
303 

1931— 

April  14 

May  12 

Dec.    3 

39  4 
34,5 
28  0 

Measurements  from  Los  Angeles  County  Flood  Control  Di-itrict. 

B-69-K-9,  WILLOWBROOK  PARK  MUTUAL  WATER  COMPArOT.     MAP  2 

Location  and  description — 45  feet  south  of  Banning  Avenue  (from  east).  180  feet  west  of  Wilmington 

Avenue.  UX)  feet  south  of  Banning  Avenue  (to  west),  north  of  Compton. 
Reference  point — Top  of  concrete  around  casing,  01  feet  above  ground,  to  and  including  August  28. 

1929;  then,  platform  under  recorder.  0.5  feet  above  ground. 
Elevation  of  reference  point — 86.1.  to  and  including  August  28.  1929;  ch^n,  86.5;  from  U.  S.  G.  S. 

topog.  by  S.  G.  V.  P.  A. 
Use — Not  used. 
Depth  of  well— 250  feet. 
Diameter  of  casing — !2  inches. 
Other  numbers  used— S.  G.  V.  P.  A.  No  952-A;  L.  A  Co.  F.  C.  D.  No.  1468. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Jan.     8 

20  0 
22.0 
31.9 
41.0 
37  2 
40  4 
35  3 
37  8 
31  2 
29.1 

1930— 
Jan.     3 

Feb.  13     .       . 

29.6 
23  0 
23  3 
34  8 
43.1 
49  9 
40.0 
31.0 

1931— 
Feb.  19 

26  5 

April  19 

April  15 

44  4 

May  24 

Mar.  20 

April  30 

33  4 

May  15 

.lune  11 

July  Ifi -- 

Au5.  27 

Oct.  28 --- 

Dec.  23 

46  2 

,Tuly  29 :.. 

50.6 

Aug.  28 

Sept.  25 

Sept.    4 

Oct.   23 

51  5 

40  2 

Oct.  25 

Nov.  29 

Dec.  27 

Dec.  24 

31  2 

Measurements  from  San  Gabriel  Valley  Protective  .A.ssociatioi'. 


B-69d-L-10,  FRANCIS  E.  BARRON. 

Log  Available 


MAP  3 


Location  and  description— 10  feet  east  of  Compton  Avenue.  350  feet  south  of  Orange  Street.  100  feet 

north  of  Maple  Street.  Compton. 
Reference  pwint — Hole  in  2'  x  8'  plug,  2  feet  above  ground. 
Elevation  of  reference  point — 78.  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Not  used. 
Depth  of  well — 260  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used— L.  A.  D.  of  W.  &i  P.  No.  1 53 ;  L.  A.  Co.  F.  C.  D.  No.  1469B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 
surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1923— 
April  20 

Flowing 
10  8 
21  6 
10  5 

1923— 
Sept.    7 

1929- 

.lan.  22 

.S?pt.   0 

1930- 

Feb.     4 

Sept.   8 

32  0 

16.0 
38  0 

19  8 
42.2 

1931— 
Fob.  11              

2!  3 

April   3 

37  0 

1925— 
Dec.  10 

M-.y    5 

28  8 
43  9 

Doc.    4. 

30  5 

1926— 
Oct.     8 

1927- 
Jan.   13 

Measurements  from  Los  Angelea  Department  of  Water  and  Power. 
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B-70-I-10,  MR.  WINGER.     MAP  2 

Location  and  description — 350  feet  west  of  Boyle  Avenue  (State  Street).  275  feet  south  of  Fruitland 

Avenue.  Vernon. 
Reference  point — Top  of  casing,  1  foot  above  ground. 

Elevation  of  reference  point — 186.  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Domestic. 
Depth  of  well  — 180  feet. 

Diameter  of  casing — 8  inches.  • 

Other  numbers  used— L.  A.  Co  F.  C.  D.  No.  1480. 


Date 

Dist.n.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DL-t.  R  P. 

to  water 

surface,  feet 

1930— 
Feb.  17 

»S0.6 
8i.8 

1931— 

April  18 

Dec.    2 

83.6 
83  3 

Dec.  15            

» Pumping  slowly. 

Measurements  from  Los  Angeles  Countj  Flood  Control  District. 


B-70b-J-10»  CITY  OF  HUNTINGTON  PARK.  NO.  4.     MAP  2 

Location  and  description — 340  feet  south  of  Slauson  Avenue,  75  feet  east  of  Miles  Avenue  (Soto 

Street).  Huntinaton  Park. 
Reference  point — Top  of  casing  at  floor  at  ground. 

Elevation  of  reference  point — 176,  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Muricipal. 
Depth  of  well— 900  feet. 

IDiameter  of  casing — 18  inches  to  180  feet.  12  inches  to  900  feet. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  1481. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1929— 

Mar.   9 

Dec.    3 

"7'J  2 
81  0 

1930  - 
Dec.  11 

SIC  .') 

1931- 

.May    2 

Dec.    li 

Dec.  11 :  

90  0 
92  3 
905 

•  Measurement  by  owner. 
Mea£urementA  from  Loi  .A.ngcles  County  Flood  Control  District. 


B-71a-J-10,  BELL  WATER  COMPANY.     MAP  2 

Log  Available 

Location  and  description— 30  feet  cast  of  U.  P.  R.  R..  25  feet  south  of  Gage  Avenue,  west  of  Bell. 

Reference  point — Top  of  pump  house  floor,  at  ground. 

Elevation  of  reference  point — 1 5o,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 

Use — Domestic. 

Depth  of  well — 636  feet. 

Diameter  of  casing — 12  inches  to  200  feet;  10  inches  to  430  feet;  8  inches  to  636  feet. 

Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  1492. 


t 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 
Mar     t 

56.0 
604 

1931— 

April  18 

02.5 
62  0 

Dec.    1 

Dec.    2 .,-. 

Measurements  from  Tos  Angeles  County  Flood  Control  District. 
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B-72b-J-10,  J.  A.  DUNHAM.     MAP  2 

Location  and  description — 100  feet  west  of  State  Street.  0.5  miles  north  of  Tweedy  Boulevard,  South- 
gate. 
Reference  point — Top  of  casing,  I  foot  above  ground. 

Elevation  of  reference  point — 107.  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Not  used. 
Depth  of  well— 90  feet. 
Diameter  of  casing — 4  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  148SB. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.R.P. 

to  water 
surface,  feet 

Date 

Dist.R.P. 

to  water 

surface,  feet 

1930— 

Feb.  20 

Dec.  11 

16  5 
18.3 

1931— 
April  14 

May  12 

20,5 
19  3 
20.5 

Nov.  30.. 

Measurements  from  Los  Angeles  County  Flood  Control  District. 

B-72e-K-10,  A.  L.  DODOFF  (FORMERLY  H.  G.  ROBERTSON).     MAP  2 

Location  and  description — 50  feet  west  of  San  Gabriel  Avenue,  3  50  feet  north  of  Tweedy  Road,  5outh- 

gate. 
Reference  point — Top  of  concrete  bed  and  casing,  0.8  feet  above  ground. 
Elevation  of  reference  point — 107,  from  U.  5.  G.  S.  topog.  by  D.  W.  R. 
Use — Not  used. 
Depth  of  well— 400  feet. 
Diameter  of  casing — 6  inches. 
Other  numbers  used— S.  G.  V.  P.  A.  No.  869;  D.  W.  R.  Bulletins  5  and  6,  No.  86^A-8;  L.  A.  Co.  F. 

C.  D.  No.  1495. 


Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 

Aug.  18.... 

Dec.  20 

21.6 
16,2 

10,6 
17,0 
•20,8 
24,3 
20,0 

1930— 

.Ian.     8. 

April  28 

Dec.     1 

"19,8 
«2n,8 
•21  0 

1931- 
Fell.  18.. 

•19.7 
•24.0 

May    6 

•22.2 

1929— 

•26.9 

Jan.     8 

Julv  29 

•28  1 

April  2S 

Oct.     9 

•26.6 

June    3 

Nov.30 -. 

Dec.  11 

•23  5 

Aug.  28 

•23.0 

Dec.  20 

*  Mea-surement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  trom  San  Gabriel  Valley  Protective  Association  except  as  noted. 


B-73-K-10,  MR.  NICHOLLS.     MAP  2 

Location  and  description — 25  feet  east  of  Bullis  Road,  800  feet  south  of  P.  E.  Ry.  at  Lugo  Station. 

200  feet  south  of  Lynwood  Road.  Lynwood. 
Reference  point— Top  of  ^4-inch  pipe  in  concrete  cap  over  casing.  1  foot  above  ground. 
Elevation  of  reference  point — 85.  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Not  used. 

Diameter  of  casing — 5  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  1497. 


Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dlst.  P.P. 

to  water 

surface,  feet 

Date 

DL«t.  R.  P  . 

to  water 

surface,  feet 

1929— 
Sept.   9 

20.7 

1930— 
Jan.     3 

April  25 

14,2 
15,2 
14  9 

1931— 
April  14 

22  7 

May  12 

Dec.    3 

17  8 

Dec.     I 

16  9 

Measurements  from  Los  Angeles  County  Flood  Control  District. 
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DIVISION    OF    WATER   RESOURCES 


B-74-K-10,  LOS  ANGELES  COUNTY  WATER  DISTRICT,  NO.  S.     MAP  2 

Location  and  description — 170  feet  north  of  Banning  Avenue,  750  fccc  cast  of  Bcll-Vcrnon  Avcnut-. 

2000  feet  east  of  Alameda  Street.  Lynwood, 
Reference  point — Top  of  casing  and  concrete  block.  1  foot  above  ground. 
Elevation  of  reference  point— 82.  from  V.  S.  G.  5.  topwg   by  S.  G.  V.  P.  A. 
Use — Not  used. 
Depth  of  well— 337  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— S  G.  V.  P.  A.  No.  952-F;  L.  A.  Co.  F.  C.  D.  No.  1488. 


Date 

Dist.  H.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Dale 

Uhl.  R.  P. 

to  water 

surface,  feet 

192?— 

Aug.  24.... - 

Oct.  29.... 

Dec.  17     

17  9 
13  8 
in  5 
]2  C 

19.30- 

Feb.     4 

Mar.  25 

May  26. 

7.7 
8,0 
14  0 
14  7 
Dcstroyei' 

Dec.  30 

.June    9 

June  23 

Measurements  from  San  Gabriel  Valley  Protective  .Association. 


B-74f-L-10,  GEORGE  VON  BREYMAN.     MAP  3 

Location  and  description — 40  feet  east  of  Temple  Street.  0  I  5  miles  south  of  Orange  Street,  Compton. 

Reference  point — Hole  in  cllxiw  of  suction  pipe.  1  foot  above  ground. 

Elevation  of  reference  point — 73.  to  and  including  July.  1931 ;  then,  67,  from  U.  S.  G.  S.  topog.  by 

D.  W.  R. 
Use — Domestic  and  irrigation. 
Depth  of  well— 187  feet. 
Diameter  of  casing — 8  inches. 
Other  numbers  used— L.  A.  Cxs.  F.  C.  D.  No.  1499. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1924- 
July 

"9  5 

•10  0 
17.4 

1930— 
Jan.     3     . 

11  2 
i2  7 
12.1 

1931— 
,\prill4 

19  9 

.April  25 

May  12 .. 

Dec.    3 

14  3 

1929— 

Dec.    1 

11.3 

July 

Sept.   9 

"  Measurement  b;  owner. 
Measurements  from  Las  Aiifieie^  County  Flood  Control  District. 


B-74i-K-10,  WILBUR  BROTHERS  AND  TAYLOR.     MAP  2 

Location  and  description— '.t  mile  north  of  Orange  Street.  ,'4  mile  cast    of  Long  Beach   Boulevard, 

Lynwood. 
Reference  point — Top  of  pit. 

Elevation  of  reference  point — 76.  from  U.  S.  G.  S.  topog,  by  D.  W.  R. 
Use — Irrigation. 

Diameter  of  calling — 12  inches. 
Other  numbers  used— L.  A.  D.  of  W.  &  P.  No   159;  L.  A.  Co.  F.  C.  D.  No,  1499C. 


Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  P.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1923- 
May    9 

Flowing 

1930— 
Sept.  24- . . 

27  3 

1931- 
Mar.   4 

16.2 

■\iig.    7    . 

31.0 

Sept.   4 

Oct.     5 

30  0 
27  9 

Nov.   4 

24  9 

Measurements  Irom  L03  Angelc:^  Department  of  Water  nnd  Power. 
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B-76J-J-10,  MRS.   MARY  STUPP.     MAP  2 

Location  and  description — 175  feet  west  of  Atlantic  Boulevard.  750  feet  south  of  Gage  Street.  Bell. 

Reference  point — Top  of  casing.  0.5  feet  above  ground  . 

Elevation  of  reference  point — 140,5.  from  U.  S.  G.  S.  topog,  by  S.  G.  V.  P.  A. 

Use — Not  used. 

Depth  of  wsU— 103  feet 

Diameter  of  casing — 5  inches. 

Other  numbers  used— S.  G.  V.  P.  A.  No.  842-A:  L.  A.  Co.  F.  C.  D  No.  151 2D. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Diat.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Nov.  13   

36  9 
38  4 

38,6 
37,2 
37,3 

1931— 
Feb.  26... 

37,3 
38,6 
40,2 
39,8 
41.5 

1931— Cont. 

Aug.    6 

Sept.    3   

42  4 

Dec.  28 

Mar.28 

April  23  . 

42  7 

Oct.      I 

42  2 

1930— 

Nov.    4 

4i  9 

J™.     4 

Jub     2 

Nov.  25 

41  0 

Feb.  13 

Mar.  19 

MeasuremeDts  from  San  Gabriel  Valley  Protective  .Association. 

B-77d-J-ll,  C.  T.  STEWART.     MAP  2 

Location  and  description — 50  feet  north  and  75  feet  east  of  east  end  of  Santa  Ana  Street.  03  miles 

west  of  Wilcox  Avenue,  west  of  Los  Angeles  River,  south  of  Bell. 
Reference  point — Top  of  cement  pit  around  well,  1   foot  above  ground. 
Elevation  of  reference  point — 115.  from  U.  S.  G.  S.  topog.  by  D.  W,  R. 
Use — EDomestic. 

Diameter  of  casing — 12  inches. 
Other  numbers  used— S.  G.  V.  P.  A.  No.  840;  D.  W.  R.  Bulletins  5  and  6.  No.  840-B-7;  L.  A.  Co.  F. 

CD:  No.  1524. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  1  .  P. 

to  water 

surface,  feet 

1928- 
Aug.  18 

27,7 
27  1 
24,3 
23  3 

23,2 
23.5 
27.8 
29  4 
31.9 
30,3 
30,1 
31,2 
28,8 

i930— 

Jan.     7 

Feu.  12 

.\1ar.25 

May  14 

28  2 
26  3 
26,0 
28  8 
31,7 
34.8 
34,9 
33  5 
32,5 
31  0 

1931— 
Jan.    15 

Fen.  16... 

30  3 

Oct.   12 

29  6 

Nov. 20 - 

Aiiril  20 

35  9 

Dec.  10 

May  28 

June  25-_ 

July  23_._ 

34  2 

1929— 

-Aug.  11 

Sept.  23 

Oct.  28. 

Nov.24 

Dec.    8 

38  5 

Jan.    8 

Sept.   3 

Oct.  28 

Nov.  23 

39  2 

.April25 

Mav  27. : 

35  4 

July     1 

Dec.  22...._ 

34  0 

.Aug.  16 

Sept.  25 

Oct.  29 

Nov.  15       .     . 

Dec.  30. 

Measurements  from  San  Gabriel  Valley  Protective  .Association. 


B-78b-J-H,  MRS.  M.  W.  McPHERSON.     MAP  2 

Location  and  description — 800  feet  north  of  Stewart  and  Gray  Road,  0.45  miles  north  of  Tweedy 

Boulevard.  100  feet  east  of  Atlantic  Boulevard,  Southgate. 
Reference  point — Top  of  casing.  1  foot  above  ground. 

Elevation  of  reference  point — 108.  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Not  used. 
Depth  of  well— 165  feet. 
Diameter  of  casing— 6  inches. 
Other  numbers  used— S.  G.  V.  P.  A.  No.  867;  D.  W.  R.  Bulletin  6.  No.  867-B-7;  L.  A.  Co  F  C   D 

No  1515. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  P.P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
.Aue.  IB 

»28  7 

27.6 
30.8 

1930- 
Jan.     8. 

25,9 
28,8 
29,2 

1931- 
Aorii  14 

April25 

May  13 

30  8 

1929— 

Dec.    1. 

June    3- 

July    8..     . 

»  Measurement  from  Saa  Gabirel  Valley  Protective  As.sociation. 
Measurements  from  Los  .^gelea  County  Flood  Control  District  except  aa  noted. 
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B-79-K-10,  R.  L.,  F.,  AND  J.  N.  SNODGRASS.  NO.  2.     MAP  2 

Log  Available 

Location  and  description — 50  feet  south  of  Norton  Avenue  (Imperial  Highway),  490  feet  cast  of  Bullis 

Road,  Lynwcod. 
Reference  point — Top  of  casing  at  ground. 

Elevation  of  reference  point — 93,  from  U   S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use— Irrigation.   . 
Depth  of  well— 880  feet. 
Diameter  of  casing — 12  ir.chcs. 
Other  numbers  used—L.  A.  D.  of  W.  &  P.  No.  177;  L.  A.  Co,  F.  C.  D.  No.  1  506B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 
F»b.  28 

17.8 
24  2 
"49,4 
20  3 

1931- 
April  11 

36  1 
30  3 
•41  5 
-34  0 

■29  2 
28  0 

April  24 

May  15... - 

Sept  ''.1 

Julv  30 

Oct.  20 

.\ov.  2.3 

Dec.    3 . 

Dec.     1 

»  Measurement  from  I^ios  Angeles  Dppartment  of  Water  and  Power. 
Measurements  from  T,os  .\ngcles  County  Flood  Control  District,  except  as  noted. 

B-81-K-10.  B.  HILDEBRAND.     MAP  2 

Location  and  description — 100  feet  east  of  Atlantic  Boulevard,  600  feet  sojth  of  P.    E.   Ry..  Lyn- 

wooa  Gardens. 
Reference  point — Top  of  3-inch  coupling  on  well,  at  grounc',  to  and  including  June  22,  1930:  then,  top 

of  curb,  at  ground,  to  and  including  September  17,  1931 ;  then,  top  of  coupling  on  ^^^-inch  pipe  over 

well,  0.7  feet  above  grourd. 
Elevation  of  reference  point — 81  to  and  including  September  17.  1931 ;  then,  81.7;  from  U.  S.  G.  S. 

top>og-  by  D.  W.  R. 
Use — Irrigation. 
Depthof  well— 113  feet. 
Diameter  of  casing — 3  inches. 
Other  numbers  used— S.  G,  V.  P.  A.  No.  879-B;  L.  A.  Co.  F.  C.  D.  No.  1518A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1029— 

.AUK.  24 

Oct.     1 

23  2 
16.8 
12.4 

1930— 

Fco.    4 

April   8 

8.1 
10  4 
15  3 
22  0 

26,9 
21  3 
18,7 
13  9 

1931— 
Jan.  15 

11.4 

Feb.  16 

Mar    2 

10  6 

Dec   17 

Mav  14 

13  6 

Julv     7 

April  20 

22.9 

Aug.  27 

Sept.  30 

May    4... 

June  11 

Julv     9 

IS  3 
24  9 

Nov.  10 

Dec.    6 

28  9 

Oct.   20 

Dec.  22 

21,7 

14  6 

MeasuremftDts  from  San  Gabriel  Valley  Protective  .Association 


B-81d-K-ll,  MONARCH  CONSTRUCTION  COMPANY  (FORMERLY  B.  T. 
ROSELLE).     MAP  2 

Location  and  description — ^400  feet  cast  of  Wright  Road,  20  feet  south  of  Century  lioulevard  (Morton 

Road),  east  of  Lynwood,    West  one  of  two  wells. 
Reference  point — Top  of  casing  (north  side).  1  foot  above  ground. 
Elevation  of  reference  point — 84.  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Domestic. 
Depth  of  well— 762  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used— L.  A.  D.  of  W.  &  P.  No.  169;  L.  A.  Co.  F.  C.  D.  No.  1 528C. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 
Sepl.23     

25  7 

1931— 
Feb.  17 

12.1 

25.7 
20,6 
31.2 

1931-Cont. 
Aun.  20 

32.2 

April  10 

Sept.  16 

Oct.  20 

30  3 

May  28 

25.1 

July  30 

Nov.  25 

21  1 

M^a-siiremcnts  from  U)s  ,\ngele3  Department  of  Water  and  Power. 
NoTB.— Flowing  during  wiotor  of  1923. 
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B-82-L-10,  MRS.  W.  F.  COLLANDER.     MAP  3 

Location  and  description — 45  feet  south  of  Orange  Street.  0.2  miles  west  of  Atlantic  Avenue,    100 

feet  cast  of  Butler  Avenue.  90  feet  west  of  B-82a-L-I0.  east  of  Compton. 
Reference  point — Top  of  board  platform  over  well.  2.2  feet  above  ground. 
Elevation  of  reference  point — 78.  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Not  used. 
Depth  of  well — 196  feet. 
Diameter  of  casing— 10  inches. 
Other  numbers  used — S.  G.  V. 


P.  A.  No.  879-C;  L.  A.  Co.  F.  C.  D.  No.  1509. 


Date 

Dial.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1929- 
Rept.  23 

17.6 
19.2 
13,0 

1930— 

.Ian.     3 - 

Feb.    7 

Mar.  2* 

no 

6.7 
6,7 
12  2 
20,0 
25,3 
28.1 
23.9 
21.0 
13,8 

1931— 
Feb.  26 

10.0 

Oct.     4 

April  16...  

24.4 

Dec.    (i 

May    7     .. 

16-8 

Aprill7---    

July  23 

29.4 

June  12... 

July  24 

Aug.  27 

Nov.  11 

30. ■; 
22.7 

Aug.  28 

Dec.  23.... 

15.0 

Oct.     2 

Nov.    6 - 

Dec.  24     

Measurements  from  San  (mbrie!  Valley  Protective  Association. 


B-82a-L-10,  BATES  SISTERS.     MAP  3 

Location  and  description — 125  feet  south  of  Orange  Street,  190  feet  east  of  Butler  Avenue,  0.2  miles 

west  of  Atlantic  Boulevard,  east  of  Compton. 
Reference  point — Top  of  casing.  3,0  feet  above  ground,  to  and  including  December  21.  1930;  then,  top 

of  casing.  2  feet  above  ground. 
Elevation  of  reference  point — 79  to  and  including  December  21,    1930;  then  78;   from  U.  S.  G.   S. 

topog.  by  D.  W.  R. 
Use — Not  used. 
Depth  of  well— 1  50  feet. 
Diameter  of  casing — 8  inches. 
Other  numbers  used— S.  G.  V.  P.  A.  No.  879;  D.  W.  R.  Bulletin  6,  No.  879-A-8;  L.  A.  Co.  F.  C.  D. 

No.  1509A. 


Date 

Dkt.  R.  P. 

to  water 

surface, feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
July  IS 

21.7 
15,0 
9.4 

10  3 

11  6 
20.4 
24.1 
18.3 
15,9 

1930— 
Feb.     3   

11  0 

10  6 

11  8 
14,9 
24.9 
26.9 
20.9 
16,6 

1931— 
Jan.   19 

12  2 

Oct.  24 

Mar.25 

Mar.    2 

i3  7 

Dec.  20 .. 

M.iy  10     ..     . 

Aug.  20 

26  0 

Oct.  18 

20.8 

1929— 

July  28 

Deo.  22 

14  7 

Aug.  27 

Oct.   13 

April  25 

June    8.   . 

Dec.    4 

Aug.  23 

Nov.    4 

Dec.  30 

Measiiremfints  frooi  San  Gabriel  Valley  Protective  -Vs.=ociation. 
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B-82d-L-ll,  CARPENTER  ESTATE.     MAP  3 

Location  and  description — 100  feet  south  of  Orange  Street.  1400  feet  east  of  Gibson  Street,  cast  of 

Compton, 
Reference  point  -Top  of  platform,  at  ground,  to  and  including  January  22.  1929;  then  hole  in  casing, 

west  side,  1  fcK">L  below  ground. 
Elevation  of  reference  point — 75  to  and  including  January  22.  1929:  then  74;  from  LJ.  S.  G.  S.  topog. 

by  D.  W.  R. 
Use — Domestic. 
Depth  of  well— 230  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used— L.  A.  D.  of  W.  &  P.  No.  133;  L.  A.  Co.  F.  C.  D.  No.  1519. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  V. 

to  water 

surface,  feet 

Dale 

Dist.  R.  P. 

to  water 

surface,  feet 

1923- 
April27....  

Flowing 

/lowinc 

Flowing 
178 

1929- 

J«n    22 

Aug.    8.   - 

3  1 
19  0 

3  9 
21.1 

1931— 
Feb.  1. 

S.8 

April  3 

17.8 

1925- 
Dec    10 

19iO— 
Feb.    4.. 

Sept.  8 .-- 

V,3y    5 

Oct.    5 

II  9 

16  9 

Dec.    4 

10  6 

1928— 
Jan.  10 

Sept.  7 

^  leasurements  irom  Lf>s  Angeles  Department  oi  Water  and  Pov^r. 

B-83-J-11,  MR.  RAPP.     MAP  2 

Location  and  description — 50  feet  south  of  Bell  Avenue  and  100  feet  west  of  Wilcox  Avenue.  Bell. 
Reference  point — Top  of  casinfi.  1.4  feet  above  ground. 
Elevation  of  reference  point — 134.  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Domestic' 
Depth  of  weU— 189  feet. 

Diameter  of  casing — 5  inches.  _  „    „  „ 

Other  numbers  used— S.  G.  V.  P.  A.  No.  857:  D.  W.  R.  Bulletins  5   and  6.  No.  837-B-7;  U.  S.  G.  S. 
Downey  No.  8;  L.  A.  Co.  F.  C.  D.  No.  1522. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Dale 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dbt.R.P. 

to  water 

surface,  feet 

1927— 
Nov    9 

•37  0 

".35.0 
•:39.5 

4S.2 
•43  6 

39.1 

1929- 
Feb.  14.    -. 

•38  0 
•39  2 
•45  0 
49  'J 
47.7 

1930— 
Jan.   18 

42  9 

Mar.   7 

43  6 

1928— 
Jan.  24 

June    3 

.May  15 

45.1 

Sept.  13 

Xov.20. 

.*ug.    9 

Sept.  5 

Nov.24 

58  9 

May  23 

55.1 

Aug.  18 

■  b 

Oct.  19    

Dec.  20 

»  Mofsurement  from  United  States  Geological  Survey. 
b  Well  clogged  at  36  feet. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  a.^  noted. 

B-83i-J-ll,  WING  JICK.     MAP  2 

Location  and  description — 100  feet  south  of  Gage  Avenue.  250  feet  west  of  center  of  Los  Angeles 

River,  cast  of  Bell. 
Reference  point — ^Eidge  of  casing,  at  Rround.  »-  /-.   r-v 

Elevation  of  reference  point — 131.  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  r.  C.  D. 
Use — D«">mestic- 
Diameter  of  casing — 4  inches. 
Other  numbers  used — L.  A.  Co.  F,  C.  D.  No.  1532. 


Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1930- 
April  22 

38.6 
42.9 

1931- 
April  18          . 

45  1 
44.2 
46.2 

Alay  13 

Nor.  30  

Measurements  from  Los  .\iigeles  Countj  r  tood  Control  District. 


I 
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B-84-L-6,  CITY  OF  MANHATTAN  BEACH,  NO.   1.     MAP  3 

Log  Available. 

Location  and  description. — 15  feet  west  of  Sepuiveda  Boulevard.   190  feet  south  of  Eighth  Street. 

Manhattan  Beach. 
Reference  point— Hole  in  pump  base  where  air  line  enters.  1.5  feet  above  ground. 
Elevation  of  reference  point — 140.5,  from  levels  by  City  of  Manhattan  Beach. 
Use — Mun  ici  pal . 
Depth  of  well— 1000  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No   701B. 


Date 

Dist.R.P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 

154 

145.6 
M4S,5 
■153.5 

1931— 
April  21 

"102,0 
159  0 

1932— 
Jan.   14 

140.4 

.May  19 

1930— 
Jan.     8 - 

May    8 

Dec.  31 

"  Pump  down  10  minutes. 
Measurements  from  Los  Angeles  County  Flood  Coi'trol  District. 


B-85-L-7,  HERMAN  VETTER.     MAP  3 

Location  and  description — 125  feet  north  of  16th  Street.  400  feet  west  of  Camino  Real,  300  feet 

east  of  A,  T.  &!  S.  F.  Ry..  Hermosa  Beach. 
Reference  point— Top  of  casing,  2,5  feet  above  ground. 
Elevation  of  reference  point— '■)2.  from  aneroid  by  D.  W.  R. 
Use^ — -Domest  ic. 
Depth  of  well — 260  feet. 
Diameter  of  casing — 6  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No  703. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928 

1930— 

.85 

90  7 
91.5 
94.0 

1931— 

.•\prU21 

.May  14         

94,7 
92  6 
98.6 

1932— 
Jan.   14 

92.4 

Jan.     8 

Oct.     6 

May    8 

Dec.  31 

»  Measurement  by  owner. 
Measurements  from  Los  Angeles  County  Flood  Control  District. 


B-86b-M-7,  SOUTHERN  CALIFORNIA  EDISON  COMPANY,  LTD. 
Log  Available. 


MAP  3 


Location  and  description — 125  feet  north  of  Anita  Street,  300  feet  east  of  Camino  Real,  Hermosa 

Beach.     Back  of  ice  plant. 
Reference  point — Narrow  crack  in  top  of  casing,  1.3  feet  above  grour.d. 
Elevation  of  reference  point — 83,  from  aneroid  by  D.  W.  R. 
Use — Not  used. 
Depthof  well— 281  feet. 
Diameter  of  casing — 14  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  714. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  E.  P, 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Jan.     8 

85.0 
85,1 
8'2.9 

1931— 
.\pril  21 

86.2 
86.5 

1932- 
Jan.  14 

86,1 

Mav    8. 

Dec.  10 

Dec.  31 

Measurements  from  Los  Angeles  County  Flood  Control  District. 
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B-87-M-7,  CALIFORNIA  WATER  SERVICE  COMPANY,  OLD  No.  5.     MAP  3 

Log  Available. 

Location  and  description — 150  feet  north  of  Pearl  Street.  90  feet  west  of  Irena  Avenue,  Redondo 

Beach. 
Reference  point — Top  of  casinR.  114  feet  above  ground. 
Elevation  of  reference  point — 97,  from  aneroid  hy  D.  W.  R. 
Use— Not  used. 
Depth  of  well— 306  feet. 
Diameter  of  casing — 14  inches. 
Other  numbers  used — L.  A.  Co.  F.  C  D.  No.  716. 


Dute 

Dist.  U.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dbt.  R.  P. 

to  water 

surface,  feet 

1929- 
Aug   24 

lot  1 
101.  (i 

101.0 
100.3 

1  SSI- 
Jan.   28 

101.8 

101  4 
104  I 

102  4 
102  0 

1932- 
Jan. 

2 

102  1 

Dec.  20 

Mar.   4       

May  13 

1930— 
Mar.   4          

Nov.    4 

Dl'C.    2 

Maj'    8 -- 

Mfifvsuremi'nts  from  Los  Angeles  County  Flood  Control  District. 

Note. — Onnccted  with  old  No.  3  by  suction  pip3  throi^ti  tunnal  at  bstto.n  of  9J-foot  pit. 


B-89-L-7,  CLARENCE  S.  COOPER.     MAP  3 

Location  and  description — 75  feet  south  of  Dufur  .\vcnue.  120  feet  east  of  Inglewood-Redondo  Road 

(Wiscbum  Avenue),  Redondo  Beach. 
Reference  point— Hole  in  Lioard  cover  over  casing.  2  feet  above  ground. 
Elevation  of  reference  point — 110,  from  aneroid  by  D.  W.  R. 
Use — Domestic. 
Depth  of  well— Q7  feet. 
Diameter  of  casing — 4  inches. 
Other  numbers  used — L.  A.  Co.  F.  C.  D.  No.  721. 


Date 

Di.st.  R.  P. 

to  water 

surface,  feet 

Date 

Diit.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1929— 
Aug.  22 - 

87.8 

87. 4 
87.4 
90.0 

1931- 
April  16  

89  7 
S8  6 

1932- 
Jan.    14 

89.2 

Mav  14 

1930— 
Jan.     8 

May    8              .  .  . 

Dec.  31 

i 


Measurements  from  Los  .\ngclcs  County  Flood  Control  District. 


B-91-L-7,  AMERICAN  STATES  WATER  SERVICE  COMPANY,  NO.  13.     MAP  3 

Log  Available. 
Location  and  description — 140  feet  south  of  Chicago  Avenue  (Amestoy  Avenue).    15  feet  west  of 

Fifth  Avenue.  Lawndalc. 
Reference  point — fop  of  2  inch  pipe  entering  casing  at  bottom  of  pump,  1  foot  above  ground. 
Elevation  of  reference  point — 61,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Domestic. 
Depth  of  well— 438  feet. 
Other  numbers  used -I  lays  No.  14;  L.  A.  Co.  F.  C.  D  No.  740. 


Date 

Dkt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1029- 
Jan.  25 

01 
Oti 

1930— 
Jan.     3 

C9-4 
05. 9 
66,4 

1931— 
Jan.  23 - 

67.5 

Feb.    7          -  -  - 

Feb.  2C 

1932— 
Jan.   14 

May    8 

C8  3 

Mcasiiroment'!  from  Los  Angeles  County  Flood  Control  Dtstriot. 
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B-92C-L-7,  HAROLD  McALLISTER.     MAP  3 

Location  and  description — 20  feet  east  of  Hawthorne  Avenue.  800  feet  south  of  Electric  Street, 

Torrance. 
Reference  point — Top  of  casing  1  foot  above  ground. 

Elevation  of  reference  point — 101.  from  U.  S.  G.  S  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Ctomestic  and  irrigation. 
Depth  of  well— 218  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— Hays  No.  25:  L.  A.  Co.  F:  C.  D.  No.  743A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  U.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Jan      7 

106  1 
106  9 

1931— 
Jan.  28 

107.6 
109  5 
109  4 

1932— 
Jan.   14 

108  1 

May    8 

April  20 

May  16 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


B-92c-L-7»  AMERICAN  STATES  WATER  SERVICE  COMPANY,  NO.  15.     MAP  3 

Location  and  description — 600  feet  north  of  Riverside-Redondo  Boulevard.  1000  feet  east  of  Haw- 
thorne Avenue,  northwest  of  Torrance. 
Reference  point — Hole  for  air  line  in  pump  base,  at  ground. 

Elevation  of  reference  point — 72.  from  U.  S,  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Domestic. 

Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  752A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Au?.  27 

96.5 
"105.5 
•113 

93 

1930— 

Feb.  26 -. 

May    8 

75.8 
76.9 
78.0 

1931- 
April20 

80.0 

Aug.  27 

May    4 

1932— 
Jan.  14 

80  4 

Sept.   7 --- 

Dec.  31 

Sept.   7 

78.4 

•  Pumping. 
Measurements  from  Los  Angeles  County  Flood  Control  District. 


B-94-M-7*  BOB  VEDA  (DR.  ELLEN  WOOD  LEASE).     MAP  3 

Log  Available 

Location  and  description — 1  mile  west  of  Hawthorne  Avenue.  500  feet  south  of  Redondo-Long  Beach 

Road,  1 100  feet  east  of  southeast  corner  of  Reiondo  Beach  city  boundary. 
Reference  point — Hole  in  pump  base,  at  ground. 
Elevation  of  reference  point — 110.  from  aneroid  by  D.  W.  R. 
Use — Irrigation. 
Depth  of  well^-416  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used— Hays  No.  12;  L.  A.  Co  F.  C.  D.  No.  737. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Dale 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 
surface,  feet 

1930— 
Jan.     6 

116,5 
117  0 

1931— 
Jan.  31 

117  0 
125.1 
119  0 

May    I 

April  25 

Dec.  17 

Measurements  from  Los  Angeles  County  Flood  Control  District- 
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B-95-N-7.  BOB  VEDA  (DR.  ELLENWOOD  LEASE,  WELL  NO.  3).     MAP  3 

Log  Available. 

Location  and  description — 60  feet  north  of  Redondo-WilmiriRton  Boulevard.  800  feet  cast  of  benJ 

in  road.  0  8S  miles  west  of  Hawthorne  Avenue,  southeast  of  Rcdondo  Beach. 
Reference  point — Hole  in  casinff  under  pump  base.  2  feet  above  ground. 
Elevation  of  reference  point — 1 10.  from  aneroid  by  D.  W.  R. 
Use — Irrigation  and  domestic. 
Depth  of  well — 3Ci7  feet 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  739. 


Date 

Dist.  R.P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  P.  P. 

to  water 

surface,  feet 

1930— 
Feb.  12 

11.5.1) 
116.5 

1931— 

Jan.  28 

May  19  

117  1 

US  3 

im.i 

May    1 

Nov.  25 

Measurements  from  Los  Ani^eles  County  Flood  Control  District. 


B-95b-N-7,  STANDARD  OIL  COMPANY,     MAP  3 

Location  and  description — 100  feet  north  of  Lomita  Boulevard.  0  2  miles  cast  of  Hawthorne  Avenue, 

Torrance. 
Reference  point — Hole  in  cover  over  casing.  1  !4  feet  above  ground. 
Elevation  of  reference  point — 73,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Not  used. 

Diameter  of  casing— 7  inches- 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  758. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist,  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Feb.    0 

81.9 
82.4 

1931- 

Jan.  28 

April  14 

89.1 
84.0 

1932— 
Jan.   19- 

87. S 

May    1 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


B-95d-N-8.  WESTON  RANCH,  NO.  3.     MAP  3 

Log  Available. 

Location  and  description —  H  mile  east  of  Hawthorne  Avenue.  3316  feet  south  of  Lomita  Boule- 
vard; 0.4  miles  north  of  Redondo-Wilmington  Boulevard.  Torrance. 
Reference  point — Hole  at  base  of  pump,  at  ground. 
Elevation  of  reference  point — 1 1 1,  from  aneroid  by  D.  W.  R. 
Use — ^Irrisation. 
Depth  of  well— 450  feet. 
Diameter  of  casing — 14  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  759. 


Date 

Dist.  K.  P. 

to  water 

surface,  feet 

Date 

Dist.  U.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1920 

■93 
li7.7 

1931— 
May    7 

126.4 

1932— 
Jan.   12 

128.1 

1930— 
May    1. .  - 

»  When  drilled. 
Mea.surenients  t:iken  from  Los  .Angeles  County  Flood  Control  Dbttrict. 
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B-96-L-8,  BEN  LONG.     MAP  3 
Log  Available. 

-500  feet  west  of  Cypress  Avenue, 


Location  and  description 

of  Gardcna. 

Reference  point — Hole  in  pump  base  near  oil  pipe.  1  foot  above  ground. 
Elevation  of  reference  point — 50.  from  U.  S.  G.  S.  topog.  by  L.  .'\.  Co.  F.  C 
Use— Irrigation. 
Depth  of  well— 485  feet. 
Diameter  of  casing— 14  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  770. 


'4  mile  south  of  Am^-stoy  Avenue,  west 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1926- 
.4prill7 --.. 

1930— 
May    8 

•50 

59.2 
59.4 

1931— 

April  14 

May    4 

W  0 
60.9 

1932— 
Jan.  20 

60.0 

Dec.  31  

■When  drilled. 
Measurements  from  Los  Angeles  Coimty  Flood  Control  District. 


B-96d-L-8,  BEN  LONG.     MAP  3 

Log  Available. 

Location  and  description — 0.27  miles  north  of  Rivcrside-Redondo  Boulevard,  125  feet  east  of  Cypress 

Avenue,  west  of  Gardcna. 
Reference  point — Top  of  2  inch  planks  over  well  at  base  of  pump,  1  foot  above  ground. 
Elevation  of  reference  point — 4<S.  from  U,  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Not  used. 
Depth  of  well— 188  feet. 
Diameter  of  casing — 8  inches. 
Other  numbers  used— S.  G.  V.  P.  A.  No.  953-F;  L.  A.  Co.  F.  C.  D.  No.  771A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface  feet 

1930- 
Oct.  11 

60.1 
55.4 
54.7 

1931— 
Jan.    15   

53,9 
53.3 
56.2 
56.7 
54.6 
50  9 

1931— Cont. 

July  23 

Sept.   3 

58.6 

Nov  24 

Feb.   16 

57.7 

Dec.  22 

Mar.  23     

Oct.     1 

57.3 

April  20 

Nov.  23       

55.2 

Mav    4          

Dec.  22 

52.8 

Measurements  from  San  Gabriel  Valley  Protective  As.sociation . 


B-lOO-N-8,  STANDARD  OIL  COMPANY,  NO.   1.     MAP  3 

Log  Available. 

Location  and  description — 2700  feet  south  of  Camino  Real.  6300  feet  west  of  Narbonne  Avenu^. 

Torrance.     At  pipe  line  pumping  station. 
Reference  point — Hole  in  cover  over  casing.  0.8  feet  above  ground. 
Elevation  of  reference  point — 82.  from  U.  S.  G.  S.  toiX)g.  by  L.  A.  Co.  F.  C   D. 
Use — Industrial  and  domestic. 
Depth  of  well — 404  feet. 
Diameter  of  casing — ^12  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  768. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Feb.    8 

90  3 
90,5 

1931— 

Jan.   28. 

April  21 

91.6 
93.0 

1932— 
Jan.   19.- 

95,0 

Mav    1 

Measurements  from  Los  Angeles  County  Flood  Control  District. 
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DIVISION    OF    WATER   RESOURCES 


B-lOl-L-8,  A.  KRUMDICK.     MAP  3 

Location  and  description — 100  feet  north  of  Rivcrside-Redono  Boulevard.  75  f^ct  c:is'.  of  .\riington 

Avenue.  Gardena. 
Reference  point — ^  fop  of  casing,  \.5  feet  above  ground. 

Elevation  of  reference  point— 45,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Domestic. 
Depth  of  well — 40  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used — L.A.  Co.  F.  C.  D.  No.  781 . 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUl.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feei 

1930— 
Jan.    10     . 

48. '0 
49  7 
42  9 

1931— 
.\pril  16       .  .       . 

36,1 
36.0 

1932— 
Jan.  23.... 

33.0 

May    1 

May    4 

Dec.  31 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


B-101a-U8.  C.  G.  PURSCHE.     MAP  3. 

Location  and  description — On  north  line  of  Rivcrside-Redondo  Boulevard,  1 50  feet  west  of  Arlington 

Avenue,  Gardena. 
Reference  Point — Top  of  casing,  at  ground. 

Elevation  of  reference  point— -43,  from  U.  S.  G.  S.  topwg.  by  D.  \V.  R. 
Use — Abandoned . 
Depth  of  well— 200  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  D.  of  W.  &  P.  No.  350;  L.  A.  Co.  F.  C.  D.  No.  781  A. 


Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1904- 
Dec.    6 

•32.3 
■26.6 
»26.2 
•34.7 
"27.3 
"31  8 
•28.8 

1913— 
Oct.  15      

■30.0 
■31.9 
•35.0 
•33.8 
■14  2 
40  1 
40  6 

1928— 
July     6 

41.6 

1905- 

Deo.  14....  

1914- 
Nov.  18 

1915- 
Nov.   5        . 

.Nov.   6 

1929— 
Jan.  22              .  . 

35.1 
32.1 

1906 

AuR.  16 

'■47.8 

Dec    14 

1930— 
Jan.  21         

1907- 

1918— 
Oct.  16 

35.2 

Feb.    5 

39  8 

1920— 
Nov.  18  

Mar.  28 

42.6 

.'Vpril28 

50.4 

Dec    17 

May  23 

51.6 

1925— 
Dec.  20 

June  27 

July  24 

52.6 
48  6 

Oct.     7 

.\ug.  27 

Sept.  25 

39.1 

1910- 
Dec   30 

1926— 
June  20 

Destroyed 

«  Measurement  from  l.Tnited  States  Geological  Survey, 
h  Pumpinc 

Mcasurcment.s  from  IjOs  Angeles  Department  of  Water  and  Power  except  as  noted. 

Note.— Oasiiig  had  collapsed  at  91  feet  prior  to  September  25,  1930. 
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B-lOlc-L-8,  MR.  PETERSON.     MAP  3 

Location  and  description — 50  feet  cast  of  Western  Avenue,  300  feet  south  of  Market  Street,  0.4  miles 

south  of  Riversidc-Redondo  Boulevard,  Gardcna. 
Reference  point — Top  of  casing,  2  feet  above  ground. 
Elevation  of  reference  point — 44,  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Domestic. 
Depth  of  well — 42  feet. 
Diameter  of  casing — 8  inches. 
Other  numbers  used — L.  A.  Co.  F.  C.  D.  No.  791. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

1930— 
Jan.  16  .  .  _  

29.6 

1931— 
April  16..  .  - 

30  5 

30  5 

1932— 
Jan.  20 

30  2 

May    4- ..- 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


B-102-L-8,  MRS.  JENNIE  LEWIS.     MAP  3 

Log  Available 

Location  and  description — 150  feet  east  of  Arlington  Avenue,   li  mile  north  of  Strawberry  Street, 

Torrance. 
Reference  point — Top  of  casing  in  concrete  floor.  0.5  feet  above  ground. 
Elevation  of  reference  point— 41.  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Domestic. 
Depth  of  well— 261  feet. 
Diameter  of  casing — 8  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  782. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 
Feb.    6. -- 

47,9 
50.0 
61.0 

1931— 

April  14... 

May  12 

HO 
51.7 

1932— 
Jan.  20... 

50.5 

May    1          

Dec.  31 

Measurements  irom  Los  Angeles  County  Flood  Control  District. 


B-103-M-8,  COLUMBIA  STEEL  COMPANY,  NO.  2.     MAP  3 

Log  Available 

Location  and  description — 500  feet  south  of  208th  Street.   1 100  feet  east  of  Arlington  Avenue,  Tor- 
rance. 
Reference  point — Hole  where  air  line  enters  base  of  pump,  at  ground. 
Elevation  of  reference  point — 65.  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Industrial. 
Depth  of  well — 653  feet. 
Diameter  of  casing — 14  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  785. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Feb.     1 

79,5 
81.8 

1931— 

Jan.  28... 

April  16 

iMay  12. 

82  0 
82.8 
81  7 

1932— 
Jan.   13 

83  5 

May    1 

Measurements  from  Los  jVngeles  County  Flood  Control  District. 
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DIVISION    OF   WATER   RESOURCES 


B-103b-L-8,  SOUTHERN  CALIFORNIA  EDISON  COMPANY^  LTD.     MAP  3 

Log  Available 

Location  and  description — 250  feet  west  of  Western  Avenue.  300  feet  north  of  190th  Street  (Domin- 

gucz  Street),  Torrance. 
Reference  point — Top  of  4"  x  6"  block  over  casing  1.5  feet  above  ground. 
Elevation  of  reference  point — 58.  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use  —  Industrial. 
Depth  of  well— 550  feet. 
Diameter  of  casing^l2  inches. 
Other  numbers  used— S  G.  V,  P.  A.  No.  1212;  L.  A.  Co.  F.  C.  D.  No.  794. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  r. 

to  water 

surface,  feet 

Date 

Dial.  R.  P. 

to  water 

surface,  feet 

1930- 
Jan.     7 

77,1 
77.8 

1931- 
Jan.  28 

76.8 
85  1 

75  8 

1932— 
Jan.   13 

76  2 

May    1              -  . 

April  14 

Xfay    4              .  . 

i 


Measurement"  from  Los  Angeles  County  Flood  Control  District. 

B-lOS-N-8,  BOB  VEDA  (KETTLER  LEASE).     MAP  3 

Log  Available 

Location  and  description — 1 50  feet  cast  of  end  of  Pine  Avenue.  0.2  miles  east  of  Eshelm  Avenue,  south 

of  Torrance. 
Reference  point— Hole  in  pump  base,  at  ground. 

Elevation  of  reference  point — 90.  from  U.  S,  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — irrigation. 
Depth  of  well— 4^5  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  Co,  F.  C.  D.  No.  788. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1925— 
Oct. 

»92 

i'104 
t>104 

1931— 
Jan.  28 

109 
104 
106 

1932- 
Jan.  20 

105.5 

April21 

1930— 

Maj  12                 .  . 

Feb.    8 

April  30 

«  When  drilled, 
b  Not  certain,  oil  in  casing. 
Mejisiirements  from  Los  .\.ngcles  County  Flood  Control  District. 


B-105a-M-8,  MR.  REEVES.     MAP  3 

Location  and  description — 50  feet  cast  of  Halldale  Avenue  extended,  100  feet  south  of  228th  Street 

0  2  miks  west  of  Normandie  Avenue,  southeast  of  Torrance. 
Reference  point^  Top  of  board  over  casing,  1  foot  above  ground. 
Elevation  of  reference  point — 55,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use^Domcstic. 
Diameter  of  casing — 5  inches. 
Other  numbers  used— L,  A.  Cx>  F.  C.  D.  No.  798. 


Date 

Dist.  R.P. 

to  water 

surface,  feet 

Date 

Dist.  U.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Jan.  31 

64  4 
66  8 
66  6 

1931- 
Jan.  28 

66.8 
67  1 
67  0 

1932- 
Jan.  20 

68  5 

A|>rU30 

April  14 

Dm.    3 

.May  12 

.Mrasuremputs  from  Los  Angeles  County  Flood  C9ntrot  District. 
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B-106-L-8,  AMERICAN  STATES  WATER  SERVICE  COMPANY,  NO.  2.     (FORMERLY 

GARDENA  VALLEY  WATER  COMPANY).     MAP  3 

Log  Available 

Location  and  description — 50  feet  south  of  Amestoy  Avenue,  30  feet  west  of  Esther  Street  extended, 

Gardcna.      Wooden  pump  house. 
Reference  point — Hole  for  air  line  in  pump  base  0.5  feet  above  ground. 
Elevation  of  reference  point — 53.  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Municipal. 
Depth  of  well— 680  feet. 
Diameter  of  casing — lb  inches. 
Other  numbers  used— L.  A.  D.  of  W.  &P.  No.  413;L.  A.  Co.  F.  C.  D.  No.  800. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1927— 
Julj-    6 

75  8 
70  2 

73.8 

1930- 
Mar.    6 .-. 

70  li 

«73  4 

80  5 

"104.0 

1931— 

Feb.  19 

April  22 

Mav    9 

71  7 

Nov.   8 

May    1 

Sept.    9 

»77.9 

•75  2 

1929— 

Dec.    3 

June  12 

77.3 

Dec    12 

Aug  27 

81  7 

Sept.  28 

80  6 

Nov.  17 

77  7 

»  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  Los  Angeles  Department  of  Water  and  Power  except  as  noted. 


B-106a-L-9,  MRS.  ROBERTSON.     MAP  3 

Location  and  description — 200  feet  north  of  Riverside-RcdonJo  Boulevard,  0,22  miles  east  of  Main 

Street,  east  of  Gardena. 
Reference  point — Top  of  casing.  2  feet  above  ground. 

Elevation  of  reference  point — 77,  from  U.  S.  G.  S.  topog.  by  L.  A,  Co.  F.  C.  D. 
Use — Domestic. 
Depth  of  well— 1  56  feet. 
Diameter  of  casing — 6  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  820. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  E.  P. 

to  water 

surface,  feet 

1930- 
Jan.   16              

82.8 
84.7 
■88.9 

1931— 

April  22 

M.iy    9 

1>32  7 
85.1 
90.1 

April30 

Dec.    3 

Nov.  23 

*  Stopped  windmill  to  measure. 
*>  Down  10  minutes. 
MeasuremPnts  from  Los  .Angeles  County  Flood  Control  District. 


B-106b-L-9,  SHULER  DUNN.     MAP  3 

Location  and  description — 25  feet  east  of  Broadway.  100  feet  north  of  Olive  Street  (ICiIst  Street). 

cast  of  GarJcna. 
Reference  point — Top  of  4 '  'x4 ' '  block  over  casing,  1 . 5  feet  above  ground . 
Elevation  of  reference  point— 43,  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Irrigation. 
Depth  of  well — 45  feet. 
Diameter  of  casing— 7  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  821. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Jan.  16  

33.8 
33.9 
34  9 

1931— 
April  22 

37.0 
34  0 
34  8 

April  30 

May    9 

Dec.    1           

Nov.23 ... 

Measurements  from  Los  Angeics  County  Flood  Control  District. 
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B-108-M-8,  F.  S.  AUSTIN.     MAP  3 

Location  and  description— 200  feet  north  of  East  Road.  130  feet  east  of  Walnut  Street,  cast  of  Tor- 
rance. 
Reference  point — Top  of  6"x6"  blocks  over  casing.  1  foot  above  around. 
Elevation  of  reference  point — 36.  from  U.  S.  G.  S.  topog.  by  U-  A.  Co.  F.  C,  D. 
Usc^Not  used. 
Diameter  of  casing — 7  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  805. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

1930— 
Feb.    1 

46.2 
45  0 
46.8 

1931— 
April  22       

47.2 
40,7 
47.8 

April  30 

May    9.   .- 

Dec.    3       

Dec.     1 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


B-109C-M-9,  DOMINGUEZ  WATER  COMPANY.     MAP  3 

Log  Available 

Location  and  description — 50  feet  south  of  Carson  Street.  0.45  miles  east  of  Harbor  Boulevard,  north 

of  Wilmington. 
Reference  point — Top  of  casing.  2  feet  above  ground. 
Elevation  of  reference  FM>int— 29,  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Not  used. 
Depthof  well— 1701  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used — L.  A.  Co.  F.  C.  D.  No.  826. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Jan.   16 

18.2 
18.4 

19.7 

1931— 
April  15 

20  2 
19.7 

21  9 
21   7 

.■^prilSO -.-- 

Dec.    3 

May    8 

Sept.    2 

Nov.23 

Measurements  from  Los  .A.ngelea  County  Flood  Control  District. 


B-109d-M-9,  J.  E.  HOEPTNER.     MAP  3 

Location  and  description — 125  feet  east  of  Main  Street.  0.18  miles  south  of  Carson  Street,  north  of 

Wilmington. 
Reference  point — Top  of  clamp  0.3  feet  above  ground,  to  and  including  June  10.  1930;  then,  top  of 

casing  2.8  feet  above  ground. 
Elevation  of  reference  point — 38  to  and  including  June  10.  1930;  then,  40.5   from  U.  S.  G.  S.  topog. 

by  D.  W.  R. 
Use — Domestic. 
Depth  of  well— 200  feet. 
Diameter  of  casing — 4  inches. 
Other  numbers  used— S.  G.  V.  P.  A.  No.  921A;  L.  A.  Co.  F.  C.  D.  No  827. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1930- 
Fcb.    8 

34.6 
34,6 
37.1 
35.2 

38  0 
38.1 

39  9 
39.1 
38.2 

1931— 
Jan.   13 

36.8 

36  0 
36.5 
39.7 

37  2 
40.9 

1931— Cont. 
Aug.  21 

41.0 

•Mar.    4 

April  22 

Feb.  17 

Mar.  17 

April  14 

Sept.  17 .-. 

Oct.   15 

40.7 
41.4 

May  15 

Nov.24 

Dec.  23 

39  2 

June  10     .   .     . 

May    7 

38.1 

July     8 

Aug.  28 

Nov.  25 

Deo.  23         .  ... 

Measurements  from  Ssn  Gabriel  Valley  Protective  Association. 
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B-llOa-N-9,  FRED  FIESEL,     MAP  3 

Location  and  description — 100  feet  east  of  Vermont  Avenue.  1500  feec  nortli  of  Rocha  Screct,  north 

of  Wilmington. 
Reference  point — Top  of  casing.  I.l  feet  above  sround. 
tie' "tion  of  reference  point— 46,  from  U.  S.  G.  S.  topog,  by  D.  W.  R. 
Use — Domestic. 
Depth  of  well— 220  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  818. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 
.TaD    31 

65  6 
70  4 
68.1 

1031- 
April  15           

09  2 
68  0 
68  8 

April  30 

May    8 

Dec     3 

Dec.    1           .  .  .  . 

Measurements  from  Las  Angeles  County  Flood  Control  District. 


B-IlOb-N-9,  TED  KLEINMEYER.     MAP  3 

Location  and  description — 195  feet  west  of  Main  Street,  210  feet  north  of  Roclia  Street,  north  of 

Wilmington. 
Reference  point — ^g-inch  hole  in  cover  at  base  of  pump.  1  foot  alxive  ground. 
Elevation  of  reference  point — 43,  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Domestic. 
Depth  of  well— 120  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  829. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 

Feb.  11 

April  26 

Deo.    3 

67,6 
70  0 
70.2 

1931- 

.\prill5 

May    9 

71.fi 
70.1 
72  S 

Nov.  23 

Measurements  from  Lo3  Angeles  County  Ffood  Control  District. 


B-lU-L-9,  MRS.  M.  CONDREN.     MAP  3 

Location  and  description — 50  feet  west  of  Avalon  Boulevard.  100  feet  south  of  Palm  Avenue  (165th 

Street),  east  of  Gardena. 
Reference  point— Top  of  casing,  0.5  feet  above  ground. 

Elevation  of  reference  point — 55,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — EDomestic. 
Depth  of  well— 90  feet. 
Diameter  of  casing — 8  inches. 
Other  numbers  used— L,  A.  Co.  F.  C.  D.  No.  83 IB. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water/ 

surface,  feet 

1930— 
Feb.    4          

53.9 
53.8 
55  8 

1931— 
April  22 

5S.3 
55.9 
57.4 

April  30 

May    8 

Dec.    5 

Nov.23 

Measurements  from  Los  .\ngcle.s  County  Flood  Control  District. 
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DIVISION    OF    WATER   RESOURCES 


B-112-L-9,  JOHN  LARRONDE.     MAP  3 

-50  feet  south  of  Victoria  Street.  50  feet  west  of  Avalon  Boulevard.  south- 


Location  and  description- 
east  of  Gardcna. 
Reference  point — Hole  in  base  of  pump,  at  ground. 
Elevation  of  reference  point — 45.  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Not  used. 

Diameter  of  casing — 14  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  833. 


Date 

Dist.  R.  r. 

to  water 

surface,  feet 

Date 

Di.st.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Jan    31 

48  7 
48  C 
50,4 

1931— 
.May    9.-- 

.■iO  3 
5-.'  8 

Nov.23 

Dec.    3            

Measurements  from  Los  Angeles  County  Flood  Control  District. 

B-I13-M-9,  DOMINGUEZ  RANCH  COMPANY,  NO.   1.     MAP  3 

Log  Available. 

Location  and  description — 400  feet  west  of  Avalon  Boulevard.  I.l  miles  south  of  Victoria  Street 

east  of  Torrance. 
Reference  point — ^s-inch  hole  bored  through  wooden  plug  in  top  of  casing,  2  feet  below  ground. 
Elevation  of  reference  point — 12,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Not  used. 
Depth  of  well— 751  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  834. 


Date 

DLst.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dbt.R.P. 

to  water 

surface,  feet 

1930— 
Feb    21 

28.3 
29  4 
35  8 
34  4 
33  9 

1931— 
\yni  22      

36  2 
35  3 

35  7 

May    9 

Aug  30 

Nov.  23 

Sept.  27 

Dec.    3         

I 


Measurements  from  Los  .\ngelcs  County  Flood  Control  District. 


B-115a-N-9,  SOUTHERN  CALIFORNIA  EDISON  COMPANY,  LTD.     MAP  3 

Log  Available. 

Location  and  description — 100  feet  south  of  Rocha  Street.  300  feet  east  of  Broad  Street,  northeast 

of  WilminRton. 
Reference  point — Top  of  open  casing,  2  feet  above  ground. 

Elevation  of  reference  point — 40.  from  U.  S.  G.  5.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Industrial. 
Depth  of  well— 550  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— S.  G.  V.  P.  A.  No  924B:  L.  A.  Co.  F.  C,  D.  No.  839A. 


Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Jan.  31 

02  4 
()5  0 
66.0 

1931— 
May    9 

65.2 
65  9 

April  26 

Nov.23 

Dee.    3 

Measurements  from  Los  Angeles  Coxinty  Flood  Control  District. 
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B-llSb-N-9,  EDWIN  W.  SANDERSON.     MAP  3 
Log  Available. 
Location  and  description — 135  feet  west  of  Broad  Street,  400  feet  north  of  Lomita  Boulevard  (Reyes 
Street),  85  feet  south  of  248th  Street,  300  feet  east  of  Avalon  Boulevard,  northeast  of  Wilmington. 
Reference  point — Top  of  casing,  south  side  at  ground. 
Elevation  of  reference  point — 43.  from  U.  S.  G.  5.  topog.  by  D.  W.  R. 
Use  -Not  used. 
Depth  of  well — 415  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used— L.  A,  D.  of  W.  &  P.  No.  69;  L.  A.  Co.  F.  C.  D.  No.  839B. 


Date 

Dist.  R.P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1923— 
Mar.  30 

47  9 
04  S 
69  4 

1928- 
Aug.  30 , 

1929— 

Jan.  22 

Aug.    »--.. 

1930  - 

Jan.     6 

Aug.    5 

08.7 

05  4 
75  5 

70  2 
77.0 

1931— 
Feb.  11 

71,  S 

7.3.8 

1926— 

73.1 

.\'ov.  11 

July     7 -.-- 

76.3 

Aug.    7.. - 

77.5 

1927— 
.\ug.    3 

Sept.   4 

Oct.     5 -- 

Nov.    4 

Doc.    4 --. 

76  8 
70. 3 
75,5 
73.5 

Measurement';  from  La^  Ani;eles  Departaient  oi  W.itrr  and  Power. 


B-115g-N-9,  RICHFIELD  OIL  COMPANY,  NO.  3.     MAP  3 

Log  Available. 

Location  and  description— 1060  feet  north  of  point  on  Rocha  Street.    1700  feet  west  of  Alameda 

Street,  west  of  Long  Beach.     At  refinery. 
Reference  point— Ground 

Elevation  of  reference  point — 35.  trom  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Industrial. 
Depth  of  well— 800  feet. 
Diameter  of  casing — -24  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  858B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1924— 
April  11... 

45 
63  3 

51,3 
68,5 
02  9 

59,5 
74  0 
65.7 

1Q27— 
J.an.     1           .     -.. 

CO  8 
69.1 
70  2 
79  5 
72.9 

03,1 
58.8 
72  0 
63.7 

1929— 
Jan. 
April 
May 
Aug. 
Nov. 

1930— 
Jan. 
Mar. 
Nov. 
Dee. 

1931  — 
April 
June 

1 

! 

63  0 

Aug.  13 

May    1 

70.5 

June    1 

1 

67  8 

1925— 
Feb.     1 

Aug.    1 

Dec.     1 

1928— 
Jan.     1 -  - 

1 

1 

1 

1 

76  9 

77  a 

Sept.    1 . 

Dec.    1 

72,3 

1926— 

Feb.     1 

71  7 

Jan.     I 

.A.ug.    1 

Dec.     1 ,  

6 

2 

79  0 

July     1 

74  0 

Dec.    1 

1- - 

1_ 

73  3 
71,5 

Measurements  from  Los  Angeles  County  Flood  Control  District. 
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DIVISION    OF    WATER   RESOURCES 


B-llfr-L-lO.  H.  B.  SCHILDWACHER.     MAP  3 

Location  and  description — 500  feet  east  of  Compton  Avenue,  100  feet  north  of  Olive  Street,  Compton 

Reference  point — Top  of  casiiiK,  1.3  feet  above  ground. 

Elevation  of  reference  point — 71,  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 

Use — Not  used. 

Depth  of  well  —  1 1 0  feet . 

Diameter  of  casing — 7  inches. 

Other  numbers  used— S.  G.  V.  P.  A.  No.  951  A;  L.  A.  Co.  F.  C.  D.  No.  861. 


Date 

Dist.  U.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1929— 
Jan.     8 

30  8 
30  5 
36.1 
48,1 
43  3 
40.6 
38.9 

1930— 
Jan.     7 

30  8 
33  0 

39  4 
46.4 
43  8 

40  4 

1931- 
Feb.  23 

37.1 

April  19 

Mar.  2.'i       . 

April  20 

Mav    4 

43.6 

May  24 

May  25 

40  4 

.\ug.  11 

Oct.   28 

Dec.  22 

45.1 

July  13 

July  23 

52  2 

Sept.  28 

Sept.   3 

48  4 

Nov.  26       

Oct.  28 

46  7 

Dec.  22 

42.4 

Measurpment-*  from  San  Gabriel  Valley  Protective  Association. 


B-116C-L-10,  CITY  OF  COMPTON.  MAGNOLIA  PLANT  NO.  4.     MAP  3 

Log  Available. 

Location  and  description — 75  feet  north  of  Magnolia  Street,  500  feet  east  of  P.  E.  Ry  ,  100  feet  west 

of  Tamarind  Street.  Compton, 
Reference  point — (a)  Bottom  edge  of  pump  base,  0.5  feet  above  ground;  (b)  top  of  coupling  on  air 
line,  0»  feet  above  ground. 

Elevation  of  reference  point — (a)  68.5;  (b)  68.9;  from  U.  S.  G.  S.  topog    by  D,  W.  R. 
Use  —Domestic- 
Depth  of  well  —714  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used— S.  G.  V.  P.  A.  No.  952C;  L.  A.  Co.  F.  G.  D.  No.  870. 


Date 

Di.st.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929- 
Aug.  12 

•37.3 
'38  9 
«38  5 

1930— 

Jan.   16 

Mar.  14 

Mav    2 

■'■32  2 
"28.8 
■31  4 
1>34  9 
i>33,6 

"32  5 

1C31— 

Jan.   15 

Mar.    2 

''34.7 

Sept.  26 

■27.0 

Nov.  12 

May  15 

■<-38  1 

.•iug.  11 

Oct.   13 

Dec.    4 

*  R^'fcrcncp  point  (*)  \iscd. 
*>  Reference  point  (b)  used. 

«  Measurement  from  I^os  Angeles  County  Flood  Control  District. 
Measurements  from  San  Gabriel  Valley  Protective  A£.sociation  except  as  noted. 


B-U7-L-10,  I.  W.  HELLMAN  RANCH.     MAP  3 

Location  and  description — 100  feet  east  of  Wilmington  Avenue.  0.6  miles  north  of  Victoria  Street. 

southwest  of  Compton. 
Reference  point — Top  of  blocks  over  casing.  2  feet  above  ground. 
Elevation  of  reference  point — 99,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use— D*-)mcst  ic. 
Diameter  of  casing — 7  inches. 
Other  numbers  used — L.  A.  Co.  F.  C.  D.  No.  862. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  1'. 

to  water 

surface,  feet 

1930- 
Jan.  31 

65.0 
68.5 
71.5 

1931— 
April  25 

74.8 
73.8 
73.8 

April  28 

May  15              .  . 

Dee.    5 

Nov.  23 

I 


Mcaifurcmcnta  from  Los  Angeles  County  Flood  Control  District. 
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B-nS-M-lO,  JESUS  CRUZ.     MAP  3 

Location  and  description — 50  feet  south  of  Los  Angeles  Street  (Delano  Street).  600  feet  west  of  Ala- 
meda Street,  south  of  Com:-»ton, 
Reference  point — Top  of  casing,  at  Rround. 

Elevation  of  reference  point — 34.  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Domest  ic . 
Depth  of  well— 175  feet. 
Diameter  of  casing— 10  inches. 
Other  numbers  used— W.  S.  P.  138.  No.  839.  Downey;  L.  A.  Co.  F.  C.  D.  No.  875. 


Date 

DLst.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1904 

" 

IMO— 
Feb.     1 

30.6 
30-2 
38.0 
36.6 

1931^ 

April  25 

May    9 

43.7 

April  25 

41.4 

Oct.   15       

Nov.  23 

38.7 

Dec.    1... 

a  Measurement  from  W.  S.  P.  138. 
Measurements  from  Los  Angeles  County  Flood  Control  District. 


B-118e-M-10,  MARTIN  BROTHERS.     MAP  3 

Location  and  description — 0.2  miles  north  of  Dominguez  Street,  150  feet  west  of  Rice  Street.  0.27 

miles  west  of  Alameda  Street,  south  of  Compton. 
Reference  point — Top  of  clamp.  1.3  feet  above  ground. 
Elevation  of  reference  point — 31.  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — IDomestic . 
Depth  of  well— 185  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used— L.  A.  D.  of  W.  &  P.  No.  14;  S.  G  V.  P.  A.  No    922-D;  L.    A.  Co.   F.  C.   D 

No,  875F. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1923— 
.Mar.  27       

M8.3 

•34,5 

•27.6 
•41,7 

1930— 
Feb.    8 

29  2 
•2S.4 
31.5 
29  4 
42  i; 
35.6 
46.8 
39,8 
40.0 
38  6 

1931— 

Feb.  17 

Mar.   4 

April    3 

May    5 

Jvme    7 

32.4 

1928— 

Mar.  17 

April  22 

•34.7 
•43  6 

Oct.  24 

May  15 

•35  6 

June  10  

•44  3 

1929— 
Jan.  22.     . 

July  29 

Au?.  28 

Oct.   14 

Sept.   4 

Dec.    4 

•42.3 
•37  2 

Nov.    7 

Nov.  11 

Dec.  23 

*  Measurement  from  Los  Angeles  Department  of  Water  anj  Power. 
Measurements  trom  San  Gabriel  Valley  Protective  Association  except  as  noted. 
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B-119-M-9,  J.  P.  HOEPTNER.     MAP  3 

Location  and  description— 1000  feet  south  of  Carson  Street.  150  feet  east  of  Wilmington  Avenue. 

0.4  miles  north  of  22  id  Street,  northeast  of  Wilmington. 
Reference  point — lop  of  casing,  2  4  feet  alx)vc  ground. 
Elevation  of  reference  point — 24,  from  U.  S.  G.  S.  topog.  by  D.  W.  K. 
Use — CXimestic. 
Depth  of  well~200  feet. 

Diameter  of  casing — 6  inches,  .      .     ^     ,- 

Other  numbers  used— S.  G.  V.  P.  A,  No.  921 ;  D.  W.  R.  Bulletins  5  and  6.  No  q21-H-10;  L.  A,  Co,  F. 

C.  D.  No.  867, 


Date 

Dist.  U,  P. 

to  water 

surface,  feet 

Date 

DUt,  R.  I'. 

to  water 

surface  feet 

Date 

Dbt.  R.  P. 

to  water 

surface,  feet 

1928— 

•35  8 
31  S 

32.1 
•34  9 
34.7 

•37,5 

1030- 
Jan.  22 

'^4  7 
»35  9 
''37  5 

1931- 
April25 

1-39  1 

De^   24 

April  28 

May  15 

>>38  3 

Dec     5 

Nov.  23 

1^9  7 

1929— 
April  19 

Mny  24         

July    8 

Aug.    5 

■  Well  500  feet  ea^t  pumping. 

•>  Mervsurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  San  Oabrifl  Valley  Protective  .Association  except  as  note^i. 


B-119q-M-10,  P.  M.  BANGLE.     MAP  3 

Log  Available. 

Location  and  description — 100  feet  south  of  223d  Street  (Wilmington  Street).  300  feet  east  of  Alameda 

Street,  northeast  of  Wilmington. 
Reference  point— Top  of  ca.sins.  at  ground. 

Elevation  of  reference  point— 24,  from  U.  S.  G.  S.  topog  by  D  W.  R. 
Use— Domestic. 
Depth  of  well— 140  feet. 

EHameter  of  casing — 5  inches.  „  „  ,  _    «    , 

Other  numbers  used— S  G.  V.  P.  A.  No.  925;  L.  A.  D    of  W.   &  P.   No.    8;   Stare   Div.  of  H.  &  1. 

No.  17,  Downey  Quad;  D.  W.  R.  Bulletins  5  and  6.  No.  925-.V10;  L,  A.  Co.  F.  C.  D.  No.  877. 


Date 

Dist,  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Aug  20 

35  8 
•35.5 
28.4 

•25,3 
31.8 
33  1 
35.2 

•30.0 

1930— 
Feb.     7               .  .  - 

30  7 
•26  0 
35  3 
37  5 
41.6 
39.2 
45  5 
39.0 
•37.0 
30,5 
37  3 

1931— 

Fob,  11 

Mar.  17 

April  21     

•30  4 

Mar.  17 

32  6 

Dee.  24 

.\pril22 

May  27 

42  1 

June    5 

Aug.    6  

35  2 

1929— 
Jan.  22 

June  25 

Julv  29 

48.7 

Aug.  21 

Oct.   15 

33  5 

April  19 

Aug.  28           .... 

37  3 

May  24 

July  13 

Sept   10 

Nov.  12 

36  0 

Oct.  28 

Nov.  25 

Deo.  23 

32  3 

Dec.  23 

'  Measurement  from  Los  .'\nncles  Department  of  Water  and  Power. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 
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B-120-N-10,  WATSON  ESTATE.     MAP  3 
Log  Available. 

Location  and  description — 300  feet  south  of  Willow  Street,  600  feet  west  of  Long  Beach  City  Limits, 

west  of  Long  Beach. 
Reference  point — Top  of  casing.  11.^  feet  below  ground,  to  and  including  January  22,  1929;  then,  top 

of  12x12,  at  ground. 
Elevation  of  reference  point — ^6.5.  to  and  including  January  22,   1929;  then  18;  from  U.  S.   G.  S. 

topog.  by  D.  W.  R. 
Use^lrriRation  and  domestic. 
Depth  of  well— 170  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  D.  of  W.  &  P.  No.  63;  L.  A.  Co.  F.  C.  D.  No.  879A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1923— 
Mar.  22 

15 
10  7 
14  0 

1929— 
Jan.  22 

11  7 
27  0 

24  0 
29.7 

1931— 

Mar.    4 

.\prU    3 

26.1 
27.7 

1927— 
Jan.   13 

1930— 
Mar.  17 

Oct.  30              ... 

May    5 - 

June    3 

26.4 
2.S.4 

Aug.    7 

30  9 

1928— 

Nov.    4 

28.5 

Aug.  30 

Measurements  from  Los  Angeles  Department  of  Water  and  Power. 


B-121b-L-10,  DR.  J.  A.  MONK.     MAP  3 

Log  Available 

Location  and  description — 20  feet  south  of  Olive  Street,  600  feet  east  of  Alameda  Street.  Compton 

Reference  point— Top  of  flange.  I  foot  above  ground. 

Elevation  of  reference  point — 65,  from  U.  S.  G.  S.  topx)g.  by  D.  W.  R. 

Use— Not  used. 

Depth  of  well— 812  feet. 

Diameter  of  casing — 12  inches. 

Other  numbers  used— L.  A.  D.  of  W.  &  P.  No.  100;  L.  A.  Co.  F.  C.  D.  No.  881  A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1923- 
May    3 

1927— 
Jan.   13 

Flowing 

15.4 

15  3 
31  8 

1929— 
Jan.  22 

21  C 
37  4 

27  4 
41  0 

1931— 
Mar. 
April 
June 
July 
Aug. 
Sept. 
Oct. 
Nov. 
Dec. 

4 

3 

3 

7 

7 

4 

5 

31.4 

Sept.   6 

1930— 
Mar.  17.. 

35.8 
37-2 
41.9 
46.5 

1928— 
Jan.    115 

Oct.     7 

47.1 
45.0 

Sept.  27 

4 

4 

44  1 

40  4 

Measurements  from  Los  .^ngeles  Department  of  Water  and  Fower. 
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B-122-L-10,  SOUTHERN  PACIFIC  RAILROAD.     MAP  3 

Location  and  description — ,';2-milc  west  of  Long  Beach  Boulevard.  200  feet  north  of  Artcsia  Avenue. 

100  feet  west  from  slough,  south  of  Compton. 
Reference  point  -  fop  of  I  '4  inch  pipe  inside  casing.  I  foot  above  ground,  to  and  including  September 

16.  1930;  then  top  of  6-inch  casing.  0.9  feet  above  ground. 
Elevation  of  reference  point — 5{5  to  and  including  Strptembcr  16.  1930;  then  57.9;  from  U.  S.  G.  S. 

topog.  by  D.  W.  R. 
Use — tXjmcstic, 
Diameter  of  casing — 6  inches. 
Other  numbers  used— S.  G.  V.  P.  A.  No,  880,  D.  W.  K.   Bulletins  5  and  6.  No.  880-A-9:  L.  A.  Co. 

F.  C.  D.  No.  882. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Aug.  20 

20.1 
18  3 
13  5 

•18  0 
11  7 
14.1 
20  7 

•19.0 
22,  t; 
18.1 
15  0 

1930- 

■21  7 
23,3 
25  1 
30  9 
35,8 
25  4 
35  3 

1931— 
Jan.  27 

32  0 

Oct.  11 

Mar.27 

May    2       ... 

Feb.    3      

40,1 

Deo.  12 

Mar.31 

April   7 

50  9 

1929— 
Feb.  14 

July     8 

Sept.  11) - 

Oct,     1 

•22  5 

April  25              .  . 

Nov.  25 

May  13 

JuDft  17        -   

July    9 

Sept.  9           ..  . 

Sov.   9 

Doc.  21... 

"  Measurement  from  I^os  AnRelcs  bounty  Flootl  Control  District. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 


B-122b-L-10,  PACIFIC  ELECTRIC  RAILWAY  COMPANY.     MAP  3 

Log  Available. 

Location  and  description — 50  feet  west  of  Alameda  Avenue,  400  feet  north  of  crossing  over  P.  E. 

south  of  Compton.    Northeast  corner  of  P.  E.  Ry.  substation. 
Reference  point — Top  of  board  over  casing,  I  foot  above  ground. 
Elevation  of  reference  point — 48.  from  U.  S.  G.  S.  topog.  by  D,  W.  R. 
Use — Industrial. 
Depth  of  well— 129  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  883. 


Ry- 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Diat.R.P. 

to  water 

surface,  feet 

1930— 
Jan.  31 

20,7 
20  5 
27,8 
24  9 

1931- 

ApriU'S 

May  14 

2li  2 
23  8 
27,8 

April  25  . 

Oct.  15 

Nov.23 

Deo.    1 

Measurements  from  Los  Angeles  County  Flood  Tontrol  District. 
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B-122f-L-10,  SHEPHERD  ESTATES.     MAP  3 

Location  and  description — 1160  feet  cast  of  Long  Beach  Boulevard.  2160  feet  north  of  Artesia  Avenue, 

^uuthca'^t  of  Compton, 
Reference  point— Top  of  posts,  I  foot  above  ground. 
Elevation  of  reference  point — 63.  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Domestic. 
Other  numbers  used— S.  G.  V.  P.  A.  No.  883;  D.  W.  R.  Bulletins  5  and  6.  No.  883-A-9;  L.  A.  Co.  F. 

C.  D.  No.  892. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 

Jan.  26 

Aug.  20... .-. 

Oct.  30 

4,0 
17.2 
13  8 

6,9 

7.7 
15.7 
21.7 
15,1 

1930— 

Jan.     7 

Mar.  19 

May    2. 

143 
9  7 
13,9 
23  4 
23  7 
20.7 
15,7 

1931— 

Feb.  23 

April    6 

12.5 

19  4 

May    4... 

June  11 . 

17.2 

Dec.  20 

AuR.  12 

21,2 

Sept.  16 

Nov.  11 

Dec.  9 

26.0 

1929— 

Oct.     1 

23,2 

April  25 

Dec.  23 

16,1 

June    8 

Sept.   9            ... 

Dec.  17 - 

Measurements  from  San  Gabriel  Valley  Protective  Association. 

B-125d-N-10,  MANUEL  PIMENTELL.     MAP  3 

Location  and  description — 660  feet  east  of  Santa  Fe  Avenue  (Perris  Road),  660  feet  south  of  Spring 

Street .  Long  Beach. 
Reference  point— Top  of  casing,  8\i  feet  below  ground,  to  and  including  April  13,  1923;  then,  top  of 

pump  base,  1  foot  above  ground. 
Elevation  of  reference  point — 12.5  to  and  including  April  !3.  1923;  then  22;  from  U.  S.  G.  S.  topog. 

by  D.  W.  R. 
Use — Irrigation. 
Depth  of  well— 135  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  D.  of  W.  &  P.  No   34;  L.  A.  Co   F.  C.  D.  No.  888D. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1923- 
AprU13... 

0.0 

1930— 
Feb.  13  .  . 

25,1 
30.6 

1931— 
Feb.  11... 

27.2 

Sept.   8 

May    5 

27,9 

Juno    3 

Aug.    7 

29,5 
31,2 

Oct.     5 

31.8 

Nov.    4           

30.6 

Dec.    4 

29,5 

Measurements  from  Los  Angeles  Departmant  of  Water  arid  Power. 


B-126f-N-10,  OIL  OPERATORS,  INC.,  TEST  WELL  NO.  4.     MAP  3 

Log  Available. 
Location  and  description — 65  feet  south  of  Willow  Street,  45  feet  east  of  Gale  Avenue.  Long  Beach. 
Reference  point — Hole  in  side  of  casing.  1  foot  above  ground. 
Elevation  of  reference  point — 20.  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Test  well. 
Depth  of  well— 131  feet. 
Diameter  of  casing — 8  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  899. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Diat.  R.  P. 

to  water 

surface,  feet 

1929— 
Nov.  29  . 

18 

1930— 
Feb.  IS 

22.6 
23.6 
25.1 

1931— 
April  22 

26.0 

April  24 

May    9 

24.8 

Nov.  24 

26.3 

Mea5uremei]ts[from  Loe  Angeles  County  Flood  Control  District. 
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B-127e-M-10,  H.  E.  DICKSON.     MAP  3 

Location  and  description — 0  35  miles  cast  of  Sania  Fc  Avenue  on  south  line  of  223d  Street  (Wilmington 
Strcci ).  0  1  5  miles  west  of  wcs    levee  of  Los  Angeles  River,  northwest  of  Long  Beach. 

Reference  point — Top  of  2'  x  4'  in  southwest  corner,  at  grounj. 

Elevation  of  reference  point — 28.4.  from  U.  S.  G.  S.  topog.  by  D  W,  R, 

Use — Stcxk  anJ  domestic. 

Diameter  of  casing — b  inches. 

Other  numbers  used— S.  G.  V.  P.  A.  No.  920;  D.  W.  R.  Bulletins  5  and  6.  No.  920-A-lO:  L.  A.  Co. 
1^  C.  D.  No.  897. 


Date 

Dist.  n.p. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1928- 
Aug.  20 

35.0 
30  0 

1929- 

.\liril  19 

June  19  ...  - 

27  4 

32  7 

33  2 

1930- 
Jan.  22 

■28  0 

Doc.  24 

Aug.    5 --. 

•»  Mea-'-iirement  from  Los  ,\ngeles  County  Flood  Control  District.    Reference  point— top  of  tim'jjrj  over  pit,  0.6 
feet  above  prouiid. 

MeasuremcDts  from  San  Gabriel  Valley  Protective  .Association  except  as  noted. 


B-127g-M-10,  BELL  RANCH.     MAP  3 

Location  and  description — 575  feet  north  of  Wardlow  Street  at  head  of  Fashion  Street.  0.38  miles 

easi  ot  Pcrris  Road.  Long  Beach.    25  feet  south  of  B-I27h-M-I0. 
Reference  point — ?  j-inch  hole  in  plank  over  casing,  at  ground. 
Elevation  of  reference  point — 27.  from  U.  S.  G.  S.  topog-  by  D.  W.  R. 
Use— Not  used. 

Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  897C. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Oct.     4 

32.9 

1930— 
Jan.  22 

April  24  .       .       . 

28.1 
28  8 
33.3 

1931— 
.\priI22 

33." 

^(ay    9 

31  8 

Dec.    1.. 

Nov.24 

32  9 

Measurements  from  Los  Angeles  County  Flood  Ccotrol  District. 


B-U7h-M-10,  BELL  RANCH.     MAP  3 

Log  Available 

Location  and  Description — 600  feet  north  of  Wardlow  Street  at  head  of  Fashion  Street,  0.38  miles 

cast  of  Pcrris  Road.  Long  Beach. 
Reference  point — 1  lole  ai  base  of  pump. 

Elevation  of  Reference  point — 27  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Irrigation. 
Depth  of  well— -^XK)  feet. 
Diameter  of  casing — Ui  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  897D. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929- 
Oot.  — 

09. 5 
65.0 

1931— 

May    9 

Nov.24 

65  3 
67.3 

Dec.    9 

\ 


Measurements  from  Los  Anf^cles  Coun'y  Flood  Control  District. 
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B-128C-L-10,  C.  V.  HARRIS.     MAP  3 

Location  and  description — 1300  feet  south  of  Olive  Street.  0.64  miles  cast  of  Long  Beach  Boulevard. 

southeast  of  Compton. 
Reference  point — Top  of  casing,  at  ground,  to  and  including  July  23.  1^31 ;  then,  top  of  check  valve 

on  2-inch  discharge  2.0  feet  ahovc  ground,  to  and  including  October  1,  193! ;  then,  top  of  coupling 

on  ''j-inch  pipe  over  well,  2  1  feet  above  ground. 
Elevation  of  reference  point — 65  to  and  including  July  23.  1931 ;  then  67  to  and  including  October  1, 

1931 ;  then  67.1 ;  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Domestic. 
Depth  of  well— 390  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used— S.  G.  V.  P.  A.  No.  884B;  L.  A.  Co.  F.  C.  D  No.  901B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Aug.  12         

19.1 
17.8 
14  7 

1930— 

Jan.  21 

Feb.    4 

Mar.27 _ 

May    2  .   .     .. 

10  3 
9  8 
9  0 
15  8 
23.0 
24.1 
18.7 
13,9 

1931- 
Feb.  17 

May    4 

11  0 

Oct.   16 

14  1 

Dec.  31 

May  28 

15  9 

July     9 - 

30  0 

Aug.  12 

Oct.  20 

21  9 

Oct.   14 

Dec.    9 

Nov.  24 

1932- 
Jan.     8 

20.9 

16  0 

Measurements  from  San  Gabriel  Valley  Protective  Association. 

B-128f-L-10,  D.  HENDERSON.     MAP  3 

Location  and  description — North  line  of  Olive  Street,  1 00  feet  west  of  Gibson  Avenue,  east  of  Compton. 

Reference  point — Top  of  curb  line,  east  side.  1  foot  above  ground. 

Elevation  of  reference  point — 67.  from  U.  S.  G.  S.  topog.  by  D,  W.  R. 

Use — Irrigation. 

Depth  of  well— 117  feet. 

Diameter  of  casing — 12  inches. 

Other  numbers  used— L.  A.  D.  of  W.  &  P.  No,  112;  L.  A.  Co,  F.  C.  D.  No.  91  IB. 


Date 

Dist.  R.  P, 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1923— 
April  24 

7.8 
13.5 
17.8 

1930— 
Feb.    4 

Sept.   8 

9  0 
22,5 

11.0 

12,9 
18,8 
14.0 

1931— Cont. 
June    3  .  _  . 

19  6 

July     7 

25  3 

1928— 

1931— 
Feb.  11 

Aug.    7 

24  4 

Oct.  24  -  -  .  

Sept.   4 

23  2 

Oct.     5 

20  2 

1929— 
Oct.   10 

Mar.    4 

April   3 

Nov.    4 

Dec.    4 

20,7 

May    5 

Measurements  from  Los  Angeles  Dep;\rtm3nt  of  Water^and  Power. 


B-129-L-10,  SOUTHERN  CALIFORNIA  EDISON  COMPANY,  LTD.     MAP  3 

Location  and  description — 100  feet  south  of  Artesia  Avenue,  350  feet  east  of  Atlantic  Drive.  90  feet 

west  of  west  levee  of  Los  Angeles  River,  southeast  of  Compton. 
Reference  p>oint — Top  of  pump  base  at  edge  of  air  line  hole,  1  foot  a!x>vc  ground. 
Elevation  of  reference  point — 59,  from  U.  S.  G.  S.  topog,  by  D.  W.  R. 
Use — Irrigation. 
Other  numbers  used— S.  G.  V.  P.  A.  No.  929-B;  L.  A.  Co.  F.  C.  D.  No.  902. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 

21.3 
19,3 

1930— 
Jan.     8 

17.5 
13,3 
16,5 
26,5 
23.6 

1931— 
Jan.   13 

19  1 

Nov.  27 

.Mar.27 

May  27 

Feb.  17 

17.6 

April  14 

22  0 

July  29 

JuDe  26 

24  2 

Nov.  11 

Sept,   4 

28  8 

Nov.  24 

25.5 

Dec,  23 

22  9 

Measurements  from  San  Gabriel  Valley  Protective  AssociatioD. 
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DIVISION    OF    WATER   RESOURCES 
B-U9b-M-10,  BIXBY  RANCH.     MAP  3 


Location  and  description — 500  feet  west  of  Flood  Control  Channel,   100  feet  north  of  Domingucr 

Street,  1.34  miles  east  of  Alameda  Street,  Long  Beach. 
Reference  point — Top  of  flanRe.  at  ground. 

Elevation  of  reference  point — 36.  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use— Not  usv.d 

Diameter  of  casing — 12  inches. 
Other  numbers  used— S.  G  V.  P.  A.  No  923 A;  L.  A.  Co.  F.  C  D  No.  90bA. 


Date 

Dist  R.  P. 

to  water 

surface,  feet 

Date 

Dist  U.  P 

to  water 

surface,  feet 

Date 

Di!t.R.P. 

to  water 

surface,  feet 

1930- 
Feb.    7 

25  5 
30  I 
33  7 
37,8 
30  7 

1931— 
Feb.  10 

3.";  3 
38.1 
39  1 

41  5 

42  5 
38  0 

AprUZZ .-- 

Mav  14  

Sept.  16 

Sepl.  !7 

Oct.    15 

Dec   23 

Dec.  23 

I 


Measurements  from  San  Gabriel  Vally  Protective  Association. 


B-130e-N-8,  WESTON  RANCH  NO.  7.     MAP  3 

Log  Available 

Location  and  description — 1100  feet  south  of  Redondo-Wilmingtor  Boulevard,  J4-milccast  of  Madison 

Street,  northwest  of  Wilmington, 
Reference  point — Hole  in  pump  base,  at  ground. 
Elevation  of  reference  point — 190,  from  aneroid  by  D.  W.  R. 
Use — Irrigation. 
Depth  of  well— 500  feet. 
Diameter  of  casing — 14  inches. 
Other  numbers  used — L.  A.  Co.  F.  C.  D.  No.  2b0A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  V. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 
May    1 

196  3 

1931— 
Jan.  31 

May    7 

197.5 
198.5 

1932— 
Jan.  12.. 

200  4 

Measurements  from  Los  .\ngeles  County  Flood  Control  District. 


B-13Id-N-8,  PALOS  VERDES  ESTATES,  NO.  1.     MAP  3 

Log  Available 

Location  and  description — ^-milc  south  of  Redondo-Wiimington  Boulevard.  1000  feet  eastof  Nar- 

bonnc  Avenue,  west  of  Wilmington. 
Reference  point — Top  of  open  casing,  at  ground. 
Elevation  of  reference  point — 298,  from  aneroid  by  D.  W.  R. 
Use— Abandoned, 
Depth  of  well— bOb  feet. 
Diameter  of  casing — 14  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  281  A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
May    1   

313  G 

1931- 

Jan.  29 

May    7 

311  5 

SIJ  7 

Destroyed 

Measurements  from  Los  Angeles  County  Flood  Control  District. 
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B-132-N-8,  D.  B.  LAYLAND.     MAP  3 

Location  and  description — 100  feet  north  of  Weston  Street  CLomita  Boulevard),  !0  feet  west  of  Sena- 
tor Avenue,  extended,  north  of  Wilmington, 
Reference  point — F3asc  of  pump,  1  foot  above  ground. 
Elevation  of  reference  point — 71,  from  aneroid  by  D.  W.  R. 
Use — Domestic. 
Depth  of  well— 227  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  290. 


Date 

Dist.E.P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1925 

1930— 

"67 

88  fl 
87  0 

19.31— 
Jan.   17 

April  14 

89,3 
94,0 
92.7 

1932— 
Jan.  20 

90  5 

Feb.  25 -,  . 

April  28 -. 

May    7 

•  Measurement  by  owoer. 
Measurements  from  Los  Angeles  Countj  Flood  Control  District. 


B-133-N-8.  PALOS  VERDES  WATER  COMPANY,  NO.  L     MAP  3 

Log  Available 

Location  and  description — 200  feet  north  of  Anaheim  Street,  300  feat  east  of  P.  E.  Ry.,  west  of  Wilm- 
ington. 
Reference  point — Top  of  concrete  pump  base,  1  foot  above  ground. 
Elevation  of  reference  point — 51.  from  aneroid  by  D.  W.  R. 
Use — Municipal . 
Depth  of  well— 610  feet. 
Diameter  of  casing — 26  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No  301. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1924— 
Aug. —    .          ..     .. 

54,7 

61.0 

61  0 
60.0 

1927— 
Mar.  — 

63.0 
68,5 

64  0 
69,0 

1929-^ 

66  2 

Sept.  — 

May    3 

6(5  7 

1925— 

1928— 
May  — 

June  30 

69  6 

Aug.- 

July    5 

67.8 

1920— 

Sept.  —        -     -- 

April  — 

Sept.  — 

Measurements  by  owner,  obtained  from  Los  Angeles  County  Flood  Control  District. 


B-133b-0-8,  ROYAL  PALMS  GOLF  CLUB,  NO.  2.     MAP  3 


Location  and  description — 0.25  miles  north  of  Channel  Street, 

south  of  Wilminecon. 
Reference  point — Hole  in  side  of  casing,  at  ground. 
Elevation  of  reference  point — 8,  from  aneroid  by  D.  W.  R. 
Use — 1  rrigation. 
Depth  of  well— 208  feet. 
EHameter  of  casing — lb  inches. 
Other  numbers  used — L.  A.  Co.  F.  C.  D.  No.  304.  • 


1000  feet  west  of  GafTey  Avenue, 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

1930— 
April  28 

•19.0 

1931— 
May  15 

bai.g 

16.2 

Det.    1 

»  No.  3  pumping. 
*>  Stopped  10  minutes. 
Measurements  from  Los  Angeles  County  Flood  Control  District. 
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B-133f-N-9,  PALOS  VERDES  ESTATES.     MAP  3 

Log  Available 

Location  and  description — 0.43  miles  cast  of  Friaate  Avenue.  250  feet  north  of  Anaheim  Street,  0.65 

miles  cast  of  P.  fi.  Ry,.  cast  of  Gaffcy  Street,  Wilmington. 
Reference  point — Top  of  casinn.  at  Bfound. 

Elevation  of  reference  point— 30.  from  U.  S.  G.  S.  topog.  by  L.  A,  Co.  F.  C.  D. 
Use — -Not  used. 
Depth  of  well--910  feet. 

Diameter  of  casing  —2b  inches  to  93  feet;  12  inches  to  910  feet. 
Other  numbers  used — L.  A.  Co.  K.  C.  D.  No.  312. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DLst.  R.  P. 

to  water 

surface,  feet 

1929— 
Oct.  24 

54  8 

lOTO- 
Jan.    If) 

52  4 
53.7 
56.2 

1931- 
May  IG  

55  1 

.\pril2(j 

Dec.  2 

.\u(!.  18 

57  7 

Dec.     1.. 

S6.1 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


B-I34-N-9,  ROBERT  TRACY,     MAP  3 

Location  and  description — 100  feet  west  of  Bayview  Avenue.  1  50  feet  south  of  Q  Street.  Wilmington. 

Reference  point — Top  of  casing.  1  foot  above  ground. 

Elevation  of  reference  point — 39,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 

Use — DomcsLic. 

Depth  of  well— 1 10  feet. 

Diameter  of  casing — 5  inches. 

Other  numbers  used— L.  A.  Co,  F.  C.  D.  No.  320. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Feb.  11 

54  6 
55.0 
57  0 

1931— 
Jan.  28 

56  0 
60.7 
58,1 
57,9 

1931-Cont. 
July  15 

60.6 

\pril  26 

Mar.   4 

Nov.  25 

.'>8  0 

Dec.    1 

May  15 . 

Juno  24 

Dec.  24         .... 

68.3 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


B-134C-N-9,   CITY  OF  LOS  ANGELES,   WILMINGTON  PUMPING  PLANT  NO.  5,    MAP  3 

Log  Available 

Location  and  description — 30  feet  south  of  Grant  Street.  100  feet  cast  of  Eubank  Avenue.  Wilmington 

Reference  point — Top  of  casing.  3  feet  above  natural  ground. 

Elevation  of  reference  point — 30,  from  U.  S.  G.  S.  bench  mark  near  well  by  D.  W.  R. 

Use — Municipal, 

Depth  of  well  — 526  feet. 

Diameter  of  casing — ^12  inches. 

Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  341. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1927— 
.lug.    3 

•59,2 

•40.9 
'54.1 

1929— 

Jan.  22 

Dec.    4 

1930— 

Mar.  17 

.Nov.  16 

•53  5 
"61  5 

•57  5 

65,1 

1931— 
Jan.  13 ... 

•53  7 

1928— 
Feb.  13  ... 

Dec.    4 

•57  4 

Nov.  28 

»  Pumping  nearby. 
Measurements  from  Los  Angeles  Department  of  Water  and  Power. 
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B-135-N-9,  CONSOLIDATED  LUMBER  COMPANY.     MAP  3 

Log  Available 

Location  and  description — 500  feet  west  of  Badger  Avenue,  300  feet  south  of  Anaheim  Street,   12 

ftft  east  of  boiler  house  in  Colsolidated  Lumber  Co.  yard.  Wilmington. 
Reference  point— Small  hole  in  cover  over  casing,  1.5  feet  above  ground. 
Hlevation  of  reference  point — 14.  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Not  used. 
Depth  of  well— 316  feet. 
Diameter  of  casing— 12  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D,  No.  351  A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Oct.     4.- 

20.8 

1930— 
.Ian.   16 

April  26 

17.3 
16  0 
18  4 
17.6 
21  3 

1931— 

Mav  15 

Dec.    1 

21.8 
21.8 

Julv     5  -..- 

Auk.    2 

Dec.    2  

Measurements  from  Los  Angeles  County  Flood  Control  District. 


B-135b-0-9,  CITY  OF  LOS  ANGELES.     MAP  3 

Location  and  description — On  Terminal  Island.  300  feet  south  of  Dock  Street,  at  Los  Angeles  City 

limits,  '4-mile  west  of  turn  into  Badger  Avenue,  northeast  of  San  Pedro. 
Reference  point — Hole  in  top  of  cover  over  casing,  1  foot  above  ground. 
Elevation  of  reference  point— 5,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Not  used. 

Diameter  of  casing — ^18  inches. 
Other  numbers  used— L.  A.  Co.  F.  C  D.  No.  353. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 
Feb.  15 

5.6 
5.7 
6.4 

1931— 
May  i5 

6.5 
6.3 

April  26. 

Dec.    2 

Dec.     1     

Measurements  from  Los  Angeles  County  Flood  Control  District. 


B-135C-N-10,  LONG  BEACH  SALT  COMPANY.     MAP  3 

Location  and  description — 2600  feet  south  of  Anaheim  Street  and  3200  feet  east  of  Badger  Avenue. 

75  feet  northeast  of  U.  P.  R.R.  on  west  side  of  Long  Beach  Salt  Company  building,  west  of  Long 

Beach. 
Reference  point — Top  of  casing  0.5  feet  above  ground. 

Elevation  of  reference  point— ^,  from  U.  S.  G.  S.  topog.  by  L.  A,  Co.  F.  C.  D. 
Use — Industrial. 
Depth  of  well — 1 16  feet. 
Diameter  of  casing — \  inches. 
Other  numbers  used — L.  A.  Co.  F.  C.  D.  No.  362. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.R.P. 

to  water 

surface,  feet 

Date 

Dist.R.P. 

to  water 

surface,  feet 

1929— 
Feb.     2 

8.3 

1930- 

Jan.   16 

April  26 

7,2 
7.5 
6.4 
7.3 

1931— 
May  15 

7.2 

Dec.     1 - 

6  9 

Oct.  15 :_ 

Dec.    2 

Measurements  from  Los  Angeles  County  Flood  Control  District. 
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i 


B-136-N-10,  PIONEER  PACIFIC  WORSTED  MILLS.     MAP  3 
Log  Available 

Location  and  description — 100  feet  north  of  17th  Street,  25  feet  cast  of  Nadeau  Avenue,  Long  Beach 

Casing  in  shallow  pump  pit. 
Reference  point — Tup  of  casing,  3!^  feet  below  ground. 
Elevation  of  reference  point— 7,  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Not  used. 
Depth  of  well— 250  feet. 
Diameter  of  casing — 14  inches. 
Other  numbers  used— L.  A.  D  of  W.  &l  P.  No.  S4:  S.  G.  V.  P.  A.    No.  918;  D.  W.  R.  Bulletins  5 

and  6,  No.  9I8-A-1 1 ;  L.  A.  Co.  F.  C.  D.  No.  381. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P, 

to  water 

surface,  feet 

1923- 
Mar.  20 

•4  0 

•SO 
•8.5 

•8  0 
•10.0 

•8.2 
•10  0 

»9.C 
•11.2 
bll  0 

1929— 
Mar    6 

•10  I 
i-IO  0 
tlO.l 
bll  8 
12  0 
>>12  4 
•14  4 

12  S 
-II  0 

13  0 

13  n 

13. T 
14,4 
13.7 
13  0 

■  931- 
Jan.  28 

12  0 

April  19 

F,-K  25 

12  9 

1925- 

May    2 

Mar.    4 

■12  0 

April    1 

13  2 

May  22 

July     9 

Mav  15 

12.9 

June  10 

13  3 

Nov.    7 

July    8 

14  2 

mo- 
Jan.  22 

Sept.   2 

10  0 

Dec    13 

Oct.   16 

14  1 

Nov.  21   

13  3 

M.ir,  17 

April  28 

Dec.  IS 

12.8 

Mar.  14 

Nov.  14          

Julv   19 

Aus,  23 

1928 — 

,^opt.  20     .     . 

Jan,  27 

Oct,     3 --. 

Nov.   5 

Dec,    2 

Dec,  24 

ft  Measurement  from  Los  Angeles  Department  of  Water  and  Power, 
b  Measurement  from  San  Gabriel  Valley  Protective  Association. 
Measurements  from  Los  Angeles  County  Flood  Control  District  except  as  noted. 


B-!36d-N-10,  LONG  BEACH  GAS  COMPANY.     MAP  3 
Log  Available 

Location  and  description — 160  feet  south  of  S.  P.  R.  R  ,  •^-mile  west  of  Perris  Avenue.  650  feet  south 
of  Anaheim  Sircci.  Long  Beach.  Under  manhole  cover  in  driveway  of  Long  Beach  Gas  Company 
yard.  100  feet  west  of  meter  shop. 

Reference  point — Edge  of  manhole,  at  ground. 

Elevation  of  reference  point — 10,  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 

Use — Industrial. 

Depth  of  well— 137  feet. 

Diameter  of  casing — 12  inches. 

Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  381A. 


Dale 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist,  R,  P, 

to  water 

surface,  feet 

1923— 

Mar.  22             ..   . 

11  1 

9  3 

12.6 

"i>18  1 

17.6 

1930- 

Jan.  16 

.\l)ril24 . 

June    5 

Dor,    2.   . 

■■15.9 

I'll  0 

13  5 

••H  3 

1931— 

May  15 

Dec,     1 

bl3  7 

May  11 

i>12.9 

1929 — 

May  22 

Sept,  14 - 

Oct,  11 

•  Well  75  feet  northwest  pumping. 

b  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  Los  .\ngolc8  Dcp.irtmcot  of  Water  and  Power  except  as  noted. 
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C-I-E-11,  VALLEY  WATER  COMPANY.     MAP  1 
Log  Available 

Location  and  description — 150  feet  north  and  100  feet  cast  of  intersection  of  Michigan  Avenue  and 
Hampton  Road,  northwest  of  Akadena.     West  well  in  center  of  pump  house. 

Reference  point — Top  of  2-inch  pipe,  2.5  feet  above  ground. 

Elevation  of  reference  point — 1163.4.  from  levels  by  D.  W.  R. 

Use — Domestic  and  irrigation. 

Depth  of  well— 478  feet. 

Diameter  of  casing— 12  inches. 

Other  numbers  used— P.  W.  D.  No.  4A;  D.  W.  R.  Bulletins  5  and  6.  No.  l-B-2;  L.  A.  Co.  F.  C.  D. 
No.  4010. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 
surface,  feet 

1928— 
Jan.  15     --- 

161.0 
•164  0 
168.0 
172  0 
174.0 
178.0 
190.6 

189  1 
188.5 

i-igs 

1-201 
b205 
1-205 
1-205 

1930— 

1-206 
1-205 
1-205 
1-204 
1-202 
1-204 
1-209 
1-210 
i'213 
1-217 
217.2 

1931— 

Jan.     4 

May  12 

218.3 

April  23 

Feb.     1           

■218,7 

April26  

Mar.    1 

April   9          

May  19-- 

July  21 

218.7 

June    3 

■1228.2 

April  30 

Sept.   1 

<i231.5 

July  16 

Nov.  24       

231.9 

Oct.  31           

July    5 

Dec.  22 

230.9 

Aug.    4 

1929— 

Sept.   4 

Jan.     6 

Sept.  22 

May  11 

Dec.    6 

Aug.  11 

Sept.  10 

Oct.   14 

Nov.28 - 

Dec.  10 

*  Down  12  hours. 
^  Measurement  by  owner. 
'^  No.  3  pumping. 

^  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Me^isurements  from  Pasadena  Water  Department  except  as  noted. 


C-lk-D-10,  VALLEY  WATER  COMPANY,  NO.  4.     MAP  1 

Log  Available 

Location  and  description — ^250  feet  northwest  of  north  end  of  Hampton  Road,  2900  feet  north  of 

Michigan  Avenue,  northwest  of  Altadcna.    50  feet  east  of  reservoir. 
Reference  points-Base  of  pump,  at  ground. 
Elevation  of  reference  point — 1260,  from  aneroid  by  D.  W.  R. 
Use — Domestic  and  irrigation. 
Depth  of  w;ll— 600  feet. 
Diameter  of  casing — 20  inches. 
Other  numbers  used— P.  W.  D.  No.  216:  L.  A.  Co.  F.  C.  D.  No.  5119A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922— 
Oct.  17              

166.5 
•165.5 

177.0 

174 

163 

166.5 

176.5 

178.5 

178  0 

1927— 
Jan.  27 

175.0 
172.0 
154.0 
152  2 
155.5 
152.0 
158.0 

250.0 

1929— 

Jan.     6 

May  11 

1931— 
May  19     

265.7 

Nov.  10 

Feb.  28 

267 

Mar.  21 

1925— 

April  8          .  .     .. 

April  28 

May  10 

1-317.6 

June  22           

Nov.24 

1-331.4 

1926— 

Sept.  24 - 

April  5 

1928— 
July  26 

May  10 

Sept.  10 

Nov.  16 

Deo.  26 

»  Down  10  minutes. 

>>  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  Pasadena  Water  Department  except  as  noted. 
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C-3-E-n,  LINCOLN  AVENUE  WATER  COMPANY^  NO.  3.     MAP  1 
Log  Available 

Location  and  description — 60  feet  cast  of  Casitas  Avenue,  20  feet  north  of  Harriet  Avenue  produced, 

Altadena.     Drilled  well  in  shallow  pit. 
Reference  point — Top  of  casing  at  ground.  ^ 
Elevation  of  reference  point — 1201.7.  fromlIevcIslby|.D.  W.  R. 
Use — Domestic  and  irrigation. J 
Depth  of  well— 607  feet. 
Diameter  of  casing^ZO  inches. 
Other  numbers  used— P.  W.  D.  No.  173;  W.  S.  P.  219,  No.  436,  Pasadena;  D.  W.  R  Bulkiins  5  and  6. 

No.  3-B-2;  L.  A.  Co.  F.  C.  D.  No.  4030. 


Date 

Di.st.  R.  F. 

to  w.tter 

surface,  fret 

Date 

Dist.  K.  I'. 

to  water 

surface,  feet 

Date 

Dial.  R.  P. 

to  water 

surface,  feet 

1928— 
Feb  20 

223.0 
224,0 
232  0 
238.0 
243  0 
252.7 

1929— 
Jan.     6 

251  2 
247.6 
246  3 
267.4 

260  6 
273.6 
283 

1931— 
May    5  

277.7 

Mar.   7 

•283.3 

May    7 

May  13 

Aug.    4   

•292  2 

June  12 

Nov.  29 

.Sept.   1 

•293.9 

July    9          

1930— 
May    6 

.Nov.   3 

•300.0 

Nov.   8 

Dec.  24 

298.3 

Aug.  19 

Dec.  15 

•  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  Pasadena  Water  Department  except  as  noted. 


C-5-E-11,  CITY  OF  PASADENA— VENTURA  WELL.     MAP  i 
Log  Available 

Location  and  description — At  foot  of  steep  cast  bank  of  Arroyo  Seen,  100  feet  south  of  Ventura  Street. 

west  of  Altadena.     Drilled  well  in  pump  house.     No  pit. 
Reference  point — Top  of  flange  on  stufTing  box.  north  jack,  1  foot  above  top  of  casing,  1  foot  above 

ground. 
Elevation  of  reference  point — 1069.7,  from  levels  by  P.  W.  D. 
Use — Municipal. 
Depth  of  well— 489  feet. 
Diameter  of  casing — 26  inches. 
Other  numbers  used— P.  W.  D.  No.  175;  D.  W.  R.  Bulletins  5  and  6.  No.  5-B-2;  L.  A.  Co.  F,  C.  D. 

No.  4030B. 


Date 

Dist.  R.  1'. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Jan.  16 -- 

88  0 
88.0 
87  4 

89  5 
90.5 

102.8 
M20  3 
M22  8 

116  3 

1929— 
Jan.     2 -   . 

115  6 
112.7 

109  5 
106  0 

110  0 
115  4 
117.2 

'127.4 
•132.3 
130  1 
132  3 

1930— 
Jan.     2 

■'137.7 

Feb.  15 

Feb.     1 

Jan.  27     . 

•129  8 

Mar.  15 

Mar.  15 

April    1 

May    1 

June    7 

July     1     . 

'122.2 

Mar.  31 

April  16 

'123.3 

May    9 

May  16 -. 

•132.2 

June  19     

June  17 

"137.9 

Aug.    7 

July     6 

Aug.  15 

Oct.  15  .. 

141.0 

Oct.   16     

.•\ug.    1 

Sept.   4 

<'146.5 

Dec.  15.. 

1931— 
Jan.     2 

Oct.   11 

Nov.  12 

'145  5 

Feb.  16 

April  24 

'139.3 
'145.8 

May    1 

'143.0 

June  16 

Oct.  20 

Nov.  16 - 

Dec.  15 

■155  5 
'164.4 
1166.8 
'160  8 

■  Down  80  mitiutcs,  Windsor  pumping. 

b  Down  U)  bour»,  Windsor  pumping. 

o  Windsor  pumping. 

<*  Down  2Vi  hours. 

«  Down  3  hours. 

'  All  down. 

«  Windsor  and  Figucroa  pumping. 

1'  Atlanta  pumping. 

'Arroyo  only  pumping. 

Measurements  from  Pasadena  Water  Department. 
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C-7-E-11,  CITY  OF  PASADENA—CASITAS  AVENUE  WELL.     MAP  1 
Log  Available 

Location  and  description — 350  feet  east  of  Windsor  Avenue,  250  feet  north  of  Vcrdugo  Road  pro- 
duced, Altadena-     Casing  in  deep  pit. 

Reference  points— Top  of  curb.  I  foot  above  ground. 

Elevation  of  reference  point — 1 109.7,  from  levels  by  P.  W.  D. 

Use — Municipal . 

Depth  of  well — 566  feet. 

Diameter  of  casing — 18  inches. 

Other  numbers  used— P.  W.  D.  No.  13;  W.  S.  P.  219.  No.  435,  Pasadena;  D.  W.  R.  Bulletins  5  and  6, 
No.  7-B-2;  L.  A.  Co.  F.  C.  D.  No.  4031. 


Date 

DUt.R.P 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Jan.  16 

135.7 
136.7 
135.5 
136  7 
138.4 
145.1 
148.8 
153.7 
•159.4 
159.6 
160.7 

192»- 

1>159.8 

1.54.0 

«150  0 

155,8 

173,9 

<il73.7 

"175  6 

•176.6 

U76.8 
174,2 
173,9 
168,9 
167,6 
189.7 

el89,5 

1931— 

Jan.     2 

Feb.    9 

Mar.    2 

191.0 

Feb.     1 

Mar.  28 

'•185.8 

Mar.    1 

April  23 

June    3 

'181  7 

Mar.  31 

AprU15 

May  15 

"192.1 

April  U 

Aug.  24 

Sept.  16 

'189,8 

July     1 

Aug.  14 

i201  4 

July    2 --- 

Nov.    1 -- 

Dec.    2 

l'202.0 

Aug.    1 

Sept.  15 

Oct.  15 

1210  0 

Sept.  15 --- 

1930— 
Jan.     2 

'"212.3 

Oct.  15 

Dec.    1 

'■208  9 

Dec.  15 

Dec.  30 

l'2a0.9 

Feb.     1              

Mar.    1 

April    1              .  . 

July  16            

Aug.  26 

^  Ventura  and  Windsor  pumping, 
b  Atlanta  pumping. 
^  Sheldon  pumping. 

*!  Windsor,  Ventura  and  Atlanta  pumping. 
•^'  All  pumping. 
'  All  down  3  hours. 
«  All  down  4^  hours. 
•>  All  down. 

'  Windsor  and  Atlanta  pumping, 
i  Figueroa  and  Windsor  pumping. 
^  W'indsor  pumping. 

•  Windsor,  Ventura,  Figueroa  and  Arroyo  pumping. 
"»  Windsor,  Ventura  and  Figueroa  pumping. 
Measurements  from  Pasadena  Water  Department. 
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C-10-E-lI,  CITY  OF  PASADENA— SHFXDON  AVENUE  WELL.     MAP  I 
Log  Available 

Location  and  description — 300  feet  east  of  Arroyo  Drive,  0.2  miles  south  of  Montana  Street,  Pasa- 
dena.    Casing  in  bottom  of  12*^^-foot  pit. 

Reference  point — ^  Pop  of  curb.  1  foot  above  ground. 

Elevation  of  reference  point — 1046,2,  from  levels  by  P.  W,  D. 

Use— Municipal, 

Depth  of  well— 1%  feet. 

Diameter  of  casing — 18  inches. 

Othernumbers  used— P.  W.  D.  No.  16;  W.  S  P.  219.  No.  437.  Pasadena;  D.  W.R.  Bulletins  5  and  6, 
No.  lO-B-2;  L.  A.  Co.  F.  C.  D.  No.  4032. 


Date 

Dist.  K.  P. 

to  water 

surface,  feet 

Date 

DLst.  H.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Feb   15 

80  8 

81  2 
•87.9 
1-92.3 

94.4 
96  0 
97.6 
97.8 

97.8 
96.9 
95.6 
94.1 
95.7 
97.9 
103.8 
108.0 
110  4 
111.9 

1930— 

Jan.     2 

Feb.     1 

113  4 

112,7 
112,7 
110  1 
110  9 
<108  0 
■1113.2 
'121  2 
'1283 
128  6 
131,0 
'131.7 

1931— 
Jan.     2 

•131.5 

Mar  15 

Feb.  16 

'125.5 

April  28 

Mar.    1 

.Mar.  16 

■1124.0 

April   1 

April  15 

<128.2 

Sept  15 

May    1 

May    1 

'126.8 

I'lVl.i 

Nov  15 

July    1 

July     1 

M30.7 

Dec    15 

Aug.    1 --- 

Nov.   2 

142.4 

Dec.    1 

'142.9 

1929 

Oct.     1 

Dec.  30 

'140  5 

Jan      2 

Nov.   3              .     .. 

Feb.     1            

Dec.    1 

Mar.    1 

.\pril   1           

May  16 

Aug.  28 

Oct.     1   

Nov.    1 

Dec.    2        

a  Down  G  hours . 
^  Dowu  1  week. 

•^  Ventura  and  Windsor  pumping. 
<'  Atlanta,  Windsor  and  Figueroa  pumping. 
*^  Figueroa  and  Atlanta  pumping. 
'  .All  down, 
•t  All  pumping. 

h  Figueroa  and  Windsor  pumping. 
Measurements  from  Pasadena  Water  Department. 


C-Il-E-ll,  MOUNTAIN  VIEW  CEMETERY.     MAP  1 
Log  Available 

Location  and  description — 200  feet  east  of  Fairoaks  Avenue.  75  feet  south  of  Ventura  Street  extended, 

Akadena      Well  outside  pump  house. 
Reference  point — Top  of  casing.  O.tJ  feet  above  ground. 
Elevation  of  reference  point — 1 188.5,  from  levels  by  D.  W.  R. 
Use— Irrigation  and  domestic. 
Depth  of  well— 780  feet. 
Diameter  of  casing — lb  inches, 
Othernumbers  used— P.  W.  D.  No.  17;  W.  S.  P.  219,  No.  76,  Pasadena;  D.  W.  R.  Bulletins  5  and  6, 

No.  ll-B-2;  L.  A.  Co.  F.  C.  D.  No.  405 1  A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 

■254 
'256 

265 

270 

266.5 

1929— 
Jan.  22 

264  5 

266,7 
1>271  9 
275.9 

277  3 
277.3 

1931— 
Jan.    4 

277.3 

April  18 

.Mar.    7 

May  20     . 

286.1 

May  18 

Aug.    5 

Dec.  17 

282.5 

July  27                  .  . 

Nov.  24 

Oct.  16 

1930- 
Aug.  18 

Dec.    6 

»  Measurement  by  owner. 
t>  Down  29  hours. 
Measurements  from  Pasadena  Water  Dopartmeot. 
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C-12-E-11,  LAS  FLORES  WATER  COMPANY,  NO.  1.     MAP  1 
Log  Available 

Location  and  description — 175  feet  south  of  Sacramento  Street.  125  feet  cast  of  Santa  Anita  Avenue 

Altadena.     Drilled  well  in  deep  pit. 
Reference  point — Top  of  I  beam  at  floor  and  ground. 
Elevation  of  reference  point — 1 12^X2.  from  levels  by  D.  \V.  R. 
Use — Domestic  and  irrigation. 
Depth  of  well — 505  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used— P.  W.  D.  No  18;  D.  W  R.  Bulletins  5  and  6,  No    12-B-2.  L.  A.  Co  F.  C.  D.  No. 

4051. 


Dale 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Jan    18 

205.8 
205.2 

204  9 
205.5 
206.1 
205.8 

205,5 

205  6 
206.0 
206.6 

1930— 
Mar.   7 - 

205,6 
"206,7 

212,4 
»213  2 

212,3 
211,4 
212.3 
220,0 
220.4 

1932— 
Jan.     1 

217.4 

Mar  13 

Aug.    1 - 

May  16 

Sept.  20 - 

July  24 

Nov.29 -- 

Oct.  10     -- 

1931— 
Feb.  18 

Dec.    8 

1929— 
Jan      3 

Mav  20 

July     1 

Mar  ''8 

Oct.     1                  -  . 

Dec.    1_ --- 

Nov.  23              

»  Measurement  by  owner. 
Measurements  from  Pasadena  Water  Department. 


C-16-F-11,  CITY  OF  PASADENA— COPELIN  WELL.     MAP  1 
Log  Available 

Location  and  description — 85  feet  north  of  Manzanita  Avenue.  100  feet  east  of  Mentone  Avenue, 

Pasadena.     65  feet  south  of  C-1 5-F-1 1 .     Casing  in  deep  pit. 
Reference  point — Top  of  uood  grating.  1  foot  above  ground. 
Elevation  of  reference  point — 916.7,  from  levels  by  P.  W.  D. 
Use — Municipal, 
Depth  of  well— 700  feet. 
Diameter  of  casing — 26  inches. 
Other  numbers  used— P.  W.  D.  No.  28;  W.  S.  P.  2I<3.  No,  432,  Pasadena;  State  Div,  E.  &  I.  No.  3 

Pasadena  Quadrangle;  D.  W.  R.  Bulletins  5  and  6,  No.  16-B-3;  L.  A.  Co.  F.  C,  D.  No.  4043A, 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Jan    14 

229  0 

230.1 

"229.7 

•231.8 

231.1 

■237,8 

235,8 

"239,7 

i>238,7 

242,4 

244,0 

241.1 

•243.9 
243,5 
241.1 
241.2 
243  5 
246,0 
=256,5 
'1257.2 
•258.5 

1930— 
Jan.  15 

"261.8 
"263,5 
258,3 
258.0 
"263,4 
■266,4 
•269  6 
■272  6 
268,5 
"273,2 
1=272  ,li 
"274.3 

1931— 
Jan.     2 

"274  6 

Feb   15 

Feb.  17 

Feb.  16 

''270  7 

Mar  15 

Mar.  25 

Mar.  16 

'■273  0 

April  14 

April  2 

April  15-.   -  . 

"277  5 

May  14 

May  15 

May    1 

''273  5 

July    ■* 

June  16 

June    1 . 

h275  9 

Aug.  25.-- 

July     1 

•■278  1 

Aug     I 

Sept.  16 - 

.\ug.  14 

■282  9 

Sept.  26- -- 

Oct.   15- 

''283  5 

Sept  17 

Oct.  15 

Nov.  16- 

''234  0 

Nov.  15 --- 

Dec.  15 

'282  7 

Dec    15 

Dec.  15 

1929— 
Jan    16 

Feb.    1       

Mar    7 

April  16         

May  16              

Sept.   5              

Oct.  15 

Nov.  12          - 

•  Sunset  pumping, 
b  Sunset  down  12  hours. 
°  Sunset  down  SJ-i  hours. 
^  Sunset  down  6  hours. 
"  Sunset  down  7H  hours. 
'  Sunset  and  Copelin  down  12  faoura. 
K  Sunset  down  3  hours. 
t>  Sunset  down. 
MeAeuremente  from  Pasadena  Water  Department. 
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C-19-F-1I,  CITY  OF  PASADENA— SHEEP  CORRAL  SPRINGS  TEST  WELL.     MAP  1 

Location  and  description — 0.2  miles  cast  of  Arroyo  Boulevard  at  a  point  0.2  miles  north  of  Linda 

Vista  Bridge,  Pasadena. 
Reference  point—  Top  of  casing.  1.3  feet  above  ground. 
Elevation  of  reference  point— 789.7.  from  levels  by  P.  W.  D. 
Use — Not  used. 
Depth  of  well— 134  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— P.  W.  D.  No.  30;  D.  W.  R.  Bulletins  5  and  6,  No.  l<>-B-3;  L.  A.  Co.  F.  C.  D. 

No.  4034A. 


Date 

Dist.R.P. 

to  water 

surface,  feet 

Date 

Dust.  R.  P. 

to  water 

Burface,  feet 

Date 

Dist.R.P. 

to  water 

surface,  feet 

1928— 
Jan.   16 

99.9 
99.7 
99.8 
100  3 
101.1 
102.4 
103  3 
104.4 
105  5 
106.5 
107.4 
108.9 

108.1 
108.8 
108  9 
108.8 

1929-Cont. 
May  16 

109.2 
109.6 
110  6 
113.9 

113  3 

114  6 

115  8 
117.1 

117.1 
119.1 
119.7 
120.0 
1204 
121.0 
121.7 
122.4 

1930-Cont. 
Sept.  16 

123.6 

Feb    15 

Oct.  15 

124  6 

Mar.  15 

July    15      

Nov.  15 

125.6 

April  14 

Aug.  16 

Dec.  15 

126.4 

May  15 

Sept.  16 

1931— 
Jan.     2 --. 

Oct.   15 

July  16 

Nov.  15 

126.8 

Aug.  16 --  - 

Dec.  16 

Feb.    2 

127.6 

Sept.  17 

1930— 
Jan.   15 

Mar.   2 

127.9 

Oct.  15 

April   1 

128.2 

Nov.  15 

May    1 

128.8 

Dec   17 

Feb.  14       

June    1   _.     

129.2 

Mar.  17 -.. 

July     1 

129.8 

1929 — 

April  15  

Aug.    3      .... 

130  2 

Jan.  16  

May  15 -... 

Sept.   1 

130.8 

Feb.  15 

June  16       

Oct.     2.         .  . 

131  6 

Mar.  15 

July  17 

Nov.  16 

132.4 

April  16 

Aug.  15      

Dec.  15 

133.2 

Measurements  from  Pasadena  Water  Department. 


C-22-F-11,  CITY  OF  PASADENA— GARFIELD  WELL.     MAP  1 

Log  Available 

Location  and  description — 500  feet  north  of  Villa  Street.  100  feet  west  of  Euclid  Avenue  extended, 

Pasadena.     Casing  in  167-foot  pit. 
Reference  point — Top  of  pit,  1  foot  above  ground 
Elevation  of  reference  point — 899.8,  from  levels  by  P.  W.  D. 
Use — Municipal. 
Depth  of  well— 720  feet. 
Diameter  of  casing — 24  inches. 
Other  numbers  used— P.  W.  D.  No.  33;  D.  W.  R.  Bulletins  5  and  6,  No.  22-B-3;  L.  A.  Co.  F.  C.  D. 

No.  4054. 


Date 

Dist.  K.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Jan.  14 

215  3 
•218.7 
214  1 
215.4 
218.6 
b216.2 
'■221.0 
220  0 
219  9 
231.7 
234.4 
i>231.1 
230.2 

1929— 
Jan.     2 

233  7 

232  5 

233  9 
''237  2 
"246.5 
'>244.7 
''246.3 
"246.3 
"244.7 

mo- 
Jan.     3.. 

244  0 

Feb.    1 

Jan.  29 

Feb.     1 

242  5 

Feb.  15 

Mar.23 

May    1 

Mar.  25 

244  6 

Mm.   1 

May    5 

.\.ag.  26 

Sept.  25 

249  2 

Mar.  15 

AprU  3 

■   Sept.  4 

^258  4 

May   8 

Oct.  15 

Dec.  17.. 

"265  4 

Nov.  12 

1931— 
Feb.  16 

June  19....  

Dec.  17  . 

Aug.    1 

260  7 

Sept.  4 

April  24 

'266  6 

Sept.  18 

July  27 

«272  3 

Not.  16 

Aug.  14 

''273  5 

Oct.   16 

•275.8 

Dec.  16 

277  5 

*  Villa  pumping. 

^  Villa  down. 

"  Down  14  hours. 

^  Villa  down  12  hours. 

"  Down  5  hours;  Villa  down  5  houra. 

<  Villa  down  15  hours. 

<  Villa  down  6  hours. 
*>  Villa  down  6  hours. 

Meaauremente  from  Paoadena  Water  Departmut 


SOUTH   COASTAL   BASIN   INVESTIGATION 


133 


C-23-F-11,  JOHN  B.  MILLER.     MAP  1 

Location  and  description — 5  feet  cast  of  Grand  Avenue,  200  feet  north  of  Columbia  Street,  Pasadena. 

Pit  in  pump  house. 
Reference  point — Floor  of  pit  8.5  feet  below  ground. 
Elevation  of  reference  point — 685.7,  from  levels  by  D.  W.  R. 
Use — Irrigation. 
Depth  of  well— 144  feet. 
Other  numbers  used— P.  W.  D.  No.  67;  D.  W.  R.  Bulletins  5  and  6,  No.  22-B-3;  L.  A.  Co.  F.  C.  D. 

No.  4037. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
May  15 

8.8 
9.2 
8.9 

1929— 

Jan.     3 . 

July  29 

8.3 
10.0 
10.0 

8.0 
10.9 

1931— 
Mar.   9 

9  8 

Aug.  12 

May  19 

9  6 

Oct.  13 

NOT.29 

1930— 
May    9 

1932— 
Jao.     5-.. 

Pit  dry 

Dec.  12 

Measurements  from  Pasadena  Watw  Department. 


C-24-F-11,  CITY  OF  SOUTH  PASADENA— ALLERTON  WELL.     MAP  1 

Location  and  description — 300  feet  south  of  Columbia,   100  feet  west  of  Fairview  Avenue,  South 

Pasadena.     Casing  in  shallow  pit. 
Reference  point — Pump  base,  at  ground. 

Elevation  of  reference  point — 757 .7,  from  levels  by  D.  W.  R. 
Use — Domestic  and  irrigation. 
Depth  of  well — 126  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used — P.  W.  D. 

No.  4047. 


No.  68;  D.  W.  R.  Bulletins  5  and  6.  No.  24-B-3;  L.  A.  Co.  F.  C.  D. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Nov.    1 

•68. 4 

68.2 
68.6 

1930— 
May    4 

69.3 

1931— 
Jan.  27 

b76.6 

1929— 
Feb.    8 

Nov.  14 

*  Down  12  hours, 
b  Measurement  by  owner. 
Measurements  from  Pasadena  Water  Department. 
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C-27-F-11,  CITY  OF  PASADENA— OHIO  STREET  NO.  4. 

Log  Available 


MAP  I 


Location  and  description — 50  feet  south  of  Ohio  Street,  170  feet  west  of  [lUcliU  Avenue,  Pasadnca. 
Reference  point — Top  of  2-inch  T  on  air  line,  2,2  feet  above  ground,  to  and  including  April  I.  1931; 

then,  lop  of  casing,  1 .5  feet  above  ground. 
Elevation  of  reference  point — 754.9  to  and  including  April  1.  1931;thcn  754.2;  from  levels  by  P.  W.  D. 
Use— N'lunicipal. 
Depth  of  well— 244  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— P.  W.  D.  No.  78;  D.  W.  R.  Bulletins  5  and  6,  No.  27-13-3,  L.  A.  Co.  F.  C.  D. 

No.  4057F. 


Date 

Dist.  R.P. 

to  water 

surface,  feet 

Date 

Dist.  R.P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
May  16  

101  0 
107  3 
115,4 

"114  5 
117,7 

M13.8 
111,1 

107.9 

>>106,7 

107  0 

107,2 

110,4 

118,7 

124,4 

127.8 

133,4 

'•ISO  5 

124  1 

1'122,9 

1930— 
Jan.     3   

120.3 
123  0 
119.4 
118  8 
120.6 
129.8 
'139.3 
•1137  8 
•■144.5 
'143  0 
•133.6 

1931— 
Jan.     2 

i'130.1 

June  16 

Vch.    1 

Feb.    2       .... 

128  4 

Aug.    2 

,M.ir.  17 -- 

April  15 

Mar.   2 

129.5 

Sept.  6 

April    1           ... 

130  5 

Oct.    2 

May  15     

.May    1 

130  0 

Nov.  2 

June  19 

'139  1 

Dec.  17 

Aug.  26 

'162.5 

(let.     1 

Oct.     1 

•1.54  2 

1929— 

Oct.   15     

Oct.   16 

1157.6 

Jan.  17     

Nov.  15 

Nov.  16      .... 

150  5 

Feb.  15 

Dec.     1     

Dec.    1 

144  4 

Mar.  15 

1932— 
Jan.     4   

May    2 

May  16 

143  4 

July  16 

Aug.   3 

Sept.  2 

Oct.     1  . 

Nov.   1 

Dec.    2 

»  Graves  &  Bean  down;  Euclid  down. 
^  Graves  &  Bean  down. 
<■  Ohio  No.  5  down  5  hours. 
^  Ohio  No.  5  down  4  hours. 
•^  Ohio  No.  5  down  2H  hours. 
'  Ohio  No.  5  down  24  hours. 
"  Ohio  No.  5  down  2  weeks. 
^  Ohio  No.  5  down  G  weeks. 
>  Alpine  pumpinjc. 
Measurements  from  Pasadena  Water  Department. 


C-3Ia-F-Il,  TROY  LAUNDRY  COMPANY— NEW  WELL.     MAP  1 

Log  Available 

Location  and  description — 100  feet  west  of  Fair  Oaks  Avenue,  opposite  end  of  Fillmort:  Street.  Pas- 
adena.     75  feet  north  of  old  well  C-JllvF-ll. 
Reference  point— Pump  base  1  foot  above  ground. 

Elevation  of  reference  point^774,  from  U.  S.  G,  S.  topog,  by  P.  W.  D. 
Use— Industrial. 
Depth  of  well— 190  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used— P.  W.  D.  No.  69B;  L.  A.  Co.  F.  C.  D.  No.  4046. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dkt.  R.  P. 

to  water 

surface,  feet 

1928— 
Jan.   10 

111  0 

"'■111  0 

M32.0 

HI?  0 

1929— 
Jan.     4 

•1119  9 
120.9 
•'126. 7 
•<129  4 

1930— 

May    2 

Dec.    3 

■1131.2 

May  15 

May  11  ...  . 

•1140  4 

July  18 

July  30 

1931— 
May  16 

Oct.   10 -- 

143,2 

Deo.  22 

153.2 

"  Down  12  hours. 
^  Measurement  by  owner, 
"  Pumping, 
d  Down  all  night. 
Measurements  from  Pasadena  Water  Department. 
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C-32-F-I1,  CITY  OF  SOUTH  PASADENA.     MAP  1 
Log  Available 

Location  and  description — 105  feet  south  of  Glenarm  between  U.  P.  R.  R.  and  A.  T.  &S.  F.  Ry..  105 
feet  east  of  Raymond  Avenue  extended.  Pasadena.    Casing  in  open.    Concrete  cover. 

Reference  point — Top  of  casing  at  ground. 

Elevation  of  reference  point — 747.4,  from  levels  by  D.  W.  R. 

Use — Not  used. 

Depth  of  well— 130  feet. 

Diameter  of  casing — 18  inches. 

Other  numbers  used — P.  W,  D.  No.  73;  Marengo  Water  Co.  Mo.  8;  J.  B.  Lippincott  No.  4;  D.  W.  R. 
Bulletins  5  and  b.  No.  32-B-3;  L.  A.  Co.  F.  C.  D.  No.  4057E. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dbt.R.P. 

to  water 

surface,  feet 

1928— 
Feb.  10 

"88.5 
«88.0 
94.7 
96.5 
95.4 
95.5 
95.8 

96.2 
96.8 
97.2 
97.5 
98.4 
97.6 
97.8 
98.4 
100.3 
100.6 
100.6 

1930— 
Jan.     2 

Feb.    3 

100.8 
101  0 
100  8 
100  5 
100  9 
103.1 

104  3 
105.0 

105  5 
105-8 
106.1 
lOG.l 

1931— 
Jan.     1 

f'lOO  1 

May  17       

Feb.    2  

'•106.1 

July  27 

Mar.    3 

Mar.   4 

i'I06  0 

i-ioe.Q 

Sept.  30- 

May    3 

June    1 

May    1 

1>105  9 

Nov.    1       .  -  .  - 

Aug.  17       

107.4 

Dec.    1 

July     1 

Dee.  22 

111.8 

Aug.    1 

1929— 

Sept.    1 

Jan.     1 - 

Oct.     1 

Mar.   5     . 

Nov.    1 

April  18 

Dec.    1 

May    6 

July  10 

Aug.  16 

Sept.   7 

Oct.  15 

Nov.  12 

Dec.    2 

"^  Measurement  by  San  Gabriel  Valley  Water  Company. 
*>  Measurement  by  owner. 
Measurements  from  Pasadena  Water  Department. 


C-38a-E-12,  PASADENA  COUNTRY  CLUB  (NEW  WELL).     MAP  1 
Log  Available 
Location  and  description — 200  feet  north  of  North  New  York  Avenue,  50  feet  west  of  Sinaloa  Ave- 
nue. Pasadena.     New  well  in  302-foot  pit.     Old  well  (C-38-E-12)  in  same  pit. 
Reference  point — Base  of  pump,  at  ground. 
Elevation  of  reference  point — I160.b,  from  levels  by  D.  W.  R. 
Use — IrrigLition. 
Depth  of  well— 704  feet. 
Diameter  of  casing — 24  inches. 
Other  numbers  used— P.  W.  D.  No.  22;  L.  A.  Co.  F.  C.  D.  No.  4082A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Oct.  30  - 

367.9 

369.2 
■371.3 
'■373.6 

371.3 
=373.6 

1930— 
AprU26 

Aug.  22 

Oct.   11 

Dec.    4 

375.4 
380  5 
377  0 
378.2 

1931— 

Jan.  13... 

Dec.  18           ... 

375  0 

386  8 

1929— 
Jan.     4 

» 

May  16 

June  20 

July  25 

Nov.  22 

»  Parker  down  12  hours. 
1*  Parker  down  15  hours. 
<=  Parker  down  8  hours. 
Measurements  from  Pasadena  Water  Department. 
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C-39-E-12,  OAK  PARK  WATER  COMPANY.     MAP  1 
Log  Available 

Location  and  description — 50  feet  south  of  New  York  Avenue,  1,000  feet  west  of  Santa  Anita  Ave- 
nue. Altadcna.     No  pit. 

Reference  point — Base  of  pump  at  Rround. 

Elevation  of  reference  point— 1010  0,  from  levels  by  D.  W.  R. 

Use — Domestic. 

Depth  of  well— 386  feet. 

Diameter  of  casing — 12-14  inches. 

Other  numbers  used— P.  W.  D.  No.  24;  W.  S.  P.  219.  No.  82.  Pasadena;  D.  W.  R.  Bulletins  5  and  6, 
No.  39-C-2;  L.  A.  Co.  F.  C.  D.  No.  4092. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DL^l.  R.  P. 

to  wator 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1928— 
Jan.  27 

•262.6 
>>269  5 
•269.5 
268  4 
«274.2 
«267.2 

1929- 
Jan.     4     . 

269  6 
282.3 
272  6 
277.6 
279.9 

1930— 

May    7 

Aug.  21 

Dec.    i 

280  8 

April  13 —  - 

May    3 

Mav  22 

281.0 

283.3 

Aug.  16 

1931— 
May  14.. 

Oct.  24 

Oct.  25     ...  - 

274.2 

Dec.  16 

269.6 

»  Down  10  hours. 
t>  Down  1  hour, 
c  Down  several  hours. 
Measurements  from  Pasadena  Water  Department. 


C-40-E-I2,  CITY  OF  PASADENA— NEW  POST  WELL.     MAP  1 
Log  Available 

Location  and  description — 300  feet  west  of  cast  hank  of  Baton  Wash  and  800  feet  north  of  New  York 
Avenuo  extended,  Pasadena.    100  feet  west  of  C-40a-E-l  1 .    Casing  in  center  of  pump  house,  no  pit. 

Refemce  point — Base  of  pump  1  foot  above  ground. 

Elevation  of  reference  point — 954  b,  from  levels  by  P.  W.  D. 

Use — Municipal. 

Depth  of  well— 319  feet. 

Diameter  of  casing — 16  inches. 

Other  numbers  used— P.  W.  D.  No.  25;  D.  W.  R.  Bulletins  >  and  6.  No.  40-C-2;L.  A.  Co.  F.  C.  D. 
No.  4102. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Jan.    3 

46  3 
46  3 
45.0 
43.5 
•43  0 
43.0 
45.5 
47.0 
48.9 
50.3 
52.8 
50  0 

1929- 
Jan.  10  

MO? 

52  G 
'54.4 
■153.1 

53.7 
53.8 
'56.2 
'54.9 

55.3 

53  9 

55.7 
64  0 
59.3 
.13  8 
54.7 

1931— 
Jan.  17 

53.4 

Feb.    1  .. 

Feb.  15 

Mar.  24 

May    1 

60  7 

Feb.  15 

Mar.  15  

49.7 

Mar.   1 

.May    7 

June  18 

48.4 

April  2 

Aug.  14 

'48  9 

May    I 

Aug.    2 

Sept.   8 

'48  0 

May  15 

•Sept.  16   

Nov.  16 

49  9 

June  15 - 

Oct.  22 

Deo.  12 

49  4 

Aug.    1 

1930— 
Jan.   18 

Sept.  17 

Nov.  15 

Deo.  15 

Mar.   8 

April  15  

April  26 

Aug.  20 

Oct.  13 

Nov.  15 

»  150  feet  to  sand. 
b  277  feet  to  sand. 
«  Down  3  hours. 
(>  Down  8  hours. 
•  Down  10  hours. 
'  All  wcUs  down. 
McasurcmenUi  from  Pasadena  Water  Department. 
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C-41-E-12,  WAGNER  NURSERIES.     MAP  1 

Location  and  description — 300  feet  north  of  Washington  Street  on  west  side  of  Eaton  Wash.  0.2 

miles  east  of  Santa  Anita  Avenue,  northeast  of  Pasadena. 
Reference  point — Top  of  casing,  at  ground. 
Elevation  of  reference  point — 890,  from  aneroid  by  D.  W.  R. 
Use — Irrigation. 
Depth  of  well— 375  feet. 
Diameter  of  casing — 18  inches. 
Other  numbers  used— P.  W.  D.  No.  164;  D.  W.  R.  Bulletin  5.  No.  41-C-2;  L.  A.  Co.  F.  C.  D.  No. 

4102B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
June  22       

143.3 
147.2 

"143.0 
150.7 
152.9 
155.7 

1930— 
April  26 

157,5 

159  3 

160  0 

1931— 

Feb.    1 

May  14 -.. 

162,0 

Oct    27 

Aug.  20 

160  7 

Dec.    4 

Dec.  21 

170  2 

1929— 
Feb.  28           

May    8 

July  29              ... 

Nov.  25 

*  Measurement  by  owner. 
Measurements  from  Pasadena  Water  Department. 


C-42-E-12,  FRED  WILCOX— SOUTH  WELL.     MAP  1 

Location  and  description — On  line  with  Washington  Street,  produced  to  the  east,  against  east  bank 

of  Eaton  Wash,  northeast  of  Pasadena.    Casing  in  pump  house.    No  pit 
Reference  point — Base  of  pump  at  ground. 
Elevation  of  reference  point — 865,  from  aneroid  by  P.  W.  D. 
Use — Domestic  ar.d  irrigation. 
Depth  of  well— 400  feet. 
Diameter  of  casing — IS  inches. 
Other  numbers  used— P.  W.  D.  No.  165;  D.  W.  R.  Bulletins  5  and  6.  No.  42-C-2;  L.  A.  Co.  F.  C.  D. 

No.  41 13 A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Jan.  27  

"272.7 
274.2 
276.2 

>>282,0 
280.8 

1929— 

.Ian.     4 -..- 

Mar.    1           ... 

280.1 
279,1 
280,5 
287,2 
291.1 

1930— 
April  26 - 

290.9 

May    9 

Aug.  20 

Dec.    4 

1931— 
May  14 

293  2 

May    7 

297,8 

Oct.  25 

July  29 

Oct.  27      

Nov.25 

299.0 

Dec.  18 

303  3 

•  Down  21  hours, 
b  Down  12  hours. 
Measurements  from  Pasadena  Water  Department. 
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C-43-F-12,  ANDREW  RUDDY.     MAP  1 

Location  and  description — 300  feet  north  of  Paioma  Street.  0.15  miles  east  of  P.  E.  Ry.,  Sierra 
Niadre  Line,  northeast  of  Pasadena.    CasinR  in  shallow  pit  in  pump  house. 

Reference  point — I-loor  of  pump  house.  I  foot  above  ground. 

Elevation  of  reference  point — 800.5,  from  levels  by  D.  W.  R. 

Use— Domestic  and  irrigation. 

Diameter  of  casing — 8  inches.  _  „...,„.. 

Other  numbers  used— P.  W.  D.  No.  39:  W.  S.  P.  219.  No.  22,  Pasadena;  D.  W.  R.  Bulletins  5  and  6. 
No.  43-C-3,  L.  A.  Co.  F.  C.  D.  No.  4103. 


Date 

Dist.R.P. 

to  water 

surface,  feet 

Date 

Dist.  li.  P. 

to  water 

surface,  feet 

Date 

Di.t.  R.  P. 

to  water 

surface,  feet 

1928— 
Jan    26 

209.1 
208  8 
211  3 
217.6 

1929— 
Mar.    1 

216.7 
217  5 
218,0 
227,2 

228,7 
236.2 

1931— 
Jan.  26 

•236  2 

May    2 

May    8      

Mar.   3 

•235.4 

June  21 

May  16 

237.1 

Oct.  27 

Nov.  25          -     ... 

Aug.  18 

•247  0 

1930- 
May  15 

Sept.  22 

Dec.  23 

•243  0 
243.8 

Dec.    4 -. 

'  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  Pasadena  Water  Department  except  as  noted. 


C-44-F-12,  CITY  OF  PASADENA— CRAIG  WELL.     MAP  1 
Log  Available 

Location  and  description — 150  feet    south   of   Paioma    Street.    600    feet    west    of   Craig    Avenue, 

Pasadi.na,     Northeast  well  of  two  wells.     Casing  in  deep  pit. 
Reference  point — "X"  in  top  of  cement  curb  at  10-inch  well.  1  foot  above  ground. 
Elevation  of  reference  point — 879.0,  from  levels  by  P.  W.  D. 
Use — Municipal. 
Depth  of  well— 1.089  feet. 
Diameter  of  casing — 26  inches. 
Other  numbers  used— P.  \V.  D,  No.  36;  W.  S.  P.  219.  No.  83.  Pasadena;  State  Div.  E.  &  L  No.  71, 

Pasadena  Quadrangle;  D.  W.  R.  Bulletins  5  and  6.  No.  44-C-3 ;  L.  A.  Co.  F.  C.  D.  No.  4094. 


Date 

Dist.R.P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 

279  7 
279.8 
284.9 
283.7 
283  7 
286,1 
294,1 
303,4 
30(1  8 
305  8 
"303,4 
"298,8 

•297,6 
•295  3 
295,3 
295  3 
295,3 
•'■305  3 

1929-Cont. 
Aug.  28 

.'^ept.   5 

'311  4 

•■1311.4 

•-311.0 

•'313  2 

312  6 

312.1 
307.4 
306.8 
304.6 
•306.9 
•309.2 
313.9 
319.6 
=317.9 
317.9 
«317  4 
«315.6 

1931— 
Jan.     2._ -. 

>315.5 

Jan.  16     -     - 

Feb.    2 :..-- 

'312.6 

Feb.  15 

Oct.  15 

Mar.   2 

May    1  

t312  0 

Mar.  15 

Nov.  12 

"■315.5 

April  16.- 

Dec.  16 

•315  5 

May  15 

1930— 
Jan.     1 

Aug.  14     

'324.8 

Sept.  15 

'324.8 

Aug.  18 

Oct.   15     

i'327.8 

Sept.  4 

Feb.     1 

Nov.  16 

•323.6 

Oct.  18 

Mar.    1 

April    1 

Dec.  15.... . 

<323.0 

Nov.  15 

Dec.  15 

May    1 

1929— 

June  16 — - 

Jan.     2 

.•\ug.  15 

Feb.    1 

Mar.   1 

Oct.     1 

April  16 

Nov.  15  

May    1 

Dec.  15 

"  Monte  Vista  down. 
^  Down  18  hours. 
*>  Down  4  hours. 
^  Down  3  hours. 
»  Down  6  hours. 
I  Down  10  hours. 
*  All  oast  wells  down. 
•>  Monte  VLsta  pumpinR. 
Measurements  from  I'asadcna  Water  Department. 
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C-45-F-12,  MR.  GRAHAM  (FORMERLY  H.  HOFFMAN).     MAP  I 

Location  and  description — 60  feet  south  of  Foothill  Boulevard,  375  feet  west  of  Sierra  Madrc  Villa 

Avenue,  Pasadena.     Casing  in  pump  house;  no  pit. 
Reference  point — Base  of  pump;  1 ,5  feet  above  ground. 
Elevation  of  reference  point — 715.9,  from  levels  by  D.  W.  R. 
Use — Domestic. 
Depth  of  well— 195  feet 
Diameter  of  casing — 12  inches. 
Other  numbers  used— P.  W.  D.  No.  61 ;  W.  S.  P.  219,  No.  23.  Pasadena;  D,  W.  R.  Bulletins  5  and  6, 

No.  45-C-3;  L.  A.  Co.  F.  C.  D.  No.  4115. 


Date 

Dist.R.P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Jan    30 

139  1 
141.5 
143  8 
148.7 

1929— 
Jan.   10 

146.5 

«149.0 

154.0 

157.0 

1930— 
April  26 

1)156  9 

Mav    2 

May  31              

Dec.    4 

bl66.3 

July  29 

1931— 
May  14 

Oct.  26 

Nov.  25 

163.0 

"  Chapman  Park  No.  1  pumped  5  hours. 
^  Chapman  Park  No.  1  and  No.  5  down. 
Measurements  from  Pasadena  Water  Department. 

C-47-F-12,  MRS.  J.  N.  LANDCASTER.     MAP  1 

Location  and  description — 400  feet  south  of  Colorado  Street.  50  feet  west  of  El  Nido  Street,  Pasadena. 

Casing  in  bottom  of  shallow  pit. 
Reference  point— Edge  of  pit  at  ground. 

Elevation  of  reference  point — 698.8,  from  levels  by  D.  W,  R. 
Use — Not  used. 
Depth  of  well— 296  feet. 
Diameter  of  casing— 10  inches. 
Othernumbers  used— P,  W.  D.  No.  58;  W.  S.  P.  219,  No,  32.  Pasadena;  D.  W.  R.  Bulletins  5  and  6. 

No.  47-C-3:  L.  A.  Co.  F.  C.  D.  No.  41I5C. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Jan     3 

119.0 
117.3 
126  1 
139.1 

1929— 

126-4 
131.2 
143.8 
139.1 

1930— 
.4pril26     

138.6 

Mar.   7 

May  16 

Dec.    2... 

144.6 

July  29 

1931— 
May  16     

Oct.  26 

Nov.  26 

146.9 

Dec.  20 

153.0 

Measurements  from  Pasadena  Water  Department. 


C-49-F-12,  SAN  GABRIEL  VALLEY  WATER  COMPANY,  NO.   10-1921-8.     MAP  1 

Log  Available 

Location  and  description — 20  feet  west  of  Santa  Anita  Avenue  and  55  feet  south  of  Oswego  Street, 

Pasadena,     South  well  of  two  wells. 
Reference  point — ^Base  of  pump,  at  ground. 
Elevation  of  reference  point — 719,8.  from  levels  by  D.  W.  R. 
Use — Domestic  and  irrigation. 
Depth  of  well— 399  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used— P.  W.  D.  No.  55;  J.  B.  Lippincott  No.  19,  D.  W.  R.  Bulletins  5  and  6,  No.  49- 

C-3;  L.  A.  Co.  F.  C.  D.  No.  4105. 


Date 

Dist.R.P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DLst.  R.  P. 

to  water 

surface,  feet 

1928— 
Feb.  10 

•133.8 
'142.5 
•145.6 

•142  5 

•152  9 

143.1 

153.6 

1930— 
Jan.     1 

153.8 
148.9 
151.2 
155.8 
160.4 
164.0 
160.4 

1931— 

Feb.  27 

May    1 -- 

•155.1 

July  28 

Feb.    1 

•161.9 

Oct    24 

April   1 

July     1        

169.7 

Sept.   1 

173.1 

1929 — 

Sept     1 

Nov.    1       

180.0 

.Jan.  14 

Nov.    1 

Dec.  10 

182.7 

May    3       - 

Dec.    1 - 

Dec.    1 

*  Measurement  from  Pasadena  Water  Department. 
Measurements  from  San  Gabriel  Valley  Water  Company  except  as  noted. 
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C-S2-F-12,  CITY  OF  PASADENA— OLD  WOODBURY  WELL.     MAP  1 

Log  Available 

Location  and  description — 100  feet  south  of  A.  T.  6;  S.  F.  Ry.,  400  feet  east  of  Allen  Avenue, 

I^asadcna.  Casing  in  170-foot  pit. 
Reference  point — Top  of  curb  around  pit.  at  ground. 
Elevation  of  reference  point — 791.0,  from  levels  by  P.  W.  D. 
Use — Municipal. 
Depth  of  well— 551  feet. 

Diameter  of  casing — 26  inches.  _     „        _ 

Other  numbers  used— P.  W,  D.  No.  37;  D.  \V.  R.  Bulletins-  S  and  6.  No.  52-C-3 ;  L.  A.  Co.  F.  C.  D. 

No.  4085. 


Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  It.  P. 

to  water 

surface,  feet 

Date 

Di-st.  R.  P. 

to  water 

surface,  feet 

1928- 
Jan    17 

199.4 
197.  li 
204.9 
218.0 
210.9 

1929— 
Jan.  14          .  . 

209.3 
208.1 
207.5 
216.8 
220.0 

1930— 
M«r.25 

223.5 

Mar.   1 

April  10 

223.3 

May    1 

Destroyed 

Oct.     2 

July    2 

Dee.  16            

Aug.  17 

Measurements  from  Pasadena  Water  Department. 

C-52a-F-U,  CITY  OF  PASADENA— NEW  WOODBURY  WELL.     MAP  1 

Log  Available 

Location  and  description — 100   feet  south  of  A.  T.  &  S.  F.  Ry.,  400  feet  cast  of  Allen  Avenue. 

Pasadena.  Casing  in  same  pit  as  C-52-r-12. 
Reference  point — I  op  of  curb  around  nit.  at  ground. 
Elevation  of  reference  point— 791.2.  from  levels  by  P.  W.  D. 
Use — Municipal. 
Depth  of  well— 1.220  feet. 
Diameter  of  casing— 26  inches. 
Other  numbers  used— P.  W.  D.  No.  37;  L.  A.  Co.  F.  C  D.  No.  403yA. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Di.st.  R.  P. 

to  water 

surface,  feet 

1931— 
Jan.  16  

226  0 
224.8 
224  9 
228.8 

1931-Cont. 

227.8 
235.3 
236.2 
237.9 

1931— Cont. 
Oct.  15 

•2403 

Feb.  16 

July  15     ...  - 

Nov.  16 

238.8 

Mar.   2 

Aug.  14 

Dec.  15 

235  0 

May    1 

Sept.  15              .  . 

»  Monte  Vista  pumpinR. 
Measurements  from  Pasadena  Water  Department. 


C-55-F-12,  HUNTINGTON  LAND  AND  IMPROVEMENT  COMPANY.     MAP  1 

Log  Available 

Location  and  description— 30  feet  west  of  Hill  Street,  extended,  and  30  feet  south  of  Lombardy 
Road.  Pasa-.lena.    At  northwest  corner  of  reservoir.    Casing  in  south  end  of  pump  house.    No  pit. 

Reference  point — Base  of  pump  at  ground. 

Elevation  or  reference  point — 736.3,  from  levels  by  D.  W.  R. 

Use — Domestic  and  irrigation. 

Depth  of  well— 380  feet. 

Diameter  of  casing — 18  inches. 

Other  numbers  used— P.  W.  D.  No.  97;  J.  B.  Lippincott  No.  1 5;  D.  W.  R.  Bulletins  5  and  6.  No.  5 J-C-3 ; 
L.  A.  Co.  F.  C.  D.  No.  4076. 


Date 

Disl.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dust.  R.  P. 

to  water 

surface,  feet 

1928- 
Feb.    6 

141  0 
145.2 
149.6 
154.7 

1929— 
Feb.  16 

149.8 
152.9 
159.6 
163.3 

1930— 
May  10  

162.6 

May    8 

May  20 

Dec.  15 

169.6 

July  25 

Aug.    1 

1931— 
Feb.  27 

Oct.  25 

Deo.    7 - 

168.3 

May  19 

171.6 

Deo.  16 

177.4 

Moasurcmcnts  from  Pasadena  Water  Department. 
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C-56-F-12,  CITY  OF  ALHAMBRA,  NO.  25   (NEW).     MAP  1 
Log  Available 

Location  and  description — 800  feet  west  of  Kewcn  Drive  and  25  feet  north  of  Canyon  l!)rive,  Pasa- 
dena.    Casing  in  shallow  pit  in  east  end  of  pump  house. 

Reference  point— Base  of  pump  at  ground. 

Elevation  of  reference  point — 709.0.  from  le\cls  by  City  of  Aihambra. 

Use — Municipal. 

Depth  of  well— 234  feet. 

Diameter  of  casing — 18  inches. 

Other  numbers  used— P.  W.  D.  No.  83B:  D.  \V.  R.  Bulletins  5  and  6.  No.  56-C-3;  L.  A.  Co.  F.  C.  D. 
No.  4067. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 

119.5 

120  0 

108.0 

110 

lOli 

110.5 

123 

134 

115 

110 

115 

1930- 
Jan. 
Feb. 
Mar. 
April 
June 
July 
Sept. 
Oct. 
Nov. 
Dec. 

115 
108 
110 
112 
117 
120 
124 
122 
124 
114 

1931— 
Jan. 
Mar. 
April 
May 
June 
July 
Aug. 
Sept. 
Oct. 
Nov. 
Dec. 

1932— 
Jan. 

120 

Feb. 

122 

Mar. 

123 

.tpril 

122 

126 

June 

126 

130 

Sept. 

131 

Oct. 

132 

Nov. 

133 

Dec. 

132 

- 

1 

137 

Measurements  from  Pasadena  Water  Department. 


C-S8-F-12,  CITY  OF  ALHAMBRA  NO.  1.     MAP  1 
Log  Available 

Location  and  description — 170  feet  southeast  from  intersection  of  Kewen  Drive  and  Arden  Road,  10 
feet  northt:ast  from  Kewen  Drive,  Pasadena.    Casing  in  pump  house.    No  pit. 

Reference  point — Top  of  casing  1  foot  above  ground. 

Elevation  of  reference  point — 701.6.  from  levels  by  City  of  Aihambra. 

Use — Munic  i  pa  1 . 

Depth  of  well— 393  feet. 

Diameter  of  casing — 26  inches. 

Other  numbers  used— P.  W.  D.  No.  87;  D.  W.  R.  Bulletins  5  and  6.  No.  58-C-3 ;  L.  A.  Co.  F.  C.  D. 
No.  4066. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Jan.  12 

170.0 
170.9 

97.0 
97.0 
95.0 
95  0 
93  0 
99,0 
103.0 
109,8 
112,3 
113,0 
112,7 
112.0 

1930— 

Jan.     1 _ 

Feb.    1 

111,0 

105,0 

105 

104.5 

109 

110 

110 

115 

125 

121 

122 

120 

1931— 
Jan.     1 

122 

Feb.    2 

Feb.    1 

Mar.    1 

AprU    1 

May    I 

120 

Mar.    1 

120 

1929— 

April   1 

122 

Jan.    1 

May    1 

122 

Feb.    1.... 

123 

Mar.   1 

July     1 

July    1 

124 

AprU  1 

Aug.    1 

Aug.    1 

129 

May    1 

Sept.   1. 

June    1 

Oct.     1 _,_ 

Oct.     1  .  . 

128 

July    1 

Nov.    1 

128  5 

Aug.    1 

Dec.    1 

Dec.    1 

126 

Sept.   1 

1932— 
Jan.     1 

Oct.     1 

Nov.    1 

131 

Dec.    1 

Measurements  from  Pasadena  Water  Department. 
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C-62-F-12,  CITY  OF  ALHAMBRA.  NO.  6  TURBINE.     MAP  1 
Log  Available 

Location  and  description — 5  feet  case  of  Kcwcn  Drive.  150  feet  south  of  Canyon  Drive,  San  Marino. 

Casins  in  north  end  of  pump  house  in  shallow  pit. 
Reference  point — Top  of  curhing  0.5  feet  above  ground. 
Elevation  of  reference  point— ^7.8.  from  levels  by  C-ity  of  Alhambra. 
Use — Municipal. 
Depth  of  well— 320  feet 
Diameter  of  casing—lS  inches. 
Other  numbers  used— P.  W.  D.  No,  91;  D.  W.  R.  Bulletins  5  and  e.  No.  62-0-3;  L.  A.  Co.  F.  C.  D. 

No.  40b7C. 


Date 

Dist.  R.  P. 

to  water 

surface, feet 

D.itc 

Dift.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Jan.     1           

169  5 
165  0 
175  0 

170  0 
155  0 
174.5 
175  0 
189  0 
190 
189 
187 
183 

1930- 
Jan. 
Feb. 
Mar. 
April 
May 
June 
July 
.\ug. 
Sept. 
Oct. 
Nov. 
Dec. 

170 
158 
152 
145 
159 
160 
163 
168 
160 
158 
150 
141 

1931— 
Jan.     1 

142 

Feb.    1 

Feb.     1     

138 

Mar.    1          

Mar.    1 

130 

April    I 

April    1       

127 

May    1              

May    1 

130 

June    1 

June    1           

132 

July     1               

July     1 

134 

Aug.    1 ---. 

.\ug.    1 

Sept.    1.. 

1S2 

Sept.   1             

166 

Oct.     1 

Oct.     1           

155 

Nov.    1          

Nov.    1 

149 

Dec.    1 

Dec.    1       

139  5 

1932— 
Jan.     1 

135 

Measurements  from  Pasadena  Water  Department. 


C-65-F-12,  CITY  OF  ALHAMBRA,  NO.  UA.     MAP  1 
Log  Available 

Location  and  description — 25  feet  north  of  Mill  Lane.  ?4'-milc  cast  of  old  adobe  mill.  300  feet  east  of 
St,  Albans"  Road,  200  feet  west  of  Virginia  Avenue,  San  Marino.  Casing  in  shallow  pit  in  west 
end  of  pump  house. 

Reference  point — Pump  base  at  floor,  1.5  feet  above  natural  ground. 

Elevation  of  reference  point — 593.4,  from  levels  by  City  of  Alhambra. 

Use — .Municipal. 

Depth  of  well— 428  feet. 

Diameter  of  casing — 18  inches. 

Other  numbers  used— P.  W.  D.  No.  94B;  D.  W.  R.  Bulletins  5  and  6.  No.  65-C-3;  L.  A.  Co,F.C.  D. 
No.  4077. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Feb. 

2 

84.8 

89 

88 

95 

95 
100 
105 
122.5 
130 
118 
118 
120 

1930— 
Jan. 
Feb. 
Mar. 
April 
Nlay 
June 
July 
Aug. 
Sept. 
Oct. 
Nov. 
Dec. 

122 
114 
116 
112 
124 
118 
122 
•227 
128 
126 
120 
118 

1931— 
Jan.     1 

120 

Feb.     1   

120 

1929 — 

Mar.    1 

120 

April    1   

126 

Feb. 

May    1 

123 

Mar. 

July     1 - 

125 

April 
May 

Aug.    1 

122 

Sept.    I 

120 

Dec.     I 

120 

Aug. 

1932— 
Jan.     1 

Sept. 

Oct. 

120 

Nov. 

Dec. 

»  Pumping. 
Measurements  from  Pasadena  Water  Department. 
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C-74-F-12,  J.  R.  VAN  HOUGHTEN.     MAP  I 

Location  and  description — 200  feet  north  of  San  Pasqual,  alxiut  400  feet  cast  of  San  GahricI  Boule- 
vard, Pasadena.     Air-lift  well  in  open.     No  pit. 

Reference  point— Top  of  wood  clamp  1  foot  above  ground. 

Elevation  of  reference  point — 676.5.  from  levels  by  D.  W.  R. 

Use — Dome.'^tic  and  irrigation. 

Depth  of  well— 215  feet. 

Diameter  of  casing — 10  inches. 

Other  numbers  used— P.  W.  D.  No.  S^;  D.  W.  R.  Bulletins  5  and  6.  No.  74-C-3,  L.  A.  Co.  F.  C.  D. 
No  4106C. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Jan.  30 

98,1 
•100.5 
101.5 
106.6 

1929— 

Jan.  10 

May  16 

bl04.6 
106.0 
111.3 
112  8 

1930— 

113.8 

May    1 

July  28       

'117.8 

June  21 

July  29          

Dec.    2. 

119.4 

Oct.  23          -  .      . 

Nov.  29 --. 

1931— 
May  19          

117.4 

Dec.  22 

122.0 

"  Pump  down  5  hours, 
b  Pump  down  1  week, 
c  Down  6  hours. 
Measurements  from  Pasadena  Water  Department. 


C-76-F-12,  W.  H.  FOX.     MAP  1 
Log  Available 

Location  and  description — 100  feet  south  of  Blanche  Street.  500  feet  east  of  Eaton  Wash,  575  feet 

west  of  Madre  Avenue.  Pasadena.     Casing  in  yard.     No  pit. 
Reference  point — ^Top  of  casing,  at  ground. 
Elevation  of  reference  point^-tttt6.4,  from  levels  by  D.  W.  R, 
Use — -Not  used. 
Depth  of  well— 300  feet. 
Diameter  of  casing — 18  inches. 
Other  numbers  used— P.  W.  D.  No.  107;  D.  W.  R.  Bulletins  5  and  6,  No.  7eHC-3;  L.  A.  Co.  F.  C.  D. 

No.  4115B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Jan.  30 

92.6 
96.9 
99.9 
102.8 
104.7 

1929— 

»98  4 
102.4 
104.8 
110.7 
110.3 

1930— 
April  20 

110.3 

May    1 

May  15           

Dec.    2 

1931— 
May  14 

116-0 

May  31 

Oct.  23 

July  29 

Oct    27 

Nov.  26 

118.6 

Dec.  21 

123.1 

"  Water  stands  in  Eaton  Wash  south  of  Blanche  Street. 
Measurements  from  Pasadena  Water  Department. 


144 


DIVISION    OF    WATER   RESOURCES 


C-82-F-13.  CITY  OF  PASADENA— LOCK SLEY  WELL.     MAP  1 
Log  Available 

Location  and  description — 1,000  foet  north  from  Huntington  Drive,  on  east  bank  of  Eaton  Wash, 

cast  of  Pasadena.     West  casing,  iii  shallow  pit . 
Reference  point — Pit  wall.  1.5  feel  above  ground. 
Elevation  of  reference  point — 590  5.  from  levels  by  D.  W.  R. 
Use — Irrigation, 
Depth  of  well— 100  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used— P.  W.  D.  No.  147B.  W.  S.  P.  219.  No  443.  Pasadena;  D.  W.  R.  Bulletins  5  and 

6.  No.  82-D-3;  L.  A.  Co.  F.  C.  D.  No.  4126. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Feb.    2 

23  3 
31.8 
40  0 
37  8 

1929— 

Jan.  25 =  ... 

May    1 

27.4 
33  6 
46  4 

37  0 

37  2 

1931— 
Feb.  13 

43.1 

May  11 

May  14 

49  4 

July  21 

Sept.  U  

Oct.  15 

63  7 

Oct.  23 

1930— 

Jan.  13.... 

May    9 

Dec.  15       

54  9 

Measurements  from  Pasadena  Wat«r  Department. 


C-8&-F-13.  CHAPMAN  RANCH,  NO.  4.     MAP  6 
Log  Available 

Location  and  description — 150  feet  west  of  Rosemead  Avenue.  60  feet  north  of  Yorkshire  Road, 

west  of  Arcadia. 
Reference  point — Top  of  casing,  at  ground. 
Elevation  of  reference  point— 619.3.  from  levels  by  D.  W.  R. 
Use — Domestic  and  irrigation. 
I>epth  of  well— 426  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used— P.  W.  D.  No.  149;  W.  S.  P.  219,  No.  442;  Pasadena;  D.  W.  R.  Bulletins  5  and  6. 

No.  86-D-3;  L.  A.  Co.  F.  C.  D.  No.  4126A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Feb.    2 -. 

51  4 

53.6 
60.3 

1929— 
Jan.   25 

'57  1 
62  0 
69  4 

64  1 

64  9 

1931— 
Feb.  13 

May  14 

69.6 

May  11       

May    8      .      . 

77.9 

Oct.  23 

Sept.  14 

1930— 
Jan.  13  

July  21 

86.8 

Aug.  14 

83.9 

Oct.  16 

85  9 

Dec.  15 

79  9 

May    9 

*  Down  3  hours. 
Measurements  from  Pasadena  Water  Department. 
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C-96-F-13,  G.  E.  BURNELL.     MAP  6 

Location  and  description — 400  feet  south  of  Foothill  Boulevard,  ^^-milc  east  of  Baldwin  Avenue, 

south  of  Sierra  Madre. 
Reference  pwint — (a)  Top  of  pump  head,  1.8  feet  below  ground;  (b)  Hole  in  pump  base,  2.8  feet  below 

ground. 
Elevation  of  reference  point — (a)  580. 2;  (b)  579.2;  from  levels  by  D.  W.  R. 
Use — Irrigation  and  domesiic. 
Depth  of  well— 1)00  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— P.  W.  D.  No.  123;  O.  W.  R.  Bulletins  5  and  6.  No.  96-D-l;  L.  A.  Co  F.  C.  D. 

No.  4155. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface, feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Dec.    4 

•»76.7 

•69.9 
•«65.2 
"76.4 

•=71.6 
•'73.9 

1931— 

>>74.0 

>>71,4 

i>75,6 

^102. 8 

tss.e 
biieg 

'>90.7 
i>82  3 
"77,9 

1932— 
Feb.  23 

•74.7 

Mar.   3 

1929— 

May    6 

May    7 

June  23 

Aug.  13       

July     8 

Sept.    1 

1930— 

Oct.  27 

April  25 

Dec.  22 

Dec.  12.. 

*  Reference  point  (")  used. 
^  Reference  point  (^)  used. 

"  Measurement  from  Pasadena  Water  Department. 
Measurements  from  Los  Angeles  County  Flood  Control  District  except  as  noted. 


C-98-F-13,  T.  F.  YERXA.     MAP  6 


Location  and  description — 170  feet  east  of  Mountain  Trail  Avenue  on  south  line  of  Lowell  Avenue, 

extended,  Sierra  Madrc. 
Reference  point — Top  of  curb  at  pump  house  floor  and  ground. 
Elevation  of  reference  point— 724  2,  from  levels  by  D.  W.  R. 
Use — ^Domestic  and  irrigation. 
Depth  of  well— 280  feet. 
Diameter  of  casing — 9  inches. 
Other  numbers  used— P.  W.  D.  No.  44;  W.  5.  P.  219,  No.  256.  Pasadena;  D.  W.  R.  Bulletins  5  and  6. 

No.  98-D-3;  L.  A.  Co.  F.  C.  D.  No.  4154. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Mar.   4           

199.8 
199.1 

1930— 

206.3 
214.9 

1931— 

April  14 

Sept.  4 

Nov.  19     

212.0 

May  17 

Dec.  12 

222  5 

221.2 

Dec.  21 

223.5 

Measurements  from  Pasadena  Water  Department. 
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C-IOI-F-U,  CITY  OF  ARCADIA,  NO. 
Log  Available 
Location  and  description — ^700  feet  west  of  Santa  Anita  Avenue 


MAP  6 


100  feet  north  of  Oangc  Gnavc 


Avenue,  Arcadia.     Southeast  well  in  group. 
Reference  point  —Base  of  pump  at  ground. 
Elevation  of  reference  point— 1)02.4.  from  levels  by  D.  W.  R. 
Use— MunicipnI. 
Depth  of  well  — lb4  feet. 
Diameter  of  casing— 22  inches 
Other  numbers  used— P.  W.  D.  No  40;  D.  W   R    Bulletins  5  and  6.  No    lOl-D-?;  L  A.  Co.  F.  C.  D. 

No.  4164. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Jan.    7  

87,6 
83.3 
"89  9 
'■92  2 
'75.9 

Jiog.i 

112  G 

1930— 

April  2.5     .. 

■^106  1 

'97  8 
104  2 

1931— 
Jan.     3 

103  7 

Feb.    7 

April  28 

Mar.31 

112.0 

Mar.  10      .  -  - 

Dec.  12 

May    6 

101  4 

April  14 

May  11 

Dec.  20 

108.2 

Oct.   18 

Dec.    4 

*»  No.  3  pumping. 
*>  No.  4  pumping. 
"  All  down  12  hours. 
I*  Measurement  by  owner. 
"No.  2A  pumping.    Sierra  Madre  pumping. 
*  All  down  5  hours. 
Measurements  from  Pasadena  Water  Department. 


C-102-F-14,  OAKWOOD  SYNDICATE  (FORMERLY  COOK-WOODLEY  COMPANY).     MAP  6 

Location  and  description — 1500  feet  cast  of  Santa  Anita  Avenue.  200  feet  north  of  Orange  Grove 

Avenue  extended,  200  feet  east  of  Santa  Anita  Creek,  east  of  Sierra  Madre. 
Reference  point — Top  of  wood  curb,  2.5  feet  above  ground. 
Elevation  of  reference  point — 594.1.  from  levels  by  D.  W.  R. 
Use — Not  used. 
Other  numbers  used— P.  W.  D,  No    152;  D  W.  R.  Bulletins  5  and  6,  No.  102-E-3;  L.  A.  Co.  F.  C.  D. 

No.  4174. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Aug.    9 

19  7 
18  8 

2ri  0 
18.3 
20.6 
19.4 

1930— 
April  25 

18. S 
21  ii 

»18.7 
-17.8 

23  2 
•27.8 

27.5 

1932— 
Jan.     S 

•24.2 

Nov.  22      .      . 

Dec.  12       

1929— 

Mar.    4 

May  18 

1931— 

Mar.  10 

April  14 

Aug.    2 

May  19              .  .  - 

Deo.    3 

iNov.  18 

Deo.  14 

\ 


»  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  Pasadena  Water  Department  except  as  noted. 
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C-103-F-13,  CITY  OF  MONROVIA.     MAP  6 
Log  Available 

Location  and  description^40  feet  west  of  Sierra  Madre  Avenue,  200  feet  north  of  Mowhawk  Street, 

west  of  Arcadia      Sump  well  under  wooden  cover. 
Reference  point — Hole  in  wooden  cover,  1  foot  above  ground. 
Elevation  of  reference  point^-626,  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Not  used. 
Depth  of  well— 550  feet. 
Other  numbers  used— P.  \V.  D.  No  65  A;  D.  W.  R.  Bulletins  5  and  6.  No.  103-D-1;L.  A.  Co.  F.  CD. 

No.  4135F. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Oct.  20 

1  sag- 
Jan.  25 

72,1 

65.0 
82,5 
80,3 
77,4 

1930— 

April  27 

Jul.v     G 

79  1 
84  8 

1931— 

Feb.  23 -,-- 

Aug.  16 

77.3 
100  9 

Aug.  11 

Sept.   1 

Dec.    2 

Measurements  from  Pasadena  Water  Department. 


C-108-F-12,  HUNTINGTON  HOTEL.     MAP  1 

Location  and  description — 100  feet  east  of  Wentworth  Avenue,  100  feet  south  of  Oak  Knoll  Drive, 
Pasadena.     50  feet  north  of  Huntington  Hotel  garage.     Air-lift  well  beside  small  reservoir. 

Reference  point — Top  of  clamp  1 .5  feet  above  ground. 

Elevation  of  reference  point — 707.5.  from  levels  by  D.  W.  R. 

Use — ^  Domestic. 

Depth  of  well— 209  feet. 

Diameter  of  casing — 14  inches. 

Other  numbers  used — P.  W.  D.  No  227;  J.  B.  Lippincott  No.  11;  D.  W.  R.  Bulletins  5  and  6,  No. 
lOS-B-3;  L.  A.  Co.  F.  C.  D.  No.  4067F. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  n.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
May  17              

135  2 
M38  5 

1929— 

W40  4 
bUl  3 
«144  9 
•147  4 

1930— 
Dec.  15 

1931— 

Feb.  23 

June    2. 

Dec.  25 

"154,7 

Aug.  11 

May  19 

July  31 

Dec.    6 

153  5 
152,4 
M59  0 

•1  Down- 6  bour>. 
ti  Down  3  hours. 
Measurements  from  Pa.sadena  Water  Department. 
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C-109-G-12,  SAN  GABRIEL  VALLEY  WATER  COMPANY,  NO.  IZ5  (RICHARDSON  WELL) 

MAP  2 

Location  and  description — 40  feet  cast  of  Oak  Knoll  Avenue,  60  feet  north  of  Huntington  Garden 
Drive,  extended.  Pasadena.    Two  wells  in  bottom  of  60-foot  pit.    North  pumphouse  of  two. 

Reference  point — Top  of  curb.  1  foot  above  sround. 

Elevation  of  reference  point — 650.  from  aneroid  by  D.  W.  R. 

Use — Domestic  and  irrigation. 

Depth  of  well— 200  feet. 

Diameter  of  casing — 12  inches. 

Other  numbers  used— P.  W.  D.  No.  139;  W.  S.  P.  219,  No.  467,  Pasadena;  D.  W.  R.  Bulletin  5.  No. 
109-C-4;  L.  A.  Co.  F.  C.  D.  No.  4068A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Dale 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Aug.  10 

■•■70.3 

"77,6 
81  1 
■85,5 

1930— 
Feb.    1 

88  .•! 
83  0 
90.0 
88  8 

92  0 

93  0 
91  3 

94  3 

1931— 
Jan. 
Feb. 
.\pril 
June 
Aug. 
Oct. 
Dec. 

1932— 
Feh. 

2 

94.0 

Mar.   1 

2 

93.7 

1929 

May    1 

88.7 

Jan      7 

June    1   

1 

86  9 

Aug.    1. 

1 

94  4 

Nov  16 

Sept.   1       

1 

960 

Oct.     1 

3 

97.0 

Dec.    1       

15            

97.7 

"  Measurement  from  Pasadena  Water  Department. 
^  Huntington  Hotel  down  ti  hours, 
c  Huntington  Hotel  pumping  2  hours  per  day. 
Measurements  from  San  Gabriel  Valley  Water  Company  except  as  noted. 


C-lll-F-11,  CITY  OF  PASADENA— FRANKLIN  WELL  NO.  3.     MAP  1 

Log  Available 

Location  and  description — 230  feet  north  of  California    trect  and  175  feet  west  of  Oak  Knoll  Avenue, 

Padadena.     No  pit. 
Reference  point — Top  of  casing,  at  ground. 
Elevation  of  reference  point — 776.4,  from  levels  by  P.  W.  D. 
Use— Not  used. 
Depth  of  well— ^1  5  feet. 

Diameter  of  casing — 12  inches.  _ 

Other  numbers  used— P.  W.  D.  No.  52C:  State  D,v.  E.  &  I..  No.  8.  Pasadena  Quadrangle.  D.  W.  R. 

Bulletins  5  and  (y.  No,  1 1  l-B-3;  L.  A.  Co.  F.  C.  D.  No.  4066C. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface, feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Jan.  16              -  .-. 

142  4 
144  4 
145.1 
146  1 
146,1 
148,4 
150,0 

151  0 

152  9 

152  5 

153  4 
152,8 

153  1 
152  1 
151  6 
152.5 
154. 7 

1929-Cout. 

156,2 
157,8 

158  9 
160  1 

159  9 

160  6 

160  0 
159  2 
159  4 
159.6 
160.2 
162.0 
164  2 

164  9 

165  6 
166.2 

1931— 

166.8 

Feb    15 

July  16          

Feb.  21 

166.6 

Mar.  15      

Aug.  14 

Mar.31 -. 

168  7 

April  16 

Oct.  15       

April  30 

June    2 - 

168.5 

May  15  

Nov.  16 -- 

170,5 

June  15 

Dec.  16            

July     3 

172.0 

July  16 

1930- 
Jan.  16       

Aug.  13 

173.4 

Aug.  16 

1932— 
Jan.  18 

Sept.  17 

Oct.  15     

Feb.  14 

175  4 

Nov.    1 

Mar.  17       

Dee.  15             -  -- 

Aprill5 - 

May  15     

1929— 

Jan.  17 

July  17 

Feb.  15 

Aug.  11 

Mar.  15 

Sept.  27       

April  26 

Oct.  17 

May  15 

Measurements  from  Pasadena  Water  Department. 
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C-I15-E-I2,  WILLIAM  ALLEN  ESTATE.     MAP  1 

Location  and  description — Top  of  west  bank  of  Eaton  Wash,  200  feet  east  of  Foothill  Boulevard. 
0.25  miles  northwest  along  Foothill  Boulevard  from  junction  of  Foothill  Boulevard  with  Roosevelt 
Avenue,  northeast  of  Pasadena.    4'  x  4'  concrete  pit  with  tunnel  under  wash  at  bottom. 

Reference  point — Top  of  well  curb  at  ground. 

Elevation  of  reference  point — 1150.  from  barometer  by  P.  W.  D. 

Use — Not  used. 

Depth  of  well— 52  feet. 

Other  numbers  used— P.  W.  D.  No.  23 ;  D.  W.  R.  Bulletin  5.  No.  1 1 5-C-3 ;  L.  A.  Co.  F.  C.  D.  No.  4091 . 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Oct    30 

33.1 

1929— 

Jan.  12 

May  14 

53.5 
41.2 
49.2 
54.9 

1930— 
April  26 

37,2 

Dec.    4 

1931— 
May  14 

54.2 

Julv  31 

Deo.    2 

42.2 

Dec.  20. 

55.1 

Measurements  from  Pasadena  Water  Department. 

C-117-F-12,  CITY  OF  PASADENA  (IN  STREET).     MAP  1 

Location  and  description — 150  feet  east  of  Craig  Avenue.  146  feet  west  of  Grand  Oaks  Avenue,  3 
feet  north  of  south  curb  of  Walnut  Street.  Pasadena.    Under  lamp  hole  cover  opposite  '"X"  on  curb. 

Reference  point — Top  of  pipe,  0.2  feet  below  pavement. 

Elevation  of  reference  point — 773.1,  from  levels  by  P.  W.  D. 

Use- — Not  used. 

Depth  of  well— 270  feet. 

Diameter  of  casing — 8  inches. 

Other  numbers  used— P.  W.  D.  No.  209,  D.  W.  R.  Bulletins  5  and  6,  No.  1 17-C-3  ;  L.  A.  Co.  F.  C.  D. 
No.  409 5 A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 

Aug.    3 

Oct.  20 

189.5 
194.0 

1929— 
Jan.  10 

193.0 
•192.7 
194.3 
198,1 
205.1 

1930— 

Mar.  24. 

.\pril  17   

201.8 

Jan.  14 

203.1 

May  30 

Dec.    4 

1931— 
May  19  

206.2 

Aug.    2 

Nov.  26 

210.5 

Dec.  21 

212.7 

a  215.5  feet  deep. 
Measurements  from  Pasadena  Water  Department. 


C-U9-F-12,  SAN  GABRIEL  VALLEY  WATER  COMPANY,  NO.  1917.     MAP  1 

Log  Available 
Location  and  description — 25  feet  east  of  Canterbury  Road  and  35  feet  south  of  Lombardy  Road, 

San  Marino. 
Reference  point — Base  of  pump,  at  floor.  9  feet  below  ground. 
Elevation  of  reference  point — 661,  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Domestic  and  irrigation. 
Depth  of  well— 34S  feet. 
Diameter  of  casing — 18  inches. 
Other  numbers  used— J.  B.  Lippincott  No.  18;  P.  W.  D.  No.  214;  D.  W.  R.  Bulletin  5.  No.  119-C-3; 

L.  A.  Co.  F.  C.  D.  No.  40%A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1028— 
Feb.  10 

60.6 
59.6 

71.3 
92.0 

1930- 
Jan.     2 

89.1 
86.8 
90,3 
92.6 
85,5 
96.1 
96.1 

1931— 
Jan. 
Mar. 
June 
Aug. 
Oct. 
Dec. 

2 

96.1 

May  17 

Mar.    1 

May    2 

July     1        

96.1 

99.5 

1929— 

104.0 

June  19 

Sept.    1 

105  2 

Dec.    1     . 

Oct.     1       ... 

105  2 

Dec.    1 

Measurements  from  San  Gabriel  Valley  Water  Company. 
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C-119C-F-12,  HUNTINGTON  LAND  &!  IMPROVEMENT  COMPANY— NEW  GARVEY  WELL 

MAP  1 
Log  Available 

Location  and  description— 400  feet  west  of  San  Marino  Avenue,  IbOO  feet  north  of  Huntington  Drive, 
San  Marino.    Near  H   K.  I  funtington's  residence.     In  same  pit  as  C-n9b-F-12. 

Reference  point — Top  of  I  beam. 

Elevation  of  reference  point — 613.9,  from  levels  by  P.  W.  D. 

Use— IDomcstic  and  irrigation. 

Depth  of  well — 46!  feet. 

Diameter  of  casing — 10  inches. 

Other  numbers  used— P.  W.  D.  No.  99B;  J.  B.  Lippincott  No.  17;  W.  S.  P.  219,  No.  472,  Pdsadena; 
L.  A.  Co.  F.  C,  D.  No.  4097B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Feb.  10 

•87.4 
■87.6 

1929— 
Feb.  16 

•"OS  9 
97  6 
•102  0 
107  5 
no  9 

1930— 

Mar.25 

May  10 

•109. S 

May  17 

May  20 

110.0 

Dec.  15 

128.0 

Aug.    1 

1931— 
Feb.  27 

Dec.    7 

Destroyed 

»  Measurement  from  San  Gabriel  Valley  Water  Company. 
^  All  down  1  week. 
«  129  feet  deep. 
Measurements  from  Pasadena  Water  Department  except  as  noted. 


C-120-F-12,  SAN  GABRIEL  VALLEY  WATER  COMPANY,  NO.  1920.     MAP  1 

Log  Available 

Location  and  description — 50  feet  east  of  Santa  Anita  Avenue.  50  feet  north  of  Canterbury  Road. 

produced  cast,  700  feet  north  of  Roblcs  Avenue,  San  Marino.    Casing  in  deep  pit  in  west  end  of 

pump  house. 
Reference  point — Floor  of  pump  house,  7  feet  below  ground. 
Elevation  of  reference  point — 645.6.  from  levels  by  P.  W.  D. 
Use — Domestic  and  irrigation. 
Depth  of  well— 952  feet. 
Diameter  of  casing — 18  inches. 
Other  numbers  used— P.  W.  D.  No.  110B;J.B   Lippincott  No   22;  D.  W.  R.  Bulletins  5  and  6.  No. 

120-C-3:  L.  A.  Co  F.  C.  D.  No.  4106A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
July  29 

"181.8 
•173  7 

■124  0 
•152.9 

19.30— 
Jan.     1 

151.8 
l.-)3 , 1 
133   1 
144  0 
158.3 
179  3 
178  3 
153.3 

1931— 
Jan. 
Mar. 
June 
.\ug. 
Sept. 
Nov. 
Dec. 

1932— 
Jan. 

2 

148.3 

Oct.  24 

Feb.     1 

143.3 

1 

150  8 

1929 — 

June    2 

1       

151.3 

Jan.    8 

July     1 

1 

178  3 

Dec.    3 

2 

3 

174.3 

157  3 

Dec.    1 - 

8 

153.3 

»  Measurement  from  Pasadena  Water  Department. 
Measurements  from  San  Gabriel  \''alley  Water  Company  except  as  noted. 
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C-130-F-13,  CITY  OF  SIERRA  MADRE,  NO.  t.     MAP  6 

Log  Available 

Location  and  description — About  2000  feet  west  of  Santa  Anita  Avenue,   100  feet  north  of  Central 

Avenue,  Sierra  Madrc. 
Reference  pwint — Floor  of  pump  house,  at  ground. 
Elevation  of  reference  point — 674.5,  from  levels  by  D  W.  R. 
Use — Munieipal. 
Depth  of  well — 459  feet. 
Diameter  of  casing— 2b  inches. 
Other  numbers  used— P.  W.  D.  No.  46;  W.  S.  P.  219.  No,  258.  Pasadena;  D.  W.  R.  Bulletins  5  and  6. 

No.  130-D-3,  L.  A.  Co.  F.  C.  D.  No.  4163. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Jan.     3 

151.0 
148.8 
147.2 
145  0 
150.1 
"168,5 
"173.1 
"174,2 
•172.6 
"167.4 
163.0 

160  6 
158  8 
158.2 
'■158.4 
165.7 
173.8 

1929-Cont, 
July  23 

183.1 
186.9 
182.7 
186  5 
182  9 
180,7 

178.7 
170.3 
169.3 
"172.4 
166.4 
172,7 
180  8 
197.2 
189.8 
185.7 
188  7 
179,1 

1931— 

174  8 

Feb.    3   

Feb.  12 

Mar.  13 

April  14 -.-- 

July     1 

Aug.    1 

Aug.  15 

Sept.   7 

Oct.  10 

171.3 

Mar.   3 

Sept.  23 -_- 

Oct.  23  

172.8 

April  3 

181.5 

May  11 

Nov.  23 

195  1 

July  26     

Dec.    3  

196,7 

Aug.  28 

1930— 

Jan.     3 

Feb.    3  

194,4 

Sept.  27     -  - 

|il97  5 

Oct.  25 

■1195,1 

Not.  23     ..      .  . 

Oct.  29 

■1191.0 

Dec.  23 

Mar.   3 

Nov.   7 

■1192  1 

April  27  

Nov.  18 

■1187  8 

1929— 
Jan.  23 

May  12. 

Feb.  23 

July    6... 

Mar.  23 

April  23 

Sept.   8 

May  22  

Oct.  12           .  . 

June  27 

Nov.  13 

Dec.  12 

'^  Measurement  by  operator. 
*  Down  2  weeks. 
"^  Down  12  hours. 

<•  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  Pasadena  Water  Department  except  as  noted. 


C-196-G-13,  F.  E.  GROVES  (FORMERLY  SOUTHLAND  HOME  WATER  COMPANY).    MAP  2 

Location  and  description — 350  feet  south  of  Broadway.  60  feet  west  of  Acacia  Street,  east  of  San 

Gabriel. 
Reference  point — Top  of  casing. 

Elevation  of  reference  point — 387,  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Not  used. 
Depth  of  well— 724  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  2920D. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
July  30 

121  8 

115  3 

116  4 
116.8 

1930- 

Feb.  11 

June    3 

Sept.  20 

Nov.  11 

116.9 
117.3 
118.9 
119.1 

1931— 
Jan.  13 

H9  1 

Sept.  5 

Mar.  24 

119  6 

Oct.  28 

May    2 

119,8 

Dec.  30 

July  18 

121.0 

Oct.  10 

122.1 

Dec.  29 

122  5 

Measurements  from  San  Gabriel  Valley  Protective  Association. 
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C-199b-G-12,  T.  HENDERSON.     MAP  2 

Location  and  description — 180  feet  south  of  Myrtle  Avenue  and  SO  feet  cast  of  California  Avenue, 

500  feet  wc5t  of  S:m  Gabriel  Boulevard.  San  Gabriel. 
Reference  point— Top  edge  of  pump  base  casting.  4.6  feet  below  floor. 
Elevation  of  reference  point — 400.  from  U.  S.  C  S  topog.  by  S.  G.  V.  P.  A. 
Use — Not  used. 
Depth  of  well— 300  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  2900. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 

139  2 
138.8 

1930— 
Jan.  10 

138  6 

139  1 
139,7 
HI  4 
143  0 
143  6 
142  8 

1931— 
Jan.   10 

142.8 

Dec    10 

Mar.    3 

Mar.    3 

143  1 

May  13 

April   7 

144  9 

July     1 

May  12 

144  1 

Oct    28 

June  16 

145  3 

Nov.  1 1 

July  21 

148  1 

Dec  22 

Aug.    4 

147  3 

Oct.     6          

148  2 

Dec.  29  

146  4 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-200-F-13,  MRS.  E.  C.  CRIBB.     MAP  6 

Location  and  description — 450ieet  west  of  Baldwin  Avenue  and  450  feet  south  of  Duartc  Road,  north 

of  Temple. 
Reference  point— Edge  of  pit.  at  ground,  to  and  including  October  15.  1929;  then,  top  of  platform 

over  well.  0.4  feet  above  ground.  c    /^    c 

Elevation  of  reference  point — 481  to  and  including  October  15.  1929;  then.  481.4;  from  U.  S.  G.  S. 

topog.  by  D.  W.  R. 
Use — Not  used.  _   „  „ 

Othernumbers  used— P.  W.  D.  No.  1 156;  D.  W.  R.  Bulletins  5  andb.  No.  200-D-3;  L.  A.  Co.  F.  C.  D. 

No.  4147. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Feb.    3 

189.9 
190.1 
192.7 
193.3 

193.6 
1(14.4 
195  0 
195  8 
196,5 
197,0 
198.0 

1930— 
Jan.     4 

198  2 
199,1 
200  1 
201,2 
202,1 
202,8 

1931— 

Jan.   17 

Mar.28 

202  8 

April  12 

203  8 

Oct.  18 

July     5 

Sept.   6 

May  30 

July  25.. 

Sept.  26 

Oct.  31     

204  3 

Dec     6 

205  2 

1929— 

Nov.    1 

Dec.  27 

206  3 
206.8 

Doc.  29 

207  2 

April  25 

July  30 

Oct.   16 

Dec.  28 --. 

Measurements  from  San  Gabriel  Valley  Protective  Association 
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C-201-G-12,  SAN  GABRIEL  VALLEY  WATER  COMPANY.  NO.   1925.     MAP  2 

Log  Available 

Location  and  description — 200  feet  north  of  Longden  Avenue.  500  feet  west  from  Santa  Anita  Road 

(Del  Mar),  San  Marino.    Casing  in  shallow  pump  pit. 
Reference  point — Floor  of  pump  house  at  ground. 
Elevation  of  reference  point — 50b.  1,  from  levels  by  D.  W.  R. 
Use — Not  used. 
Depth  of  well— 785  feet. 
Diameter  of  casing — 26  inches. 
Other  numbers  used— P.  W.  D.  No.  191 ;  D.  W.  R.  Bulletins  5  and  6.  No.  20I-C-4:  L.  A.  Co.  F.  C.  D. 

No.  4098. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Dec.    1 

241  0 

240  0 
238.3 
239.5 
239  0 
239  0 
240.0 

1930— Cont. 
July     1 

241.0 
242.0 
244  0 

242  0 

243  0 
243,5 

1931— 

Jan.     2 _ 

Feb.  10 

Mar.  17 

April  21 

244.0 

Aug.    1 

•244  0 

1930— 

Sept.   1 

«244.g 

Jan.     2  , 

Oct.     1 

Nov.    I 

Dec.    1.... 

>248  4 

Feb.    1 

•249.6 

Mar.    1  . 

July  28 

•251  3 

April   1 

Sept.  29          

•251.7 

May    2 

Nov.  23 

•249  4 

June    1 

Dec.  29 

•248.3 

»  Measurement  from  San  Gabriel  Valley  Protective  Association. 
Measurements  from  San  Gabriel  Valley  Water  Company  except  as  noted. 


C-201b-G-12,  R.  A.  HIGHTOWER.     MAP  2 


Location  and  description — 50  feet  south  of  Huntington  Drive,  235  feet  west  of  West  Drive,   2100 

feet  west  of  San  Marino  Avenue.  San  Marino. 
Reference  point — Top  of  casing.  I.l  feet  above  ground. 
Elevation  of  reference  point — 545,  from  U.  S.  G.  S.  topog.  by  S.  G. 
Use — Not  used. 
Depth  of  well — 700  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  4088. 


.  V.  P.  A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Sept.  19.. 

282.1 

1930— 
Mar.   3  .       . 

283.0 
284.1 
285.2 
288.2 
287.3 
288.2 
287.8 

1931— 
Jan.  13 

287  2 

Oct.     8 

282.4 

Mar.  27 

June  10  

Feb.    3 

286  9 

Not.  25 

282.9 
284.7 

Mar.   3 

287.3 

Deo.  26 

Aug.  26 

291  3 

Sept.  30     

.Aug.  22 

Oct.  31 

293  0 

Nov.  11 

293  9 

Dec.    9 

Dec.  29 

291  3 

Measurements  from  San  Gabriel  Valley  Protective  Association. 
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C-202-G-12,  ALICE  II.  GRAVES.     MAP  2 

Log  Available 

Location  and  description — 175  feet  northwest  of  Huntington  Drive  and  70  feet  southwest  of  El 

Molino  AvL-nue,  San  Marino.     10  feet  south  of  reservoir  near  east  end. 
Reference  point — Top  of  casing,  16  feet  above  Rround.  to  and  including  August  10,  1929;  then,  top 

of  casing,  at  grount.1. 
Elevation  of  reference  point— 562.2  to  and  including  August  10,  1929;  then.  560.6;  from  levels  by 

D.  W.  R. 
Use — Municipal. 
Depth  of  well— 505  feet. 

Diameter  of  casing — 18  inches.  ..„—„„ 

Other  numbers  used— P.  W.  D.  No.  1 50;  D.  W.  R.  Bulletins  5  and  6,  No.  202-C-4:  L.  A.  Co.  F.  C.  D. 

No.  40o8. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 

■285  3 
■287-3 
•286.7 

•287  0 
■287  i; 
"288  C 
"289  5 
291  9 

1930— 
Jan.    1  

•292  0 
293  5 
293  6 
315  0 

I93I- 
Feb.    3 

313.5 

.\f>T\\29 

Feb.  24 -•-.... 

318  0 

July     1   

Mar.  10 

316  6 

Sept.  30 

May  12 

317  0 

1929— 
Feb.  11 

Aug.    4 

320  S 

Oct.  27 

325.0 

Nov.  10 

326  0 

Dec.  29 

325  0 

July  11 

Sept.  30 

«  Measurement  from  Pasadena  Water  Derartment. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 


C-204-G-12,  CITY  OF  SOUTH  PASADENA— WILSON  WELL  NO.  2.     MAP  2 

Location  and  description — 110  feet  west  of  Bradbury  Drive.  275  feet  south  of  Adclyn  Drive,  San 

Gabriel. 
Reference  point — Top  of  iron  pump  base  at  ground. 
Elevation  of  reference  point — 478,9,  from  levels  by  D.  W.  R. 
Use^Municipal. 
Depth  of  well— 720  feet. 
Diameter  of  casing — 2t  inches. 
Other  numbers  used— P.  W.  D.  No.  125B;D.  W.  R.  BuHetins  5  and  6.  No.  204-C-4;  L.  A.  Co.  F.  C.  D. 

No.  4099. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 

203  6 
208  0 

1930— 
Sept.  30 

217  7 

218  2 
216  8 
216  8 

1931— 
.Ian.     8 

215  5 

Dec     6 

Nov.  11 

Jan.  20 

216  3 

Dec.    9  

Feb.  10 

Mar.  10 

April  26 

216.1 

Dec.  23 

216  3 

218  4 

June    9     

218  7 

Sept.  29 

222.7 

Dec.  22 

220  5 

Measurements  from  Han  Gabriel  Valley  Protective  .\ssociation. 
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C-205-G-12»  A.  J.  CHISOLM.     MAP  2 

Location  and  description^  1400  feet  north  of  Santa  Anita  Street,  300  feet  east  of  Arroyo  Avenue. 

San  Gabriel, 
Reference  point — Top  of  casing.  I  foot  below  ground,  to  and  including  December  6,  1928;  then,  top 

of  casing.  1.4  feet  above  ground. 
Elevation  of  reference  point — 427.2  to  and  including  December  6,  1928:  then,  429.6  from  levels  by 

D.  W.  R. 
Use — Not  used. 
Depth  of  well— 450  feet. 
Diameter  of  casing— 10  inchcs. 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  6.  No.  205-C^4;  L.  A.  Co.  F.  C.  D.  No.  2880. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Mar.  19 

151.9 
154.4 
155,7 
155  0 

159,4 
160  9 
162,1 
162,8 

1930— 
Jan.  20.. 

161,9 
163,2 
163  4 
106-7 
167  3 
167,0 

1931— 
Feb.  10 

166.9 

Mar.  10 

167  2 

Oct.  18     . 

June  10 

Sept.  30 

May  26 

168  4 

Dec.    6 

July  28 

170  1 

Nov.  11 

Dec.  23 

Oct.  27 

171.5 

1929— 

Dec.  29. 

171.0 

July    2 

Aug.  19 

Oct.  31 

Dec.  30 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-206-G-12,  CITY  OF  ALHAMBRA— GARFIELD  No.  1.     MAP  2 
Log  Available 

Location  and  description — 90  feet  west  of  Garfield  Avenue,  25  feet  south  of  MacLean  Street.  Alham- 

bra.     Casing  in  pump  house.     No  pit. 
Reference  point — Floor,  at  ground. 

Elevation  of  reference  point — 534.6,  from  levels  by  D.  W.  R. 
Use — Municipal. 
Depth  of  well — 560  feet. 
Diameter  of  casing — 18  inches. 
Other  numbers  used— P.  W.  D.  No.  120;  D.  W.  R.  Bulletins  5  and  6.  No.  206-C-4;  L.  A.  Co.  F.  C.  D. 

No.  4069. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Jan.     1 

263,0 
263  0 
263  0 
263.0 
263  0 
265  5 
268.0 

1930— 
Jan. 
Feb. 
Mar. 
April 
May 
June 
Sept. 
Oct. 
Nov. 
Dec. 

270,0 

265.5 

265 

270 

270 

272 

273 

274 

273 

272 

1931— 
Jan.     1 

272 

Feb.     1 

Feb.    1 

Mar.    1 

273 

Mar.    1 

275 

April   1 

May  12          

•271.9 

May    1 

June    1 

Aug.  25 

Sept  29 

■275,6 
•275  0 

Aug.    1... 

Nov.  23 

•276  1 

Deo.  22         ... 

•275.7 

"  Measurement  from  San  Gabriel  Valley  Protective  Association. 
Measurements  from  Pasadena  Water  Department  except  as  noted. 
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Location  and  description- 

ard.  San  Gabriel. 


C-210C-G-12.  MR.  GATES.     MAP  2 

-210  feet  west  of  San  Gabriel  Boulevard,  300  feet  south  of  Valley  Boulc- 


Reference  point — Top  edge  of  clamps  around  pipe.  I  foot  above  ground. 

Elevation  of  reference  point — 325,  from  U.  S.  G.  S.  topog.  by  S.  G.  V.  P.  A. 

Use— Domestic. 

Diameter  of  casing — b  inches. 

Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  2902. 


D>te 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 
to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Sept.  17 

57.0 
57,7 

1930— 
Feb.    1 

67.8 
.58.2 
58.8 
59  6 
60.1 
60.3 

1931— 
Feb.    3 

60  5 

Dec.  31 

Mar.  10 

June  16 

60.9 

June  24 

July  29 

Nov.  11 

Dec.  22 

62.3 

Nov.   3 

Dec.  29 

64  4 
63  1 

Measurements  from  San  Gabriel  Valley  Protective  Association. 

C-211-H-U,  CITY  OF  MONTEREY  PARK,  NO.  2.     MAP  2 
Log  Available 

Location  and  description — In  center  of  Emerson  Avenue,  115  feet  west  of  McPherrin  Street.  Mon- 
terey Park.     Casing  in  pump  house.     No  pit. 

Reference  point — Hole  in  base  of  pump  1  foot  above  ground. 

Elevation  of  reference  point — 3%.4.  from  levels  by  D.  W.  R. 

Use — Municipal. 

Depth  of  well— 295  feet 

Diameter  of  casing — 10  inches. 

Other  numbers  used— P.  W.  D.  No.  1 163 ;  D.  W.  R.  Bulletins  5  and  6.  No.  21  l-C-5;  L.  A.  Co.  F.  C.  D. 
No.  2873. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

1928- 
Mar.  19.- 

118,0 
119,8 

127.2 
M26.S 

1930— 
April  24 

"131,8 
"147,3 

1931— 
April  20 

•133.3 

Dec.    7.-- 

1929— 
Sept.  26  . 

Nov.26 

May  20 

Nov.30 

•132.2 
■132  2 

Oct.     1 

•  Measurement  from  Los  Anseles  County  Flood  Control  District. 
Measurements  from  San  Gabriel  Valley  Protective  AssociatioD  except  as  noted. 


C-21IC-H-11,  G.  AROSTEQUI.     MAP  2 

Location  and  description — 300  feet  south  of  Hellman  Avenue,  300  feet  cast  of  Primrose  Avenue, 

Monterey  Park.     C'asing  in  open.     No  pit. 
Reference  point — Top  of  casing  at  ground. 

Elevation  of  reference  point— 434,  from  U.  S.  G.  S.  topog.  by  S.  G.  V.  P.  A. 
Use— Not  used. 
Depth  of  well — 48  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  2853. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929- 
Sept,U 

•32.6 
32.7 
33.0 

1930— 

33.1 
32.5 
31,5 
31  3 
31.8 
32.1 

1931— 
Jan.    13 

32  2 

Nov.   7 

Mar.   3 

Feb.    3 

32  2 

Deo.  10 

Feb.  10 

31  8 

Aug.  12 

Mar.  10 

May  19. 

31  5 

Nov.  11 

31  4 

Dec.  22 

July  14 

31  6 

Oct.  27 

32.7 

Dec.  29 

33.5 

Measurements  from  San  Gabriel  Valley  Protective  Assooiation. 
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C-211h-H-12,  J.  M.  LANG.     MAP  2 

Location  and  description — 1 60  feet  west  oi'  New  Avenue.  600  feet  north  of  Emerson  Avenue.  Mon- 
terey Park. 
Reference  point — Top  edge  of  3"  x  4"  blocks  over  casing.  0.5  feet  above  ground. 
Elevation  of  reference  point — 362,  from  U.  S.  G.  S,  topog.  by  S.  G.  V.  P.  A. 
Use — Not  used. 
E>epth  of  well— 120  feet. 
Diameter  of  casing — 6  inches. 
Other  numbers  used — L.  A.  Co.  F.  C.  D.  No  2893. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Sept  17 

95.8 
96  2 
96,7 

1930— 
Jan.     6 

96,7 
97,0 
97,3 
97,9 
98,8 
99-2 
100  0 
100,2 

1931— 
Feb.  24 

100  8 

Nov    7 

Feb.  18 

April  14 

101  2 

Dec   31 

Mar.  31 

June  30 

Aug.  25 

Nov.23 - 

102  1 

103  0 

July  29 

104.3 

Sept.    9 

Nov.  11 

Dec.  25  

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-21H-H-U,  MIDWICK  COUNTRY  CLUB.    MAP  2 

Location  and  description — 600  feet  northeast  of  Fremont  Avenue  at  a  point  2700  feet  southeast  of 

P.  E.  Ry..  Monterey  Park.    30  feet  east  of  C-21  lf-H-1 1  and  100  feet  east  of  C-21  lg-H-1 1. 
Reference  point — Top  of  casing,  at  ground. 

Elevation  of  reference  point — 405,  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Not  used. 

Diameter  of  casing — 12  inches. 
Other  numbers  used — L.  A.  Co.  F.  C.  D.  No.  2853C. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 

16.5 
15.3 
12.6 
14.2 
13  9 
15,9 

1930-Cont. 
Aug.  12 

15,4 
15,6 
15,7 
16-2 
16.1 

1931— 
Jan.  13 

15  3 

Feb.    1 

Sept.   9  

Feb.  10 

13.7 

Mar  18 

Oct.  14 

Mar.  10  -- 

14  0 

April  29 

Nov.  11 

April  14 

14.2 

May    6 

Dec.  23 

June  16 -,- 

13  9 

July  29 

Aug.  18.-. 

15.1 

Oct.  13 

15.7 

Dec.  29 

11.5 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-211m-G-ll,  E.  F.  MITCHELL.     MAP  2 

Location  and  description — 130  feet  west  of  Warnick  Avenue.  100  feet  south  of  Allan  Street,  west  of 

Alhambra. 
Reference  point — Top  of  casing.  3.5  feet  below  ground. 

Elevation  of  reference  point— 428.5,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Domestic . 
Depth  of  well— 117  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  2831. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dirt.  R.  P. 

to  water 

surface,  feet 

1931— 
May  26 

14,4 
16,0 

• 

Nov.  30 

Measurements  from  Los  Angeles  County  Flood  Control  District. 
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C-2I2-H-n,  ROBERT  JONES.     MAP  2 

Location  and  description — 100  feet  west  of  San  Gabriel  Boulevard,  I  500  feet  north  of  Garvcy  Avenuf. 

3^0  fed  north  of  Emerson  Avenue.  Monterey  Park.    Casing  in  back  yard     No  pit. 
Reference  point — Top  of  casing.  0.5  feet  above  ground. 
Elevation  of  reference  point — 283.6.  from  levels  by  D.  W.  R. 
Use — Domestic. 
Depth  of  well — 30  feet. 
Diameter  of  casing— ^fo  inches 
Other  numbers  used— P,  W    D.  No.  1134;  W.  S.  P.  21Q.  No    102.  Pasadena;  W.  S.  P.  468,  No.  27; 

W.  S.  Jones.  No.  504;  D.  W.  R.  Bulletins  5  and  6.  No.  212-C-5;  U  A.  Co.  F.  C.  D.  No.  2903. 


Date 

Dist.  R.  P. 

to  water 
surface, feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dwt.  R.  I' 

to  water 
surface,  ftc t 

1928— 
Feb     7 

20  9 

21  0 

21  4 

22  1 

23  0 

•22  9 

22  5 

23  0 

23  3 
23.0 

24  0 
24  3 

1930— 
Feb.    3 

23  9 
22  3 

24  9 

25  2 

26  0 
28  1 

25  3 

26  6 

1931- 
Jan.     7  

28  8 

Mar.  15 

Mar.25 

May  17 . 

Aug.    8 

Sept. 22 

Oct.   25 

Nov.ll 

Dec.  11 

Feb.    5 

25  7 

May    8         

April  2 

26  3 

Aug.    6 

June  20 

27  5 

Nov  28 

Aug.  26  

25  8 

Oct.   13 

26  4 

1929- 
Jan.  26          

Dec.  31 

26.1 

April  25 -- 

July  27 

Sept.  6     

Nov.    1 

Dec.  20     . 

>  Pumped  recently. 
Measurement*  from  5mn  Gabriel  Valley  Protective  Association. 


C-213-H-12,  B.  F.  DICKEN.     MAP  2 

Location  and  description — 100  feet  east  of  San  Gabriel  Boulevard,  100  feet  south  of  Graves  Avenue, 

cast  of  Monterey  Park. 
Reference  point — Hole  in  casing.  1  foot  above  ground. 
Elevation  of  reference  point— 283,7.  from  levels  by  D,  W.  R. 
Use^Domestic. 
Depth  of  well— 173  feet. 
Diameter  of  casing — 8  inches. 
Other  numbers  used— D.  W,  R    Bulletins  5  and  6,  No.  213-0-5;  L.  A,  Co.  F.  C.  D.  No.  29I4B. 


Date 

Dist,  R.  P, 

to  water 

surface,  feet 

Date 

Dist,  R,  P, 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Feb,    7 

49  4 

38  4 
48  2 
45  6 
26  4 
31.2 
31  0 

39  6 
39  4 
44  2 
48  5 
47  8 

1929-Cont. 

.\ug.  27 

Sept.  28 -. 

Nov,    1. 

48  0 

42  2 
46  7 

43  9 

44  7 

40  9 

41  4 
40  6 

42  2 
46  8 

1930— Cont. 

July  14 

Aug,    8 

64  1 

Mar,  15 

•66  6 

Aug.    6            .     ... 

.■Vug,  28 

Oct.  23 

Nov.20 

1931— 
Jan,  23 

68  9 

Oct,  13 -.-. 

Nov.  26 
Dec,  20 

1930— 
Jan,    18 

55  2 

Oct.  17          

•66  5 

Nov,  17 

Nov,  28      

60  9 

1929— 

Feb.  11 

87  2 

Jan,  26      

Mar.    6 

April  11.      

June  25 

July    3 

68.8 

April  25 

Sept,  12       ... 

87  1 

Dec,  21 

57  7 

July    3 

Aug.    2 

»  Pumping  in  vicinity. 
Measurements  from  San  Gabriel  Valley  Protective  Asstociation. 
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C-214-G-13,  MR.  LONGLY.     MAP  6 
Log  Available 

Location  and  description — 20  feet  west  of  El  Monte  Avenue  and  20  feet  south  of  Palm  Drive,  cast  of 

Temple,     Deep  pit. 
Reference  point — Curb.  1  foot  above  ground,  to  and  including  May  6,  1929;  then,  hole  in  pump  head. 

1 .8  feet  above  ground. 
Elevation  of  reference  point — 370  to  and  including  May  6,  1929;  then,  370.8;  from  U.  S.  G.  S.  topog. 

by  D.  W.  R. 
Use — Irrigation. 

Depth  of  well— 477  feet.  r^  „,  n 

Other  numbers  used — SMte  Div.  E.  &'  1..  No.  53.  Pasadena  Quadrangle;  Gierlich,  No.  29;  D.  W.  R. 

Bulletins  5  and  b,  No.  214-D-4;  L.  A.  Co.  F.  C.  D.  No.  4168. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  E.  P. 

tovrater 

surface,  feet 

1928— 

85  0 

90,4 
90,5 

90  9 
91-1 
94.5 
95  5 

95  4 

96  5 
96,5 
97.4 

1930— 
Jan.  10  

96  9 
97,4 

97  2 

98  6 
99,1 

101  1 

1931— 
Jan.     6 

101  3 

Oct    18 

Mar.   3 

Mar.  10 

102  0 

Dec     6 

May    6  _._ 

May  12 

102  5 

June  24 

July  28 

104,7 

July  29       

Sept.    1 

105,6 

\pril  23 

Nov.  10 - 

106  5 

May    6 

Dec.  29 

105,9 

July  29                

Aug.  19 

Sept.  20 

Oct.     5 - 

Nov.  12 

Dec.  30 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-215-G-13,  S.  G.  HALL.     MAP  6 

Location  and  description — 0.26  miles  west  of  El  Monte  Avenue,  1  38  feet  south  of  Live  Oak  Avenue. 

east  of  Temple. 
Reference  point — From  March  19,  1928  to  and  including  February  II,  1930,  13 2-inch  hole  in  pump 

base.  15  feet  above  ground;  then,  top  of  casing,  1  foot  above  ground. 
Elevation  of  reference  point — 361.5  from  March  19,  1928  to  and  including  February  11.  1930;  then, 

361.0;  from  levels  by  D.  W.  R. 
Use — Irrigation  and  domestic. 
Depth  of  well— 141  feet. 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  6,  No.  215-D-4:  L.  A.  Co.  F.  C.  D.  No.  4159. 


Date 

Dist.  R.  P- 

to  water 

surface, feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Feb.    3 

•77,0 
77,2 
81. G 
81,6 

82,3 
83,5 
86.0 
86.6 

1930— 
Jan.   10       

86,8 

86  9 

87  1 
88,1 
89  3 

1931— 
Jan.     6 -  

89.8 

Mar.  19 - 

Mar.   2 

May  13 

Aug.  11. --.. 

Oct.  24 

Nov.  19 

89,5 

Oct.  18 

May    6 

July    1 

''90.9 

Dec.    6       - 

i>93,2 

Oct.  14 

''93  9 

1929— 

bgse 

April  23 

June  13 

Oct.     5 

Dec.  16 

"  Reference  point — bottom  of  opening,  east  side  of  pump,  at  ground,  at  elevation  3bO. 
*>  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 
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C-216-G-U,  E.  D.  McSWEENEY.     MAP  6 

Location  and  description— 0  20  miles  west  of  Baldwin  Avenue.  125  feet  south  of  Live  Oak  Avenue, 

100  fccc  west  of  Agnes  Street,  south  of  Temple.    Casins  in  open  field. 
Reference  point — Top  of  casing,  at  ground,  to  and  including  December  6.  1928;  then,  top  of  inside 

well  casing.  0.4  feet  below  ground. 
Elevation  of  reference  point — 374.3  to  and  including  December  6,  1928;  then,  373.9;  from  levels  by 

D.  W.  R. 
Use — Not  used. 

Diameter  of  casing — 10  inches  _ 

Other  numbers  used— P.  W.  D,  No    1154.  D.  W   R   Bulletins  5  and6.  No.  216-D-4;  L  A.  Co.  F.  C.  D. 

No.  4149. 


Dat« 

Disl.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dial.  R.  P. 

to  water 

surface,  feet 

1928- 
Feb     3 

92  9 

92  9 

93  4 
95  1 
95  4 

94  8 

94  4 

95  1 
95.4 
95  7 

93  5 
93,7 

94  3 

1930— 
Mar.    3 

94  6 
■94  7 
■95  8 
•97  2 
•98  0 

95  9 

96  3 
96  2 

1931— 
Jan.  27 

96.8 

Mav  15 

Feb.  17 

98.7 

Aug     9 

June    7 

April  14 

blOO 

July  15 

Nov  19 

Sept.   3 

Oct.   14 

1929— 
April  23       

Nov.25 

Dec.  23. .  . 

May  20              

July  11               

Sept.   3   ^ 

Oct.   17            

Dec.  30     

"  Measurement  from  Pasadena  Water  Department. 
^  Dry  at  this  depth— Los  Angeles  County  Flood  Control  District. 
Measurements  from  San  GaWiel  Valley  Protective  Association  except  as  noted. 


C-217-G-13,  MISSION  VIEW  ACRES  WATER  COMPANY.     MAP  6 

Location  and  description — 150  feet  south  of  Live  Oak  .Avenue  and  15  feet  east  of  Oak  Avenue,  pro- 
duced south,  soutn  of  Temple-     Casing  in  deep  pit. 

Reference  point — Top  of  pit.  at  ground,  to  and  including  March  17.  1931 ;  then,  top  of  cover.  0.2  feet 
above  ground. 

Elevation  of  reference  point — 385.0  to  and  including  March  17.  1931;  then,  385.2;  from  levels  by 
D.  W.  R. 

Use — Domestic  and  irrigation. 

Depth  of  well — 610  feet. 

Other  numbers  used— D.  W.  R.  Bulletins  5  and  6.  No.  217-D-4;  L.  A.  Co.  F.  C.  D.  No.  4139. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Mar  19 

104  7 
106.6 

106  4 

107  S 
115  1 
116,9 
117,5 

117  8 

118  7 

119  4 

1930- 
Feb.  11 

118  1 
118  2 
•115  3 
115  7 
118  1 
112  8 
ll.'i  6 

1931— 
Jan.   13 

113,8 

Oct.  18 

April  14.... 

Feb.  17 

116,7 

Dec     6 

May  27 

Mar.  17 

117  0 

July  15  

May  12 

117  8 

1929— 
April  23 

Oct.   14 

July   14 

119  3 

Nov.25  

Oct.     6 

120  6 

liiuy  10 

Dec.  23 

Dec.  29 

119  5 

July     2 

Aug.  10                .     . 

Sept.26  - 

Oct.  28 

Dec.  30 --. 

Measuremeata  from  San  Gabriel  Valley  Protective  Association. 
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C-219-G-13,  E.  D.  McSWEENEY.     MAP  6 

Location  and  description — 50  feet  east  of  Rosemead  Avenue.  100  feet  south  of  Broadway,  cast  of  San 

Gabriel.     Casing  in  north  end  of  pump  house. 
Reference  point — Bottom  edge  of  pump  base  on  top  of  steel  eye  beams,  at  ground. 
Elevation  of  reference  point — 384,  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Irrigation  ani.1  domestic. 
Depth  of  well— M)2  feet. 
Diameter  of  casing — lb  inches. 
Other  numbers  used— P.  W.  D.  No.  11^3;  D.  W.  K.  Bulletins  5  and  b.  No.  21*^-0-4;  L.  A.  Co.  F.  C.  D. 

No.  2920. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dbt.  R.  P. 

to  water 

surface,  feet 

1928— 
Mar  19 

112,8 

M20,0 

116  0 

•116  9 
■116.5 
118  2 
"121.1 
124  0 
119.8 
121.2 
121  5 
120.7 

1930— 
Jan.  20 

120.2 
120.7 
"124  5 
"128.3 
"128  8 
"131  2 
125  4 
125  0 
124  2 

1931— 

Jan.  27 

Mar.  17 

124.0 

July    9 

Feb.  28. - 

125  1 

Dec.    6 

May  16- - 

May  20 

126.9 

June    3 

July  14 

128,4 

July  15 

Sept.   1 

129.6 

Sept.   4     

Oct.  13 - 

129.2 

April  20 

Sept.  30 

Nov.  10 

129  0 

May  20 

Nov.  11     - 

Dec.  29.. 

127.6 

July  14              

Dec.  22 

Sept.  7 

Sept.  19 

Oct.     1 

Nov.   5 

Dec.  30 

'■^  Measurement  from  Pasadena  Water  Department. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 


C-220a-G-14,  J.  D.  CLEMINSON.     MAP  6 
Log  Available 

Location  and  description — 7S  feet  south  of  Olive  Street,  550  feet  west  of  Second  Avenue,  0.56  miles 

east  from  EI  Monte  Avenue,  cast  of  Temple 
Reference  point — Bottom  edge  of  pump  base  at  hole  in  concrete  where  air  line  goes  through,  0.3  feet 

above  ground. 
Elevation  of  reference  point — 325.5.  from   U.  S.  G.  S.  topog.  by  S  G.  V.  P.  A. 
Use — Irrigation. 
Depth  of  well— 178  feet. 
Diameter  of  casing — \b  inches. 
Other  numbers  used — L.  A.  Co.  F.  C.  D.  No.  4179C. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Oct    15 

56.0 
56.2 
57.1 

1930— 
Feb.    6 

57.3 
57.5 
56,5 
56,2 
59,3 
60,1 
60,5 
60,7 

1931— 
Jan.     8.. 

60  8 

Nov.    i 

Mar.    3       

Feb.    3. -.- 

61,2 

Dec   31 

.\pril  14 

Feb.  17 

60.6 

May  27              

Mar.31 

61.1 

Aug.  26 

April  14  

61,8 

Oct.   14              

May  19.. 

61.2 

Nov.  11 

June  23 

62.0 

Dec.    9          

July  21 

62,9 

Aug.  25 

64.4 

Oct.     6 

65.1 

Dec.  29 

65,5 

Measurements  from  Sao  Gabriel  Valley  Protective  Association. 
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C-222g-G-13,  JOHN  WEAVER.     MAP  6 

Location  and  description — 50  feet  south  of  cast  and  west  road  about  1000  feet  north  of  Lower  Azusa 
Road  and  250  feet  west  of  dirt  road  running  north  from  intersection  of  Lower  Azusa  Road  and 
Ardcn  Drive,  east  of  San  Gabriel- 
Reference  point-  (a)  Top  edge  of  1  tj-inch  hole  in  pump  head.  0.6  fesc  above  ground  (b)  Bottom  edge 
of  clamp  on  oil  and  air  lines,  at  ground. 

Elevation  of  reference  point— (a)  318  h  (b)  318;  from  U   S.  G.  S.  topog.  by  S  G.  V.  P.  A. 

Use  — ODmcstic  and  irrigation. 

Depth  of  well— 454  feet 

Diameter  of  casing — 14  inches 

Other  numbers  used— L   A.  Co  F.  C.  D.  No.  2950F. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Dutc 

Dist.  K.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

192»- 
Sept    7 

■59  0 

•■•56  5 

•56  1 

•56  3 

•«57.8 

1930- 

Jan.     7 

Feb.    6 

•56  4 
•56  0 
•56  2 
•55  0 
•60  1 
•54  6 
•56  8 
•'60  5 
•61   7 
i'59  6 
'■59  2 

1931- 
Jan.     8 

<>S9.0 

Oct     8 

Feb.  10 

"SB.  4 

Nov.   2             ... 

Mar.   3 

.Mar.   3 

.Mar.31 

kSS  9 

Nov.  29 

Mar.  31 

1*2  9 

Dec  30 

.\pril  29 

.April  14 

>«1  2 

May  13 

July    1          ... 

May  12 

''59.3 

Sept.    1 

•87.6 

\'<li.\2.... 

Sept.  30 

Oct.  28 

Sept.  29 

Oct.  20          ... 

•64.6 
•87.6 

Nov. 23 

Dec.  29 

•84  6 

Dec.    9         

•63.8 

«  Reference  point  (■)  used. 
^  Reference  point  { i*)  used . 
<■  Pumped  recently. 
Measurements  from  San  flabriei  Valley  Protective  Association. 


C-222i-G-I3/MR.  GUSHING,  AIR  NO.  2 


MAP  6 

t  Boulevard.  700  feet  south  of  Olive  Street,  south 


Location  and  description — 130  ftci  ca^t  of  Sun 

of  Temple.     ^)2  feet  east  of  No    I 
Reference  point — Top  of  4'2-inch  blocks  on  casing.  2,5  feet  above  ground. 
Elevation  of  reference  point — 344.  from  U.  S.  G,  S.  topog.  by  S.  G.  V.  P.  A 
Use — ^Irrisation, 

Diameter  of  casing — !2  inches. 
Other  numbers  used— L.  A.  Co,  F.  C,  D,  No  2940B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Oct.   11 

•76.1 
'■83  5 
-5  5 
77,2 
•77.7 

1930- 
Jan.     6 

75  1 

75  2 

74  7 

75  1 
75  3 
77,2 
80  9 
79  3 
77  8 

1931— 
Jan.    8 

77.5 

Oct.  29 

Feb.  11     

Feb.    3     

77.4 

Nov.    2          .... 

Mar.   3 

April   7         

Feb.  17 

77.2 

Nov.  22 

Mar.   3 

78,0 

Dec.  27     

May    1) 

April   7 

81.6 

June  24           .... 

Nlay  26 

79.2 

Oct.   14 

June  30 

81.5 

Nov.  11           

Oct.  20 

84  0 

Dec.  23 

Dee.    1 

81.4 

Dec.  29 - 

81  1 

»  Pumped  recently. 
^  Pumping. 
Measurements  from  San  Gabriel  Valley  Protective  Association. 
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C-223-G-13,  JOHNSON  SING.     MAP  6 

Log  Available 

Location  and  description — 25  feet  south  of  Lower  Acusa  RoaJ,  125  feet  west  of  EI  Monte  .Avenue, 

north  of  LI  Monte.     Casing  in  shallow  pit. 
Reference  point — "Pop  of  timber  supporting  pump  at  ground. 
Elevation  of  reference  point — 306  2.  from  levels  by  D.  W.  R. 
Use — Domestic  and  irrigation 

Depth  of  well— I'TO  feet  „ 

Other  numbers  used— D.  W  R.  Bulletins  5  and  n.  No  223-D-4;  W.  S,  Jones  No.  424;  L.  A,  Co.  F.  C.  D. 

No.  2<.KiO. 


Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1  gas- 
Mar  19 

28  2 

34  5 

35  1 

36  6 
37,3 
37.8 

38  2 
38.6 

39  0 
39.7 

1930— 

Jan.  30 

Feb.  14 

Mar.    7  

39-6 

39  8 

40  0 

40  6 
39  7 

41  8 
44  8 
43.6 
44.4 

1931— 
Jan.  27          

44,1 

Feb.  10 

43.4 

Mar.   3 

43.5 

April  27 

April   7 

Mav    6           

Mav  12 

44  2 

.May    4 

.June    9 -- 

46.1 

July  10          

Aug.  12 

Oct.    14 

Sept.   1 - 

Oct.     6 

48.0 

.\ug.  15 

Sept.   3              .  . 

48  2 

Nov.25 

Dec.    9 

Nov.  10 

Dec.  29 

47.9 

Sept.  12 

47,7 

Oct.  26 

Nov.26 

Dec.  30 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-224f-G-13,  FRANK  TURK  (FORMERLY  CHARLES  GIDLEY).  MAP  6 

Location  and  description — 1  50  feet  south  of  Lower  Azusa  Road.  1000  feet  west  of  Baldwin  Avenue. 

north  of  EI  Monte.     West  one  of  two  wells- 
Reference  point^ — Top  of  platform,  1.5  feet  above  ground,  to  and  including  October  9.  1931;  then. 

top  of  concrete  block  around  casing.  I   1   feet  above  ground 
Elevation  of  reference  point — 3146  to  and  including  October  9,  1Q3I  ;  then.  314.2:  from  U-  S.  G.  S. 

topog  by  S  G.  V.  P   A. 
Use — -Domest  ic 
Depth  of  well— 250  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used— L.  A.  Co  F  C.  D.  No.  2941H. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 

Feb.    7.... 

Mar.  19 

41  2 
41  9 

46,5 
47.7 
54  4 

49  4 
54  2 

50  7 
51.7 

1930— 
Feb.     L... 

Mar.  22 

May  17 

50  7 
60  1 

51  2 
57  0 
59  5 
56  3 
54  5 

1931— 

Jan.  24 

Feb.  21     

53  4 
53.3 

Mar.    7 -- 

57.1 

April  27 

June  28              -     . 

April  4 

68.0 

May  20 

Sept.  27 

May    2 

54.6 

Aug.  16 

Oct.   11 

Dec.  27 

June    6 

56.9 

Sept  24 

July  25 --. 

59  8 

Oct.    5 

Sept.   6 - 

59  6 

Nov  25 

Oct.  10 

57.7 

Dec.  28 

Dee.  29 

56  6 

Measurements  from  San  Gabriel  Valley  Protective  Association. 
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C-227-G-13,  A.  DINSMORE.     MAP  6 

Location  and  description  -  200  feet  south  of  Valley  Boulevard.  0.20  miles  cast  of  Mission  Drive. 

north  of  til  Monte. 
Reference  point — Top  of  concrete  curh.  south  side.  0.5  feet  above  ground. 
Elevation  of  reference  point — 287.1 .  from  levels  by  D.  W.  R. 
Use — IrrJRation  and  domestic. 
Depth  of  well— S7  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— W.  S.  P.  468.  No  28a:  D.  W.  R.  Bulletins  5  and 6.  No.  227-D-4;  L.  A.  Co.  F.  C. 

D.  No.  2931. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Jan    31 

20  0 
18  .5 

21  0 
21.1 

206 
21.6 

22  4 
23.7 

23  9 

1930— 
Feb.  26  

23.4 
23.4 
23  4 
23  7 
23  9 
25  9 
23  7 

1931— 
Jan.  21 

23  0 

Mar  19 

April   4 

Feb.  21 

24  8 

Mar.  12 

23  6 

\ov  28 

Aug.    6 

May  20 

24  1 

Oct.  15 

Aug.  12               

26.6 

Nov.  19 

Dec.  26 

•25  2 

April  25 

Dec.  26 

June  21       

Aug.  14 

Oct.  31       

Dec.  19 - 

» Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 


C-230a-H-lJ,  HENRY  BEU.     MAP  6 
Log  Available 
-170  feet  south  of  Valley  Boulevard 


Location  and  description 

south,  west  of  El  Monte. 
Reference  point — Top  of  casing.  0.3  feet  above  ground. 
Elevation  of  reference  point — 277.  from  U.  S.  G.  S.  topog.  by  D.  W.  R 
Use — Irrigation  and  domestic. 
Depth  of  well — I  57  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  2952B. 


100  feet  east  of  Arden  Drive  extended 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dift.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Oct.  13 

19-9 

18  9 
19.2 
20,7 

21  8 

22  1 
23.0 

23  2 
23.9 

1930— 
Feb.     8 

23.6 
23.9 

22  3 
22.2 
23.3 
24.6 
24.5 
23.8 

23  0 
24.7 
24.2 

1931— 
Jan.     fi. 

23.6 

Mar.   6 

Jan.  30 

24.2 

1929 — 

Mar.  24 

Feb.  17          

23.7 

April  23 

May    6           

May  16          -  .  -  - 

Mar.  14 

24.9 

April  22 :... 

24.6 

July  10  

May  26 

24.7 

July  23 

Sept.   8 

June  26 

26.0 

Aug.    6 

Oct.     8 - 

Aug.  12 

29.1 

Sept.  16 

Nov.  10 

Sept.   8 

31.7 

Nov.   6 

Dec.    2 

Sept.  22 

33.1 

Dec.  19 

Dec.  26 

Oct.  20  

Sealed 

Measurements  from  San  Gabriel  Valley  Proteotive  Aasociation. 
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C-232a-H-13,  C.  H.  CLARK.     MAP  6 

Location  and  description — 225  feet  south  of  Mildred  Street,  150  feet  west  of  Hoyt  Street,  EI  Monte. 
Reference  point — Top  of  casing.  1.8  feet  alcove  ground. 
Elevation  of  reference  point — 271-4.  from  levels  by  D.  W.  R. 
Use — Not  u^ed. 
Depth  of  well — 61  feet. 
Diameter  of  casing — 7  inches. 

Othernumbers  used— W.  S.  P.  219,  No.  479,  Pasadena;  W.  S.  P.  468.  No.  31 ;  D.  W.  R.  Bulletins  5  and  6 
No.  232a-D-5;  L.  A.  Co.  F.  C.  D.  No.  2953A. 


Date 

Dist.R.  P. 

to  water 

surface,  feet 

Date 

Dist.  E.  P. 

to  water 

surface,  feet 

Date 

Dist,  R.  P, 

to  water 

surface,  feet 

1928- 
Feb.     1     

16.9 
18.1 
21.7 
22.0 
21.7 

21.2 
20.9 
22.8 
24.3 
24.3 
25.0 
25.4 
25.5 

1930— 
Feb.    3 

25.1 
24.9 
24  6 

24  5 

25  3 
27.3 
27.8 
26.8 
27  6 

1931— 
Jan,  20 

27.7 

May    8 

Mar.  10 

Feb,  16 

27  2 

Oct.  13          

April  4 

Mar,   2 

27.0 

Nov.  13 

May    6 

Mar.  30 

27  5 

Nov.  27 

June  20 

April  28 

27.6 

Aug.  28 

May  25 

27  5 

1929— 

Sept.  29 

28.6 

Jan.  26 

Nov.  11 

July  25 

29  6 

May    6 

Dec.  27 

Aug.  31 

30.3 

July    2 

Sept.  28 

Oct.  30 

30  8 

July  25 

31.1 

Aug.    6 

Nov.  30 

31  3 

Scpt.26 

Dec.  15 

31.6 

Nov.    1 

Dec.  28 

29  8 

Dec.  20 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-234-H-13,  PORTLAND  CEMENT  COMPANY.     MAP  6 

Location  and  description — 300  feet  east  of  Rosemead  Avenue.  1500  feet  cast  of  Rio  Hondo  River, 

100  feet  north  of  Garvey  Avenue,  southwest  of  El  Monte. 
Reference  point — Hole  in  west  side  of  casing,  1  foot  above  ground. 
Elevation  of  reference  point — 244.3,  from  levels  by  D.  W.  R. 
Use — Domestic. 
Depth  of  well--75  feet. 
Diameter  of  casing — 6  inches. 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  6,  No.  234-D-5;  L.  A.  Co.  F.  C.  D.  No.  2933. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 

Feb.    1 

Aug.    6...   -.. 

6.4 
8.3 

7  5 
8.4 
9.2 
9  5 
8.9 

1930— 

Feb.     3 

April    4 

May    6 

June  20 

July  16 

Sept.  15 

Oct.  17 

Nov.    6 

8.3 
8.2 
7.9 
10.8 
10  0 
10.3 
10  0 
10.6 
9  9 

1931— 

Jan.     7 

Feb.  23 

10,1 
7  9 

1929— 

Mar.   4 

April  11 

9  5 
8  4 

April23 

June  26 

Aug.    8 

June    5 

8  6 

Aug.    2 

Sept    8 

7  6 

Oct.     8 

Oct.  13 

13  3 

Dec.  17 

Dec.  27 

Nov.  18 

10  9 

Dec.  31 

8  2 

Measurements  from  San  Gabriel  Valley  Protective  Association. 
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DIVISION    OF    WATKU    KESOURCES 


C-235-II-U,  WILLIAM  H.  HARMON.     MAP  6 

Log  Available 

Location  and  description^200  feet  west  of  Roscmcad  Avtnuc.  produced,  and  100  foci  south  of  Gar- 

vcy  Avenue,  cast  of  Monterey  Park. 
Reference  point — Top  of  casing,  1  foot  ahovc  ground 
Elevation  of  reference  point     244.6,  from  levels  by  D.  W.  R, 
Use  -Dninusiic    .  ' 

Depthof  well— 100  feet 
Diameter  of  casing — 8  inches 
Other  numbers  used-D   W    R    Bulleims  5  and  b.  No   215-D-5.  L.  A   Cx>   F    C    D   No   2923. 


Date 

Dist.  U.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface, feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Feb     7 

3  3 
3,9 
5  2 

4  9 

4  2 

3  9 
4,6 
5,0 
6,5 
5,6 

5  9 
5  4 
C  3 
5  5 

1930— 

Feb.    3 

i\lar.  21 

5  2 

4  4 

4,9 

5  3 

6  5 
6,4 
6,6 
5  9 

1931— 
Jan.     7           

4.9 

Mar  15 

Feb.    5 

4.5 

Aug.    6 

Feb.  18 

5.6 

Oct.  31 

July     8 

Mar.  14 

6,6 

Nov.  28 

May  20 

s.g 

Oct.    17             ..  . 

July  20 

6.7 

1929 — 

Dec.    3 

Sept.   8           

8.8 

Jan.  26 

Dec.  27 

Oct.     7 

6  4 

April  25 

Nov.  13     

8  6 

May  10 

Dec.  31 

4  6 

June  21   

July    2 

Sept.  16 

Oct.  23 

Nov.    1 

Dec.  20 

Measureioents  from  San  Gabriel  Valley  Protective  Association. 


C-236-H-13,  JOSEPH  SLAUGHTER.     MAP  6 

Log  Available 

Location  and  description — 100  feet  southeast  of  Mountain  View  Avenue  and  25  feet  southwest  o 

Slaughter  Avenue,  south  of  El  Monte, 
Reference  point — Top  of  casing,  at  ground. 
Elevation  of  reference  point — 258.8.  from  levels  by  D  W.  R. 
Use-  D<»mcstic 
Depth  of  well — 59  feet. 
Diameter  of  casing — 0  inches 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  0.  No   236-D-5;  L   A.  Co,  F,  C.  D.  No.  2964. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Feb.     l.._,    ,           - 
Oct.   13 

i;  I 

11  0 
10  8 

9  5 

10  6 

11  4 
14  0 
14-2 
14  2 
14,9 

1930— 

Feb.    3 

Mar.  10 

15  3 

13  4 

13,6 
14,7 

14  8 
17  0 
17  0 
Hi  SI 

1931  — 
Jan.     5 

Jan.  27 

16  6 

17  5 

Nov.  28 

April  19           .   , 

Fob.  16 

15  6 

July   12 

Mar.    2 

16  5 

1929— 

,\ug.    7 

.\pril    6 

16  0 

April  23 

Sept.    8 

16  6 

May  21 

Nov.  10 

Aug.  18 

18  8 

June  14 

Dec.  20 

Oct.  30 

23  2 

July  11 

Dec.  15 

20  4 

Sept.  7 

Oct.  18 

Dec.  20 

I 


Measurements  from  San  Clabriel  Valley  Protective  Association. 
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C-237W-H-13.  J.  B.  BODGER  &i  SONS  COMPANY,  NO.  7.     MAP  6 

Location  and  description— 100  feet  southeast  of  Lexington  Road,  000  feet  northeast  of  intersection 

of  Central  and  Wilson  Streets,  south  of  fil  Monie. 
Reference  point— Top  of  casing.  0.2  feet  above  ground 
Elevation  of  reference  point — 240.  from  U.  S  C  S.  copog.  by  D.  W.  R. 
Use — IrrigiUion, 
Depth  of  well— 100  feet. 
Other  numbers  used— L.  A.  Co  F.  C.  D  No   2955G 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Di.it.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
April  23 

7.5 

6  8 

7  8 

8  7 
8  9 
8  9 
8  7 

1930— 
Feb.  17 

7.9 
7.4 
8.6 
7  9 
9  9 
10.1 
10  6 
10  0 
10.6 
10  7 

1931— 

Jan.   17 

Feb.  13 

April  4. 

May  18 

7  5 

May  21 

Mar.  20 - 

7,5 

June  27 

April   7 

9.7 

July  23 

May  14  

•9  8 

Aug.  22 

June  16 

July  21 

Aug.  13 

15,6 

Aug.    7  -. 

14  6 

Dec   20 

Sept.  16 

Dec.    2 

"11.9 

Oct.   17 

Nov.  15 

Dec.  27 

»  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 


C-238q-I-13,  URBAN  F.  ESTRADA.     MAP  6 
Log  Available 

Location  and  description — 100  feet  south  of  Syphon  Road,  850  feet  east  of  Durfee  Road,  south  of 

El  Monte. 
Reference  point — Top  of  blocks  over  casing,  2  5  feet  above  ground,  to  and  including  December  16, 

1S>30;  then,  top  of  casing.  2.2  feet  above  ground. 
Elevation  of  reference  point^2ll.8,  to  and  including  December  !6,  1930;  then,  211.5;  from  U.  S. 

G,  S.  topog.  by  S.  G.  V.  P.  A. 
Use — Domestic . 
Depth  of  well — bO  feet. 
Diameter  of  casing~b  inches 
Other  numbers  used— L.  A.  Co.  F  C  D.  No.  2Q37F. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Sept    3 

7,6 
6  8 

1929— 
May    6              .  . 

7.7 
7.5 
8,7 
7.7 
7,6 

1930— 
Mar.   6 

7  4 

Nov.  26 

June  18 --. 

Sept.  24 

8  8 

Aug.  31 

Oct.  27 -- 

8  0 

Oct.     9 

Dec.  16 

8  1 

Dec.  16             -  - 

1931— 
Nov.  20 

8  4 

Measurements  from  San  Gabriel  Valley  Protective  Association. 
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DIVISION    OF    WATER   RESOURCES 


C-239-H-I3,  J.  E.  PALMER.     MAP  6 

Location  and  description — 1  50  feet  southeast  of  LexinKton  Road  at  a  point  243  feet  northeast  of  turn 

to  northeast  in  Lexington  Road  (first  turn  north  ol  Temple  School),  south  of  El  Monte. 
Reference  point— Blocks  o\-er  casing,  2,5  feet  above  ground. 
Elevation  of  reference  point — 228,  from  U.  S.  G-  5.  topog,  by  D   W    R. 
Use — Dome.stic. 
Depth  of  well— 49  feet. 
Diameter  of  casing — fa  inches. 
Ot^er  numbers  used— D.  W.  R.  Bulletins  5  and  6,  No.  239-D-5;  L.  A.  Co.  F.  C.  D.  No.  2946. 


Dat« 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Feb.     1 

10  7 
12  0 

11.6 

11  4 

1929- 
April  23 

11  3 

11  7 

12  3 
12  6 
12  (i 
12  3 
12.8 
12.2 

1930— 
Fib.    3       . 

U  7 

Aug.  10 

Oct.  13 

May  21   

Mar.  21 

April   4     ... 

11  5 

11  8 

Nov.  28 

.July  23     

Oct.  25 

1931- 
Mar.  13 

12  8 

Aug.  22 

Sept.2(i 

Nov.    1 

9.4 

Dec.  20  

May  25 

13.4 

11.7 

Sept.  25 

IS  9 

Nov.  20 

10.3 

Dec.  28 

12  4 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-240q-I-13.  MONTEREY  PARK  LAND  ^'  WATER  COMPANY.  MAP  6 

Location  and  description — 400  feet  south  of  Syphon  Road  (Mission  Mill  Road),  75  feet  west  of  Gate 

Ditch.  3700  feet  east  of  Ourfec  Road,  south  of  El  Monte. 
Reference  point — ^Top  of  casing,  0,8  feet  alx)ve  ground,  to  and  including  August  21,  1930;  then,  top 

of  platform  0.4  feet  higher. 
Elevation  of  reference  point — ^210.8  to  and  including  August  21.  1930;  then.  211.2;  from  U.  S.  G.  S. 

topog.  by  S.  G.  V.  P.  A. 
Use— Not  used. 
Depth  of  well — 400  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used— L.  A.  Co  F.  C,  D.  No.  2947A. 


Date 

Dist,  R,  P, 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R,  P. 

to  water 

surface,  feet 

1929— 
June  17 

2  6 

3  5 

3.6 
2.9 
3  1 

1930— 

2.0 
2.2 
2.9 
3.3 
4  0 
3,B 
4.2 

1931— 
Jan.  29  

3.6 

July  26 

Mar.  20 

Mav  15 

Feb.  26 

3  4 

April  16 

4.6 

Oct,  25 

July  10          .  . 

May    7 

3  4 

Dec,  27 

Aug.  21 

4.4 

Oct,  23 

Aug.  20 

Nov.   4 

Dec.  23 

5  6 

Dec.  24 

4.9 
4.0 

i 


I 


Measurements  from  San  Gabriel  Valley  Protective  Association. 
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C-241-F-14,  J.  N.  TEAGUE.     MAP  6 

Location  and  description — 25  feet  west  of  First  Avenue,  1200  feet  north  of  Valnctte  Avenue.  Arcadia. 

Casing  in  open.     No  pit. 
Reference  point— Top  of  casing.  0.8  feet  above  ground,  to  and  including  October  1,  1929;  then,  top  of 

platform  over  well,  0,4  feet  above  top  of  casing. 
Elevation  of   reference  point — 416.6  to  and  including  October  I,  1929;  then.  417.0;    from  levels  by 

Gierlich. 
Use — Not  used. 
Depth  of  well— 325  feet 
Diameter  of  casing — 12  inches 
Other  numbers  used— Gierlich  No.  25;  D.  W.  R.  Bulletins  5  and  6,  No.  241-E-3;  L.  A.  Co.  F.  C.  D. 

No.  4177. 


Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P, 

to  water 
surface,  feet 

Date 

DUt.  R.  P. 

to  water 
surface,  feet 

1928— 
Feb.    3._ 

128  3 
131  li 

133  7 

134  7 

135,4 
136  2 
137.0 
138  4 
139J 
141,2 

1930— 

Feb.  15 

April   5 

June  28 

142  0 

142  2 
142  7 
144.6 
145,9 

1931— 
Feb.    7 

146  3 

Aug.    9 

April   4 

147  0 

Oct.  18 

July    4 

148  0 

Dec.    4 

Oct.     4 

Oct.     3 

150  1 

Dec.  27 

Dec.  29 

151  3 

1929— 
Jan.  26 

April  27 -.-. 

July    2       ... 

Aug.  27 

Oct.     1...- 

Dec.  28 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-242-F-14,  BRADBURY  ESTATE,  NO.  28.     MAP  6 

Lx>cation  and  description — 500  feet  west  of  Peck  Road.  0.3  miles  south  of  HXiarte  Road.  50  feet  west 

of  wash,  Arcadia, 
Reference  point — Bottonn  of  pump  base,  1.5  feet  above  ground,  to  and  including  February  8,  1930; 

then,  top  of  casing,  1,3  feet  above  ground. 
Elevation  of  reference  point — 404  5  to  and  including  February  8,  1930;  then,  404.3;  from  levels  by 

D.  W.  R. 
Use —  i  rrigation. 
Depth  of  well— 292  feet. 
Diameter  of  casing — 14  inches. 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  6.  No.  242-E-3 ;  L.  A.  Co.  F.  C.  D.  No.  4197. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P, 

to  water 

surface,  feet 

1928- 
Mar.  13       ... 

118  2 
126.8 

126.5 
130.0 
134.1 
134.3 

1930— 

134  7 

134.3 

"139  1 

1931— 
Mar.  23 

138  5 

Oct.  18... 

Feb.    8.   

April  14 

139  4 

Dec.    3 

July  27     

141  5 

1929— 

Sept.   7 

143.2 

May  15 

Dec.    1           

144.6 

July    3 

Dec.  29 

143  8 

.4ug.  14 

Dec.  28       . 

•  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 
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DIVISION    OF    WATER   RESOURCES 


C-243-F-I4,  BEARDSLEY  WATER  DITCH  COMPANY.     MAP  6 
Log  Available 

Location  and  description    -20  feet  west  of  Mountain  Avenue,  iOO  feet  south  of  Euclid  Avenue,  south 

of  Monrovia.     C'asinK  in  shallow  pump  pit. 
Reference  point — Ivdge  of  curb,  at  sround.  to  and  including  July  2.  U)2f>;  then,  bottom  edge  of  pump 

base.  1   foot  above  ground. 
Elevation  of  reference  point— 413.5  to  and  including  July  2,  1'52').  then,  414  5;  from  levels  by  D.  W.  R. 
Use — Irrigation. 
Depth  of  well — 352  feet 
Other  numbers  used— O  A.  Cierlich  No  3 1  :  D,  W  R.  Bulletins  5  and  6.  No  243-E-3 ;  L.  A  Co  F  C.  D. 

No.  4217. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Oct    18 

137  2 

138  1 

137.2 
144  7 

1930— 
Jan.     9  

145  0 

145  1 
142  il 
141  0 

146  5 
148  4 

1931— 
Jan.     6 - 

143  4 

Dec     4 

Mar.  11 

Mar.  17 

148  1 

April  27 

April  21   .   , 

149  1 

148  4 

July    2 

Sept.  29 

Dec.  22 

Nov.  17 

154  8 

Dec.  28      

Dec.  29 - 

154  5 

Measurements  from  San  Gabriel  Valley  Protective  Association. 

C-243a-G-U,  HARVEY  BROTHERS  ROCK  COMPANY.     MAP  6 

Location  and  description — 1250  feet  cast  of.  Mountain  Avenue.  1075  feet  south  of  Meridian  Street  , 

south  of  Monrovia, 
Reference  point — Edge  of  pump  base  casting.  O.b  feet  above  ground. 
Elevation  of  reference  point— 395,  from  U   S,  G.  S.  topog.  by  D.  W.  R. 
Use — Domestic  and  industrial 
Diameter  of  casing— 12  inches. 
Other  numbers  used — L.  A.  Co.  F.  C.  D.  No.  4218. 


i 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Dale 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Dec.  21 

126.6 

127  0 
120  9 
126.7 
121.6 
122.1 
126  7 

1931— 

129  4 

130  4 
130  9 
130  8 
136.7 

1932— 
Jan.   12 

133  8 

Feb.    3 

1930— 

.\pn\  21 

Jan.    9        

Mar.    8 

Nov.   3 

Mar.  17 

May  20 

Aug.  26.... 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-243b-F-I4,  CITY  OF  MONROVIA— LOWER  NORUMBEGA  WELL.     MAP  6 

Location  and  description — 150   feet   northeast  of  Norumbega  Drive  crossing  over  Sawpit  Creek, 

Monrovia      6'  x  b'  dug  pit  to  tunnel  under  creek. 
Reference  point — Flixir  of  pump  house,  at  ground. 

Elevation  of  reference  point — 785,  from  U.  S.  G,  ?.  topog.  by  L.  A.  Co.  F.  C  D. 
Use— Municipal. 
Depth  of  well— 80  feet. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  4203. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929- 
Aug.  26 -.- 

69  5 
"59  1 

1930- 
April  12 

"25  3 
•31  2 
47.8 
69  6 

1931— 
Mar.31 

May  15  . 

Aug.  30 

May  17 

47  8 

Nov.25 

July     9 

50  7 

Dec.    3 

45  4 

Dec.  15 

SO  0 

*  Measurement  by  Monrovia  Water  Department. 
Measurements  from  Los  AnRcIes  County  Flood  Control  District. 
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C-244-G-I4,  WILLIAM  ST.  VINCENT.     MAP  6 
Log  Available 

Location  and  description— 135  feci  west  of  Sixth  Avenue.  1000  feet  south  of  Valncite  Avenue,  Arca- 
dia     Casing  in  varJ  in  front  of  house. 

Reference  point — Top  of  easing.  0,2  feet  above  ground. 

Elevation  of  reference  point — 383  3.  from  levels  by  Gierlich 

Use— .Not  used. 

Depth  of  well — 125  feet. 

Other  numbers  used— Gierlich  No.  11;  W.  S.Jones  No,  407;  D.  W.  R.  BuHcLins  5  and  6.  No.  244-E-4: 
L,  A.  Co  F   C.  D.  No  4188. 


Date 

Dist.  R.  P 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Feb.    3 

95.5 
95-7 
96.5 
99  2 

102  0 

103  0 

104  0 
105.0 

105  4 
lOli.7 
109.3 

I93&- 
Jan.  30 

109  8 

110  3 
109  5 
1115 
113  0 

1931- 

113  7 

Mar.  13 

Mar.  17 

Feb.  24  . 

113  9 

May    8 

May  27 

Mar.  25 

114  2 

Aug.    9 

Sept.   9 

Nov.  11 

114  9 

Oct.  18 

July  21 

115  8 

Dec.    4-. 

1929— 
April  23 

July  28 

Dry 

June    3 

July  27 

Sept.   7 

Dec.  28 

t 

Measurements  from  San  Gabriel  Valley  Protective  Asociation. 


C-247i-G-14,  J.  B.  SNODDY.     MAP  6 

Location  and  description — 150  feet  south  of  Live  Oak  Avenue,  400  feet  west  of  Sixth  Avenue  extended, 

south  of  .Arcadia 
Reference  point — Top  of  blocks  over  casing.  1.3  feet  above  ground. 
Elevation  of  reference  point — 344,  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Domest  ic . 
Depth  of  well— 120  feet. 
Diameter  of  casing — ^8  inches. 
Other  numbers  used— L  A.  Co  F.  C.  D  No  4189D. 


Date 

Dist,  R,  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 

Oct.  18 

Dec.    4  . 

66  6 

67  4 

67  9 
67  0 
68.4 
69  0 
71,5 

72  8 

73  4 

1930— 

Jan.  30 

Feb.  28 

73  6 
73  9 

73  4 
72  4 
72  0 
72  4 
74.0 
75  3 
77.0 

74  7 

1931— 

Jan.  27 -.- 

Mar.    5. 

April   2 

77  4 
76  4 

Mar,24   

78  0 

1929— 

April   3 

June    2. 

July     3 

77  9 

Jan,  26 

May  13 

80  9 

April  25 

June  10- - 

July  29 

Nov.   3 

Dec.  31 

82  4 

June    5  » 

80  0 

Aug,    2.. 

Sept,  24..  . 

Sept,   9 

Dec,    9 

Nov,  14 

Dec,  26 

Dec.  30 

Measurements  from  San  Gabriel  Valley  Protective  Association. 
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DIVISION    or    WATER   RESOURCES 


C-248-G-14.  SNODDY  RANCH.     MAP  6 


'cnuc,  425  fc 


Location  and  description — 50  fccc  south  of  dirt  road.  0.3  miles  south  of  Live  Oak  Avi 

tast  of  Second  Avenue,  south  of  Arcadia. 
Reference  point — Top  of  casinfl.  1  f<x>t  above  ground. 
Elevation  of  reference  point — 330.0,  from  levels  by  Gicrlich. 
Use — IDomeslic. 

Diameter  of  casing — 10  inches. 
Other  numbers  used— Gierlich  No.  26;  W.  S.  Jones  No.  415;  D.  W.R.  Bulletins  5  and  6.  No.  248-E-4; 

L  A.  Co.  F.  C.  D.  No.  4179. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Mar  28 

48  0 

49  2 
52  4 

54  9 

55  0 

56  1 
56.9 
58.9 

IMO— 
Jan.  18  

62  0 
62.4 

61  4 
60  1 

62  2 

64  8 

65  3 

1931- 
Jan.  27 

69.« 

May    8 

Mar.   3 

Mar.   3 

65.1 

Aug     9 

April  29  

April  21 

66.2 

Oct    18 

May  20 

Aug.    4 

67.9 

July  15 

Dec.  29 

70.6 

1929— 
April  23 

Oct.  28 

Dec.  23 

May  21 

June  13 

Aug.  10 ■- 

I 


Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-249-G-14,  R.  T.  PIERCY.     MAP  6 

Location  and  description — 300  feet  cast  of  Peck  Road.  200  feet  south  of  Hemlock  Street,  north  of 

El  Monte. 
Reference  point— Bottom  edge  of  pump  base.  0.3  feet  above  ground. 
Elevation  of  reference  point — 332.2,  from  levels  by  D.  W.  R. 
Use — Domestic. 
Depth  of  well — 80  feet. 
Diameter  of  casing — 6  inches. 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  6.  No.  249-E-4;  L.  A.  Co.  F.  C.  D.  No.  2980. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Feb     3 

48.9 
52  3 

58  3 
61  0 

61  8 

61.8 

59  5 

62  1 
64  2 
66,6 
66.4 
68.1 

1930— 
Jan.  21   

68.2 
68.2 
64.1 
68.2 
69  5 
68,7 

1931- 

Jan.     6 

Feb.  16 

71  8 

Mar.  15 

Feb.  15 - 

70.4 

Aug     6 

April   3  .  . 

April  28 

71.9 

Oct.  18 

July  29 

71.1 

Nov  28 

Aug.  26  -   .  . 

Oct.  20 

Dec.  14 

76  8 

Oct.  21 

77.8 

1929- 
Jan.  26  

1M2— 
Jan.     4 

April  25              

75.2 

Aug.    2       

Sept.21...^ 

Oct.     8 

Dec.  28.... 

Measurements  from  San  Gabriel  Valley  Protective  Association. 
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C-25UG-14,  MR.  COLE   (FORMERLY  T.  R.  McMICHAEL).     MAP  6 

Location  and  description— 250  feet  north  of  Lambert  Avenue.  150  feet  west  of  Peck  Road,  0.6  miles 

north  of  P.  E.  Ry..  north  of  El  Monte. 
Reference  point — Top  of  board  on  casing,  0.9  feet  above  ground,  to  and  including   March  4.  1930 

then,  top  of  casing.  0.7  feet  above  ground. 
Elevation  of  reference  point — 315.0  to  and  including  March  4.  1930;  then,  314. S;  from  levels  by 

D.  W.  R. 
Use — Not  used. 

Diameter  of  casing — 7  inches. 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  6.  No.  25UE-4;  L.  A.  Co.  F.  C.  D  No.  2981. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Feb     1 

40.9 
40  7 
46.2 
46,7 

47.7 
48.5 
51.0 
53  4 
55.1 

1930— 
Jan.   16 

65.1 
53.3 
55.9 
57.1 
55  2 
61.9 
60.0 

1931— 
Jan.     6 

58.4 

Mar.  15 

.\pril   6 

July  19 

Mar.  30 

57.6 

Oct.  18 --- 

Sept.    6 

1929— 

Sept.  20 

Nov.  24 

April  27 

Dec.  26 

May  23.. 

July  16 

Sept.   6 

Dec.  19 --- 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-251h-G-14,  MR.  COLE  (FORMERLY  T.  R.  McMICHAEL).     MAP  6 

Log  Available 

Location  and  description — 250  feet  west  of  Peck  Road,   100  feet  north  of  Lambert  Avenue,  north 

of  El  Monte. 
Reference  F>oint — Top  of  casing,  0  6  feet  above  ground. 
Elevation  of  reference  point — 314,  from  U.  S.  G.  S.  topog,  by  D.  W.  R. 
Use — Not  used. 
Depth  of  well— 1 1  5  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  .  2981A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1931— 
April21 

58.1 
57.4 
58  7 
62.3 
63,6 
63.2 

May  18 

Sept.   7 

Nov.  23 

Dec.  29  - 

Measurements  from  San  Gabriel  Valley  Protective  Association. 
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DIVISION    OF    WATER    REKOT'RC'ES 


C-753-H-14.  T.   M.  WIGGINS.     MAP  6 
Log  Available 

Location  and  description  — lOo  feet  cast  nt  Pixk  Road.  170  feet  south  of  Mi.)lt  Avt-nuc.  east  of  tl 

Monte 
Reference  point — Ton  of  board  over  casing,  0.8  feet  above  ground,  to  and  including  August  9,  1Q2'>. 

then,  top  of  casing,  O.b  feet  above  ground. 
Elevation  of  reference  point — ^294,6  to  and  including  August  9,  1929;  then.  294.4;  from  levels  l-^\ 

D.  VV    i< 
Use — l^nncstic 
Depth  of  well— 78  fcLt 
Diameter  of  casing — 7  inches. 
Other  numbers  used  -  D.  W    R    Bulletins  5  and  6,  No   253-E.5;  L.  A.  Co,  F.  C.  D.  No.  2972. 


Date 

Dirt.  K.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Feb.     1 

25  7 
25  4 
33  0 
33  4 

1929— 
April  23 

32  0 
32  5 

36  8 

36  3 

37  4 

38  1 
3U,0 

1930— 
Feb.  15-.- 

38  3 

Mar.  15              

May  20 

AuR.    9 

Aug.  21   

37.4 

Oct.  18.-- 

June  14 

July   19 

37  0 

Nov.  27          

39  1 

Sept.  19 

AUR.27    --- 

38  5 

Dec.  19 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-2S3J-H-I4,  T.   M.   WIGGINS.     MAP  6 

Location  and  description— 170  feet  south  of  Holt  Avenue,   101    feet  cast  of  Peck  Road,  east  of  El 

Monte 
Reference  point — Top  edge  of  ?4-inch  hole  in  2"  x  12"  hoard.  0.9  feet  above  ground. 
Elevation  of  reference  point— 2^4  **.  from  U   S.  G.  S   lopog   by  S.  G   V.  P.  A. 
Use^Dotnestic 
Depth  of  well— 78  feet 
Diameter  of  casing— 7  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D,  No.  2972A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Di.-it.  R.  P. 

to  water 

surface,  feet 

1930— 

ApriI28 

Sept.   6 

"36  8 

41  0 

42  9 

1931— 

Feb.    2...- 

Mav    2 

June  29 -- 

41  3 

42  0 

43  0 
46  4 

1931-Cont. 

Nov.    « 

Dec.  31...- 

47  6 
46  8 

Dec.  26 

Sept.  14 

ground. 


'  Measurement  from  Los  Angeles  County  Flood  Control  District.    Reference  point,  top  of  casing  0.7  feet  above 


Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 


C-256q-H-I4,  CALIFORNIA  DOMESTIC  WATER  COMPANY.     MAP  6 

Location  and  description — 1410  fccc  north  of  S,  P.  R.  R  .  547  feet  cast  of  Gilman  Road,  southeast 

of  El  Monte 
Reference  point— Inside  edge  of  30-inch  pipe.  6  feet  below  ground. 
Elevation  of  reference  point — 292.  from  U.  S.  G.  S  topog.  by  S.  G.  V.  P.  A. 
Use — IrrigiUion  .-ind  domes;  ic. 

Diameter  of  casing — b  inches,  1 

Other  numbers  used— L.  A.  Co.  F.  C.  D  No  2993L.  "f 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dirt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Oct.    4 

36,3 

1930— 
Feb.    3 

32  6 
30  8 
37  2 

40  2 

41  5 
39  0 

1931— 
Jan.     5  

35  7 

April  4 

.Mar.    2 

33  4 

Sept.   4 

Mar.30 

.\lav    2 

35  2 

Sept.   8 

Nov.  10 

36.7 

42  1 

Dec.    8 

July  20 

43  5 

Dec.  21 - 

40  7 

Measurements  from  San  Gabriel  Valtey  Protective  Association. 
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C-259-H-14,  R.  ELLIOTT.     MAP  6 

Location  and  description — 200  feet  south  of  Valley  Boulevard.  500  feet  cast  of  Covins  Boulevard, 

extended  south  across  S.  P.  R.  R,,  southeast  of  Kl  Monto.     Windmill  by  tani<  house. 
Reference  point —lop  of  casing.  0,5  feet  above  ground. 
Jilevation  of  reference  point — 2'-12  0,  from  levels  by  D.  W   R. 
Use — ^  Domestic. 
Depth  of  well— 125  feet. 
Diameter  of  casing— 8  inches. 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  6.  No.  25Q-E-5;  I,.  A.  Co   F.  C.  D.  No.  3005. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

IMS- 
Jan.  31 

21  0 
28  1 
30  0 
29,5 
28.6 

27.2 
33  6 
3.i.4 
34.8 
35-2 
35.4 

1930— 
Feb,    3 . 

33  8 

32  9 

33  5 
32.5 
38  8 
39.0 
38.2 

1931  — 

Jan.  27 

Feb.  23 

36.9 

Aug.  10 

Mar.21 

35  9 

Oct.   13.^ 

April  19 

.April   6 

38  4 

Nov.  13 

May  13 

May  25 

36  9 

Dec.    4 

Sept.  29 

July  20 

43  0 

Nov.  10... 

Dec.    8-     - 

Sept.   7 

45  1 

1929— 

Nov.   2 

Dec.  21 

43  9 

April  22 

42  4 

July     2 

Aug.    3 

Sept.  26 

Dec.  20 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-262-H-I4, 


J.  E.  VAN  WIG. 
Log  Available 


MAP  6 


Location  and  description — 100  feet  west  of  Vineland  Avenue.  0.3  mile  south  from  Walnut  Creek  and 

0  25  mile  north  of  Elliot  Avenue,  southwest  of  Baldwin  Park. 
Reference  point — Top  of  casing,  I  foot  above  ground. 
Elevation  of  reference  point-^320.1 ,  from  levels  by  D.  W.  R. 
Use^Domest  ic . 
Depth  of  well — 63  feet. 
Diameter  of  casing — 6  inches' 
Other  numbers  used— D.  W.  R   Bulletins  5  and  b.  No.  262-E-5:  L.  A,  Co.  F.  C.  D.  No.  3023. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Mar.    9 

40  4 

47  9 
50.5 
59  6 

49  8 
49-8 
52.0 

53  6 

54  5 
56  0 
55.8 
56  2 
56.7 

1930— 

Mar.21 

.May  21 

56  0 
54  6 
58  6 
61  4 

60  9 

61  5 
61.2 

1931— 
Feb.  16 

59  5 

.\ug.  10 

Mar.  30 

59.0 

Nov.  19 

July  21 

April  23 

61  6 

Dec.    4 

Sept.   6 

60  3 

Oct.  27 

Nov.  24 

July  27 

65.1 

1929— 

Sept.  21 

67  3 

April  22.... 

Dec.  22 

.Nov.   9 

67.4 

May  17 

Dec.  28 

68  0 

June  26 

July  26 

Aug.    6 

Sept.  12 

Nov,  16 

Nov,  18 

Dec.  19. 

Measurements  from  San  Gabriel  Valley  Protective  Association. 
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DIVISION    OK    WATER   RESOURCES 


C-264-H-14,  R.  L.  ALSWORTH.     MAP  6 

Location  and  description— 25  feet  west  of  Willow  Avenue.  25  feet  south  of  Temple  Avenue,  south 

of  Baldwin  Park. 
Reference  point— Top  of  pump,  1  foot  above  ground. 
Elevation  of  reference  point — 307.0,  from  levels  by  D.  W.  R. 
Use — IrriRation. 
Depth  of  well— 148  feet 

Diameter  of  casing-    12  inches.  _     „   ,    „    .,     ,„   - 

Other  numbers  used— D.  W.  R.  Bulletins  5  and  6,  No.  264-E-5;  L.  A.  Co.  F.  C.  D.  No.  3025. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Mar     9 

28  1 
38  3 
38  5 
36  4 

36  3 
41  8 
45,7 
44  5 
44  5 
44  6 

1930- 
Fcb.    3 

42  4 

41  6 

43  7 

44  2 
50  8 

1931  — 
Feb.    2 

45  7 

Mar.2I   

.\nril   3 

45  8 

Oct    19 

May  21 

\lay    2 

46.8 

Aug.  19 

46  C 

Sept.   4 

June  22 

50  0 

1929— 
April  22 

Aug.  24              .  . 

54  1 

Oct.   14 

47  6 

June  12 

1932— 
Jan.     4 -- 

Sept.  6  --- 

Oct     7 

51   1 

Nov.  18 - 

Dec.  19 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-266-H-14,  CROSS  WATER  COMPANY— SIXTH  STREET  WELL.     MAP  6 

Location  and  description— 50  feet  north  of  Proctor  Avenue  anj  oO  feet  west  of  Sixth  Avenue,  north- 
west of  Puente. 
Reference  point — Top  of  curb,  1  foot  above  ground. 
Elevation  of  reference  point — 294.5,  from  levels  by  D.  W.  R. 
Use—  I  rrigat  ion . 

Diameter  of  casing — lb  inches,  _     „   „   „   .,     ^. 

Other  numbers  used— D.  W.  R.  Bulletins  5  and  6.  No  266-E-5;  L.  A.  Co.  F.  C.  D.  No.  3016. 


Date 

Dist.  R.  P. 

to  water 

surface,  leet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 

Mar  22 

15,9 

28  7 

25  4 

29  5 
31.6 
33  1 
32.8 
31  5 

1930— 
Jan.    17 '.- 

27.2 

26  6 
30.2 

27  2 
31,0 
38  3 
34  4 
37  0 

1931— 
Jan.   17 

32  7 

Aug.  11 

Mar.  17           .... 

Mar.  15 

30  3 

\pri!  15 

May  15 

32  1 

42.6 

April  26 

Aug.  20 

Oct.  30 

43  4 

May  23         

Sept.  22 

Dec.  28 

36  7 

July     2 

Nov.  11 

Sept.  19  

Deo.  27 

Nov.   8 J... 

Dec.  19 

Measurements  from  San  Gabriel  Valley  Protective  Association. 
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C-267-H-14,  P.  BRIANO.     MAP  6 

Log  Available 

Location  and  description — 2^0  feet  northwest  of  Workman-Mill  Road,  0.R5  mile  souihwest  of  Cen- 
tral Avenue,  southeast  of  El  Monte. 
Reference  point — Base  of  pump,  north  side,  at  ground. 
Elevation  of  reference  point— 319.4.  from  levels  by  D.  W.  R. 
Use — Irrigation. 
Depth  of  well — 103  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  6  No.  267-E-5;  L.  A.  Co.  F.  C.  D.  No.  2986. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Mar.  10 

66.3 
69.6 
70.9 
70.5 

1929— 
April  25 

70.0 
70  5 
71.8 
73.1 
73.4 

74  6 
74.4 

1931— 
May    2 

78.8 

Aug.  11             

May  21 

July    3 

June    1 

Aug.    3 

Oct.     5 - 

79.2 

Oct.  19 

82.7 

Deo.    4      

July  27 

84.8 

Aug.    6 

Nov.    2 

Dec.  29 

84.2 

1930- 
Feb.     3 

Mar.  21 

81.8 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-277-F-15,  BACON  RANCH  (A.  G.  MADDOX,  TRUSTEE).  MAP  6 

Location  and  description — 1200  feet  east  of  Las  Lomas  Avenue,  400  feet  west  of  Thompson  Well, 

J'i-mile  north  of  Fish  Canyon  Road,  east  of  Monrovia. 
Reference  point — Curb,  at  ground. 

Elevation  of  reference  point — 631.9,  from  levels  by  L.  A.  Co.  F.  C.  D. 
Use — Irrigation. 
Depth  of  well— 225  feet. 
Diameter  of  casing — 24  inches. 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  6.  No.  277-F-3 ;  L.  A.  Co.  F.  C.  D.  No.  4255A. 


Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Mar.30     

28.7 
62.9 
68.2 

43  4 

1930— 
Mar.  22 

32.1 
27.6 
27.7 
32.1 
41.5 
45.9 
51.8 
50.1 

1931- 

Feb.  10... 

Mar.  17 

Mar.31 

41.3 

Oct.  15 

April  28 

33  5 

Dec.    1 

34.0 

June  30 

April  28 

38.1 

1929— 

Aug.  25  - 

31.7 

Aug.    8 

Sept.  29 

Aug.  18 

44  9 

Nov.  24. 

Nov.    2 

56.7 

Dec.    8 

1932— 

43.7 

Measurements  from  San  Gabriel  Valley  Protective  Association. 
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C-278-F-15,  A.  S.  CHURCH.     MAP  6 
-550  feet  north  of  Fish  Canyon  Road 


H-milc  west  of  Ncwhall  Well,  east 


Location  and  description- 

of  Monrovia. 
Reference  point — Top  of  beams,  bottom  edge  of  pump  base.  0,3  feet  above  concrete  floor  and  ground. 

to  and  including  S;:ptcmbcr  1*^.  1930;  then,  top  of  cement  pit.  I  foot  above  around. 
Elevation  of  reference  point — 634.3  to  and  including  September  19.  1930;  then,  635.0;  from  levels 

by  L.  A.  Co.  F.  C  D. 
Use — Irrigation. 
Other  numbers  used—D.  W.  R.  Bulletins  5  and  6.  No.  278-F-3;  L.  A.  Co.  F.  C.  D.  No.  4265. 


Date 

Dist.  H.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Dale 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Oct.   15 

67.3 
71  7 

40  4 

1930— 
Mar.22 

19,7 

14  3 
13,2 

15  0 
22  li 
30  3 
43.9 

■55,8 

1931— 

Mar.    6 

.May  26 .- 

*23.8 

April  21 

>22.0 

April  28 

Aug.  18 

•42.6 

May  19  

Oct.    6 

•53  7 

Aug.    8 

June  23 - 

Nov.  17 

•62.2 

July  28 

Dec.  15 

•53.3 

Sept.  19 

Nov.  24 

»  Measurement  from  Los  Angeles  County  Flood  Control  Distriot. 
Measurements  from  San  Gabriel  Valley  Proteotive  Association  except  as  noted. 


C-280-F-15,  DUARTE  MUTUAL  WATER  COMPANY,  LAS  LOMAS,     MAP  6 

Log  Available 

Location  and  description — 100  feet  south  of  P.  E.  Ry.,  100  feet  west  from  Las  Lomas  Avenue,  at 

Las  Lomas  Station,  east  of  Monrovia. 
Reference  point — ^Top  of  iron  plate  under  pump  base,  at  floor. 
Elevation  of  reference  point — 591.2.  from  levels  by  L.  A.  Co.  F.  C.  D. 
Use — irrigation. 
Depth  of  well— 297  feet. 
Diameter  of  casing — 26  inches. 
Other  numbers  used—D.  W.  R   Bulletins  5  and  6.  No.  280-F-3,  L.  A.  Co.  F.  C.  D.  No.  4255E. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Di5t.  n.  p. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Mar.  30 

38  8 
158  3 

•1G2,0 
•67.5 
•37  5 
•42,5 
•90,0 

•168.0 

1930— 
Mar.    1 - 

•169,0 
159  1 
117  5 
102,2 
38  4 
38.0 
47  6 
100  (i 
123.7 

1931— 

Jan.  26 

Mar.  10 - 

130  8 

Nov  30 

Mar.  17  

84  8 

Mar.  29 

April    1     

April  14 

46  9 

1929 — 

June    2 

Aug.    4 --- 

41  9 

Feb.  11  . 

May    5 

61  5 

Mar.  20 

June    2..  _  

Nov.  16 

139  6 

May    2          .      - 

July  28. 

Dec.  28 

143,8 

July    1 

Oct.   13 

Sept.  U  . 

Dec.  22 

Deo.    8 

*  Measurement  made  by  owner  and  obtained  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 
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100    feet 


C-281-F-15.  CONSOLIDATED  ROCK  AND  GRAVEL  COMPANY— RIVAS  PLANT.     MAP  6 

Log  Available 

Location  and  description — 1200  feet  cast  of  Fish  Canyon  Road  and  P.  IT.  Ry.,   crossing. 

south  of  tracks,  cast  of  Monrovia. 
Reference  point — Top  of  base  plate  under  pump  on  top  of  I  beam.  1  foot  below  ground. 
Elevation  of  reference  point — -595.  from  U.  S.  G.  S.  topog.  by  S.  G.  V.  P.  A. 
Use — Crusher. 
Depth  of  well— 2 1 1  feet. 
Other  numbers  used— D.  \V.  R.  Bulletins  5  and  6.  No.  28UF-'J;  L.  A.  Co.  F.  C.  D.  No.  4255C. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 

Mar.30 

May    8 

72.2 
82  4 
175.3 

122,6 

1930— 

Mar.  17 -... 

April    l.-.L 

206,9 
161.3 
72.3 
67,9 
76  6 
105,0 
171.5 

1931— 
Feb.  10 

Mar.  10 

April  14 

183.5 
149.5 

Oct.  15 

May    5 

98.9 

May  26 

May    2 

103.5 

1929— 

92.7 

Aug.    8 

Aug.  11. 

Deo.  22  _ 

Sept.   8 

137.5 

Nov.    2     , 

167,9 

Dec.  28 

187.0 

Measurements  from  San  Gabriel  Valley  Protective  Association, 


C-282-F-14,  E.  D.  NORTHRUP. 

-500  feet  north  of  A.  T.  &l  S.  F.  Ry, 


MAP  6 

500  feet  east  of  Buena  Vista   Ave- 


Location  and  description- 

nue.  east  of  Monrovia. 
Reference  point — Hole  in  casing,  about  0.5  feet  above  ground,  to  and  including  Januar>'  26.   1929; 

then,  bottom  edge  of  pump  base,  0.6  feet  above  ground. 
Elevation  of  reference  point — 465.0  to  and  including  January  26.  1929;  then.  465.1 ;  from  levels  by 

D.  W.  R. 
Use — Domestic. 
Depth  of  well— 222  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used— W.  S.  P.  219.  No.  80,  Pomona;  D.  W.  R.  Bulletins  5  and  6.  No.  2S2-F-3;  L.  A. 

Co.  F.  C.  D.  No,  4226. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922- 
July  31 

140.3 

176,4 
181.7 
186-6 
187,6 

187.8 
186.1 
184.5 
191,7 
194,7 

1930— 
Jan.  21  .  . 

195.1 
195.2 
191,9 
189  6 
194,8 
198.3 

1931— 
Jan.  19 

198  5 

Mar.    1 

May    6 

Mar.   3 

198.1 

1928— 

April  28 

199  0 

Mar.  13 

198,2 

Aug.    9 

July  29 

Aug.    4 

200  4 

Oct.  18 

Dec.  22 

Oct.     6 

203,5 

Dec.    4 

Dec.  29 

204.8 

1929— 
Jan.  26 

April  25 

May  21 

Sept.  30 

Dec.  28 

Measurements  from  Sao  Gabriel  Valley  Protective  Association. 
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C-282b-F-lS,  DAVIS  ADDITION  WATER  COMPANY.     MAP  6 

Location  and  description — 320  feet  north  of  A.  T.  &  S.  F.  Ry..  165  feet  .south  of  Elder  Street,  16J0 

feet  L-a'-t  of  hlighland  Avenue.  Duarte. 
Reference  point — Top  of  casing,  at  ground. 

Elevation  of  reference  point — 511.  from  U.  S.  G  S.  topog.  by  S.  G.  V.  P.  A. 
Use — Domestic. 
Depth  of  well— 315  feet. 
Diameter  of  casing — 8  inches. 
Other  numbers  used— L.  A.  Co.  P.  C.  D  No.  4236A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Nov.  11 

•242.4 
241.7 

242.6 
242.7 
242.7 

1930-Cont. 
April  15 

236.4 
232.7 
233.8 
242.2 
245  5 
245.6 

1931— 
Jan.     0 

245.8 

Deo     5 

June    2     ,_ 

Feb.    3 

245.9 

July     1 

Mar.  24 

April  28 

245.2 

1930— 

Sept.  19          . 

246.0 

Jan     4 

Oct.  27 

June  29          

244.9 

Feb.  13 

Nov.  24 

Sept.  15 

251.0 

Mar.  17 

Dec.  29 

252.2 

"  Reference  point— top  of  casing.  3  feet  above  ground. 
MeasuremcDts  from  San  Gabriel  Valley  Protective  Association. 


C-283-G-15.  FREY  ECONOMIC  PUMP  COMPANY.     MAP  6 

Location  and  description — 400  feet  east  from  Maine  Street,  >i-milc  north  from  Bonita  Avenue,  north 

of  Baldwin  Park.     Casing  in  deep  pit. 
Reference  point — Top  of  pit,  0.5  feet  above  ground,  to  and  including  January  26,  1929;  then,  top  of 

air  line.  0,3  feet  higher. 
Elevation  of  reference  point — 442.7  to  and  including  January  26,  1929;  then.  443.0;  from  levels  by 

D.  W.  R. 
Use — Domestic  and  irrigation. 
Othernumbersused— W.S.Jones  No.  305;  D.W.  R.  Bulletins  5  and  6,  No.  283-F-4;L.  A.Co.  F.  C.  D. 

No.  4248. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922— 
July  23 

■126.1 

156  3 
155.8 
157,6 
1683 
168.2 

1929— 

Jan.  26 

July    3 

Aug.  28 

Oct.  19 

167,8 
166,7 
173  0 
173,9 
175,6 

1930— 

Jan.  31 

Mar.  28 

175.3 

174.6 

1928— 

May  12          

170.7 

Mar.  15 

168.  g 

May    8 

Deo.  27 

Sopt.  19     

176.5 

Oct.  16 

Dec.  22 

178.7 

Nov.  13 

1931- 
Jan.  26 

Dec.    1 

178  4 

Mar.  30 

177.9 

April  28 

179  0 

Aug.  31.. 

183,3 

I 


»  Pumping. 
Measurements  from  San  Gabriel  Valley  Protective  Association. 
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C-284-G-15,  BALDWIN  PARK  COUNTY  WATER  DISTRICT— MARADO  WELL.     MAP  6 

Location  and  description — 500  feet  north  of  Bonita  Avenue.  0.35  miles  east  of  Irwindale  Avenue, 

northeast  of  Baldwin  Park. 
Reference  point — Concrete  floor.  1  foot  above  ground,  to  and  including  December  1,  1928;  then,  top 

edge  of  steel  I  beams,  1.1  feet  above  ground. 
Elevation  of  reference  point — 480.0  to  and  including  December  I.  1928;  then,  480.1;  from  levels  by 

D.  W.  R. 
Use — Domestic. 
Depth  of  well— 307  feet. 
Diameter  of  casing — lb  inches. 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  6.  No.  284-F-4;  L.  A.  Co.  F.  C.  D.  No.  4279. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

aurface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Mar.  12 

188.7 
200.9 

208.0 
209.4 

1930— 
Mar.  22 

207.9 
202  0 
208  5 
212.7 

1931— 

Jan.  12 

Mar.   2 

211.5 

Dec     1 

June  23                  

210.5 

Aug.  25 -- 

June    1 

Nov.   9 

211.1 

1929— 
Oct.   14 

Nov.  24 

221.1 

Dec.  21 

218.6 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-285-F-16,  DUARTE  MUTUAL  IRRIGATING  COMPANY.     MAP  6 

Location  and  description — West  side  of  San  Gabriel  Canyon.  400  feet  east  of  Fish  Canyon  Road, 
1.65  miles  up  Fish  Canyon  on  road  from  Las  Lomas  Avenue,  500  feet  south  of  Fish  Canyon  mouth. 
North  of  /\zusa. 

Reference  point — ^Hole  in  base  of  pump,  at  ground. 

Elevation  of  reference  point — 685.  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 

Use — Irrigation  and  domestic. 

Depth  of  well — 102  feet. 

Diameter  of  casing — ^26  inches. 

Other  numbers  used— W.  S.  Jones,  No.  368.  D.  W.  R.  Bulletins  5  and  6.  No.  285-F-3;  L.  A.  Co.  F.  C. 
D.  No.  4274. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface, feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922— 
July  31 

»50  5 
•120.6 

1929— 
.Mar.  17 _ 

•38.8 
•22.9 
»28.2 
"92.4 

1930— 

146  0 

April  12 

23.0 

1928— 

June    2 

Nov.  24 

1931— 

.Mar.    3 

May  12 

112  7 

Oct.  15 

Sept.  19               

45  5 
41.2 

Nov.  10        

114  0 

Dec.  15 

80.5 

»  Measurement  from  San  Gabriel  Valley  Protective  Association. 
Measurements  from  Los  Angeles  County  Flood  Control  District  except  as  noted- 


182 


DIVISION    OF    WATER   RESOURCES 


C-29I-G-14,  CLARA  M.  HURLBURT.     MAP  6 

Location  and  description — 100  feet  south  of  Olive  Street,  100  feet  westof  Center  Street.  Baldwin  Park. 

lipjit  casing  in  deep  pit. 
Reference  point  —Edge  of  pit.  at  ground,  to  and  including  October  7.  1929;  then  top  of  H-inch  couplinK 

on  air  line.  1.5  feet  above  ground,  to  and  including  January  26,  1931 ;  then,  top  of  clamp  0  8  fctt 

above  ground. 
Elevation  of  reference  point — 370.7  to  and  including  October  7,  1929.  then.  372.2  to  and  including 

January  26,  1931;  then.  371.5;  from  levels  by  D.  W.  R. 
Use^Domtstic  and  irrigation. 
Depth  of  well — 1  53  feet. 
Other  numbers  used— W.  S.  Jones.  No  312;  D.  W.  R.  Bulletins  5  and  6,  No.  291-E-4;  L.  A.  Co.  F.  C. 

D.  No.  3020. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dbt.  R.  P. 

to  water 

surface,  feet 

1922— 
April  22 

68.3 

103.  C 
105.2 

1930— 
Feb.  13 

May    S 

105  0 
102  0 
108.9 

1931— 
Jan.  26 

108  6 

April  28          .  . 

109  1 

1929— 

Dec.  22 

July     6 

109.9 

Oct.   14 

Nov.  30 

115  3 

Dec.  23 

Dee.  28   

114  7 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-294-G-15,  HULDA  C.  BANTA.     MAP  6 

Location  and  description — 20  feet  south  of  Los  Angeles  Street,  600  feet  west  of  Main  Street,  Baldwin 

Park. 
Reference  point — Top  of  concrete  curb.  0.9  feet  above  ground,  to  and  including  September  5.  1931: 

then,  top  of  platform  over  well.  1.4  feet  above  ground. 
Elevation  of  reference  point — 383.3  to  and  including  September  5,  1931;  then.  383.8;  from  levels 

bv  D.  \V.  R. 
Use — ^\'ot  used. 
Depth  of  well— 140  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used— W.  S.  P.  219.  No-  87.  Pomona:  W.  S.  P.  468,  No.  42;  D.  W.  R.  Bulletins  5  and 

6.  No.  294-F-4;  L.  A.  Co.  F.  C.  D.  No.  3030. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  watiT 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
.Jan.   10  

98  3 
98  3 
97.8 
97  8 
104.6 

107  0 
108,4 

108  8 
108  3 

•108  1 
•107  i( 
■108  1 
108  7 
100  1 
106.6 
108,1 

1929-Cont. 

.■^ug.    1 

Sept.  23 

Oct.    8 

110  4 

113  6 

114  0 

115  0 
115.6 

■115.4 
•115  1 
•114  8 
•113.8 
•112,6 
•110  8 
•112  3 
•117  2 
118.7 
119.7 
119.4 

1931— 

•119  2 

Feb.  11   . 

Feb.    7 

118  6 

Mar.   9 

Mar.   7 

117.9 

May    7 

Nov.  21 

April   4 

118  6 

Aug.    7 

Dec.  30 

1930— 
Jan.     9 

April  25 

11«  8 

Sept.   1 

May  30 

118  7 

Oct.    5 

July     4 

120  6 

Nov.  13 

Aug.    1  . 

122  6 

Dec.    4  . 

Feb.    7  .. 

Sept.  5 

125  0 

Mar.   7 

Oct.    3 

125  7 

1929— 

.\pril  4 

Nov.  14 

126  5 

May    2 

Dec.    5     ..  . 

125  8 

Feb.    8 

June    6 

1932— 

Mar.   8 

July  14 

April  28 

Sept.   5 

Oct.  11 

124  7 

May   4 

Feb.    9 

123  0 

June   4 

Nov.  15 

Feb.  23 

ll»  7 

July    3 

Dec.    6 

•  Meaeurcmcnt  from  Loe  Angeles  County  Flood  Control  District. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 
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C-295-G-15,  COVINA  IRRIGATING  COMPANY.     MAP  6 

Location  and  description — 300  feet  cast  of  Dalton  Creek,  100  feet  south  of  Covina  Boulevard,  east 

of  Baldwin  Park.     North  well  of  two.     Casing  in  shallow  pit. 
Reference  point — Floor  of  pump  house,  at  ground,  to  and  including  June  16,  1930;  then,  top  of  1  on 

air  line,  8.b  feet  below  ground. 
Elevation  of  reference  point — 401,3  to  and  including  June  16,  1930;  then  392.7;  from  levels  by  D. 

W.  R. 
Use — Irrigation  and  domestic. 
Depthof  well— 350-400  feet. 
Diameter  of  casing — 24  inches. 
Other  numbers  used— W.  S.  Jones  No.  326a;  D.  \V.  R.  Bulletins  5  and  6,  No.  295-F-4;  L.  A.  Co. 

F.  C,  D.  No.  3051. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922— 
July  23 

82.0 

114,3 
124  0 

"123,3 
123,0 
122.8 
124,2 
123,4 
130.8 

1930— 

Jan.  24 

Mar  14 

130  2 
129,5 
126.0 
127,7 
136,1 

1931— 
Jan.  26 

126.3 

Mar.   2 

125.7 

1928— 

April  28 

127.9 

Nov.  24 

Dec.  22 

Oct.  19 - 

135  4 

Dec     3 

Nov.  16 

135,2 

Dec.  28 

133,0 

1929— 
Feb.  13 

April  27 

May  23 -- 

June  12 

July    3 -- 

Dec.  26 

*  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 


C-296-G-15,  AZUSA  IRRIGATING  COMPANY— SAN  BERNARDINO  STREET  NO.  1.    MAP  6 

Location  and  description^ 50  feet  south  of  Covina  Boulevard,  0.15  miles  east  of  Irwindale  Avenue, 

east  of  Baldwin  Park. 
Reference  point — Floor,  at  ground. 

Elevation  of  reference  point — 422.7,  from  levels  by  D.  W.  R. 
Use — Irrigation  and  domestic. 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  6.  No.  2%-F-4;  L.  A.  Co.  F.  C.  D.  No.  3061. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  leet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Oct    16 

144,8 
143,1 

1930— 
Jan.  18 

151  0 
150  0 
14C.  5 
1.54  9 
154  8 

1931— 
Feb. 
,\lar. 
June 
Dec. 

2 

2 

153-3 

Dec.    3 

.Mar.  11 

152  7 

155-0 

Nov.  24 

7 

«166,5 

Dec.  22 

*  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 
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DIVISION    OF    WATER   RESOURCES 


C-300-H-15,  G.  F.  CHAMBERLAIN.     MAP  6 

Location  and  description — 50  feet -west  of  Vincent  Avenue,  1000  feet  north  of  Arroyo  Drive.  80  feet 

south  of  Workman  Avenue,  east  of  Baldwin  Park. 
Reference  point — Top  of  concrete  pump  foundation,  0.5  feet  above  ground,  to  and  including  October 

19.  l'->29;  then,  top  of  platform  over  well.  0.3  feet  above  concrete. 
Elevation  of  reference  point — 406.9  to  and  including  October  19,  1929;  then,  407.2;  from  levels  by 

D.  W.  R. 
Use — Not  used. 
Depth  of  well— 1 18  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used— W.  S.  P.  219.  No.  96.  Pomona:  W.  S.  P.  468  No.  43,  D.  W.  R.  Bulletins  5  and  6, 

No.  300-F-5,  L.  A.  Co.  F.  C   D.  No.  3072. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Dale 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
May    8 

116.6 
122.5 
125.7 
125  9 
125.7 

125,5 
125.0 
128.0 
130.9 
133.4 

1930— 
Jan.    4 

133  5 
1.33  I 
132,7 
132.0 
133  8 
138  1 
137.3 
137.1 

1931— 
Jan.   17  

136.7 

Aug.  10 

Feb.  15 

Mar.  14 

Mav  30 

136.0 

Oct.   19     . 

April  12           .  . 

137.0 

Nov.  13 

140. 5 

Deo.    3-   - 

Aug.    9 

Nov.    7 

144.0 

Oct.     4 

Dec.  29 

143.2 

1929— 

Nov.  15 

Jan.  26 

Deo.  27 

April  25      

July  22 

Sept.  6     

Dec.  28 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-304-H-15,  F.  S.  ROUTT.     MAP  6 

Location  and  description — 75  feet  west  of  Willow  Avenue.  500  feet  south  of  Merced  Avenue,  0.2 

miles  north  of  Walnut  Creek,  south  of  Baldwin  Park. 
Reference  point — Bottom  of  pump  head  base.  0.13  feet  above  concrete  block  1.2  feet  above  ground. 
Elevation  of  reference  f>oint — 350.3,  from  levels  by  D.  W.  R. 
Use— Domestic. 
Depth  of  well— 1 10  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  6,  No.  304-F-5;  L.  A.  Co.  F.  C.  D.  No.  3043. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dbt.  R.  P. 

to  water 

surface,  feet 

1928— 
Dec.    4             -  - 

75.0 

76.2 
79.0 
84,0 
81,7 
83,1 

1930— 
Jan.  27 

83.4 
81.2 
82  8 
854 
85  7 

1931— 
Jan.     6 

83  9 

May  13 

Mar.  16   .   . 

85,5 

1929— 

July  11 _. 

Oct.  16 

Dec.  18 

86  6 

April  26 

Sept.   9     

87  6 

June  26 

Dec.  28 

86  4 

Sept.  6 

Oct.    7 

Dec.  19 

I 


Measurements  from  San  Gabriel  Valley  Protective  AssociatioD, 


1 
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C-30S-H-1S»  J.  M.  JACKLEY.     MAP  6 

Location  and  description — 150  feet  east  of  Sunset  Avenue.  1000  feet  south  of  Walnut  Creek.  0.42 

miles  north  of  Merced  Avenue,  south  of  Baldwin  Park. 
Reference  point — Top  of  4"  x  b"  wooden  clamps  on  top  of  tin  over  casing,  at  ground. 
Elevation  of  reference  point — 376.6,  from  levels  by  D.  W.  R. 
Use — Domestic. 
Depth  of  well — 145  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  6.  No.  305-F-5;  L.  A.  Co.  F.  C.  D.  No.  3053A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Mar.  10  . 

89  6 
96.5 
98.2 
99.2 

98,3 
99.8 
104.0 
104  8 
104.6 
105.6 

1930— 

Jan.  27 

Feb.  15 

May  16 

Sept.   8 

105  9 
105,4 
104,4 
109,8 
108,5 
108,7 

1931— 

J.an.  26 

Feb.  21 

108.6 

Aug.  10 

108  3 

Oct    l^t 

April  3 

108  2 

Deo.    3 

June    2 

111,2 

Oct.  21 

Aug.  14 1.. 

112.6 

1929— 

Dec.  26 

Oct.  22 

116,5 

April22 

Dec.  26 

115,9 

June    4 

Aug.  13 

Sept.  12. 

Oct.  22 

Dec.  19 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-307-H-15,  J.  W.  LARMER.     MAP  6 


800  feet  south  of  Merced 


Location  and  description — 200  feet  east  of  center  line  of  Sunset  Avenue, 

Avenue,  south  of  Baldwin  Park. 
Reference  point — Tin  over  casing  0,5  feet  above  ground. 
Elevation  of  reference  point — 357.2,  from  levels  by  D.  W.  R. 
Use — Domestic. 
Depth  of  well— 125  feet. 
Diameter  of  casing — 6  inches. 
Other  numbers  used— D.  \V.  R.  Bulletins  5  and  6.  No.  307-F-5;  L.  A.  Co.  F.  C.  D.  No.  3054. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Mar.  10 

73,3 

80  2 
81.0 

81  0 

81.1 
81.6 
82,5 
86.5 
87.1 
88.0 

1930— 
Jan.  27 

88.4 
87,4 
87.7 
92.2 
90,8 

1931— 
Jan.  12  .. 

90.8 

Aug.  10 

May  13     

Mar.  16 

90.8 

Oct.  19 

.\ug.    6 

92.0 

Dec.    3 

Sept.  12     

Aug.  13 

94.2 

Dec.  26 

Oct.  22 

98  9 

1929— 
Jan.  26 

Dec.  28 

98.5 

April25 

M»y  23 

Oct.  28 

Dec.  19 

Measurements  from  San  Gabriel  Valley  Protective  Association. 
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DmSION'    OF    WATER   RESOURCES 


C-309-H-15,  E.  G.  METCALF.     MAP  6 

Log  Available 

Location  and  description — 273  feet  south  of  Elliot  Avenue.  180  feet  east  of  Sunset  Avenue,  north 

of  Pucnte. 
Reference  point— Top  of  8"  x  8"  timber  on  top  of  concrete  pit,  north  side,  1  foot  above  ground. 
Elevation  of  reference  point — 320.0,  from  levels  by  D.  W.  R. 
Use — IrriRalion. 
Depth  of  well— 1  53  feet. 

Diameter  of  casing — 10  inches.  _ 

Other  numbers  used— D.  W.  R.  Bulletins  5  and  6,  No.  309-F-5.  L.  A.  Co.  F.  C.  D.  No.  3035P. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  K.  P. 

to  water 

surface,  feet 

1928— 
Mar.   9 

39.3 

48.7 
48,8 
47.0 

43.1 
46.8 
53.1 
53  8 
55.2 

1930— 
Feb.    3 

53  4 
52  7 
57  4 
58.2 

1931— 

Jan.    7 

Feb.    » 

58  8 

\ug   10 

April  18         

56.0 

July     7 

April  13 

57.7 

Dec     4 

Oct.  16     

June    2 

Aug,  13       -      -  .. 

57.7 

63.4 

1929— 
Jan.  26 

Dec.  28 

57.5 

April26  

July    3 

Oct.  28          

Dec.  16 

i 


Measurements  from  San  Gabriel  \'aUcy  Protective  Association. 


C-312-H-15,  WALTER  FICKEW'ORTH.     MAP  6 
Log  Available 

Location  and  description — 0.35  miles  cast  of  Glcndora  Avenue,  100  feet  south  of  Fairgrovc  Avenue, 

north  of  Pucnte. 
Reference  point — ^Top  of  casing.  0.6  feet  above  ground. 
Elevation  of  reference  point — 342.3.  from  levels  by  D.  W.  R. 
U  se — ^Domes  [  i  c . 
Depth  of  well— 852  feet. 
Diameter  of  casing — 8  inches. 
Other  numbers  used— W.  S.  P.  219.  No.  98.  Pomona;  W.  S.  P. 

and  b.  No.  3I2-F-5;  L.  A.  Co.  F.  C.  D.  No.  3055. 


468.  No.  44a;  D.  W.  R.  Bulletins  5 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Mar  10 

55.6 
59.2 
65.2 
63.7 

63.3 
64.3 
69.5 
76.0 
71.6 
72.1 

1930— 
Jan.  27 

76.1 
70  0 
69  5 
72  7 
76.5 
75.8 

1931— 
Jan.     7 - 

76  6 

May    8 

Mar.27 

Mar.  16 

74.3 

Oct    19 

May    6     

May  21 

76.6 

Dec     4 

July    7 

July  26 

82.4 

Sept  20 

Sept.  14 

82.8 

1929— 
Jan.  26 

Dec.  20 

Dec.  28 

80.3 

April  26 

June  12 

July  22     

Oct.  22 

Dec.  16 

I 


Measurements  from  San  Gabriel  Valley  Protective  Association. 
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C-3I3-H-15,  B.  LAYAYE.     MAP  6 
Log  Available 
Location  and  description— 1 10  feet  south  of  Amar  Road,  1.2  miles  east  of  Glendora  Avenue,  south- 
west of  Covina. 
Reference  point — ^Top  of  1-inch  boards  around  clamp  on  top  of  casing,  1.5  feet  above  ground. 
Hlevation  of  reference  point — 371.2,  from  levels  by  D.  W.  R. 
Use — Domestic. 
Depth  of  well— 120  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  6.  No.  3n-F-5;  L.  A.  Co.  F.  C.  D.  No.  3076. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Disl.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Mar  10 

60  6 
63  6 
63.5 
63-1 

63.3 
63.5 
64,3 
65.6 
65.4 
65.8 

1930— 
Jan.  17  

65,9 
63.1 
66  5 
66,7 
60,8 

1931  — 
May  22 

"70,2 

April  10 -- 

Dec.    3 

"70  0 

Oct    19 

June  16            

Dec.    4 

Aug.  28.- 

Oct.  24           

1929— 
Jan.  26 

April  26 

Aug.    6 

Oct.  28 

Dec.  19 

"  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 


C-314-I-15.  J,  BOURDET.     MAP  6 

Location  and  description — 600  feet  north  of  Nelson  Avenue,  50  feet  west  of  Hudson  Avenue,  north 

of  Puente. 
Reference  point — Top  of  casing,  1  foot  above  ground. 
Elevation  of  reference  point — 331,0,  from  levels  by  D.  W.  R. 
Use — Domestic. 
Depth  of  well— 83  feet 
Diameter  of  casing — 7  inches. 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  6.  No.  3I4-F-6:  L.  A.  Co.  F.  C.  D.  No.  3047E. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface, fcot 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Mar.   9 

44.2 
51.1 
50,2 

49,9 
52  7 
55,5 
57.0 
56.1 

1930— 
Feb.    4 

56.4 

55  6 

56  5 
60  6 
59.8 
61.8 

1931— 

60-9 

Oct.  17 

April  15 

Mar.    6 

60  6 

Dec.    4 

May  15 

61.5 

Aug.  19 

July  16 

63.5 

1929— 

Oct.     9 

Oct.  14 

68.2 

April  22 

Dec.  28 

67.0 

Aug.  13 

Nov.    8 

Dec.  16 

Measurements  from  San  Gabriel  Valley  Protective  Association. 
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DIVISION    OF    WATER   RESOURCES 
C-317-I-1S,  H.  HEIN2E.     MAP  5 


Location  and  description — 50  feet  east  of  Glendora  Avenue,  100  feet  north  of  Main  Street,  Puentc. 
Reference  point — Top  of  west  side  of  casing,  0.6  fccc  above  ground. 
Elevation  of  reference  point — 331.0.  from  levels  by  D.  W.  R. 
Use — Not  used. 
Diameter  of  casing—  7  inches. 

Other  numbers  used— W.  S.  P.  219.  No.  117,  Pomona;  W.  S.  P.  468,  No.  44;  D.  W.  R.  Bulletins  5 
and  6,  No.  317-F-6;  L.  A.  Co.  F.  C.  D.  No.  3047. 


I 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Jan.  30             -  .-- 

28.0 
26.3 
28.2 
26.6 
36  5 
34.9 

34.4 
33.7 
33.8 
40  4 
42  0 
40.5 

1930— 

Jan.  27 

April  28 

40.6 
37.4 
39.9 
42.8 
42.7 

1931- 

Feb.  16 

Mar.30 

41.0 

Mar.   9 

40.S 

May    8 

Aug.    7 

April  28 

42.7 

Aug.  10 -- 

Oct.  27 

May  25 

June  29 

41  4 

Oct    23 

Deo.    8 

44.7 

Dec   10 

Aug.  17 

48.0 

Oct.  26          .     . 

46  6 

1929 — 

Dee.  29 

44.6 

Jan.  26  

Mar.  16 - - 

April  26          

July  25 --.. 

Sept.  12         

Dec.  19 

fl 


II 


Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-320-F-16,  AZUSA  FOOTHILL  CITRUS  COMPANY— CANYON  WELL.     MAP  6 

Location  and  description — 200  feet  north  of  San  Gabriel  River.  500  feet  north  of  San  Gabriel  Canyon 
Road.  1-2  miles  from  Sierra  Madre  Avenue.  700  feet  north  of  river  crossing,  north  of  Azusa. 

Reference  point — ^Top  of  pit  curb,  1  foot  above  ground. 

Elevation  of  reference  point — 754,7,  from  levels  by  D.  W*  R. 

Use — Not  used. 

Depth  of  well— 90  feet. 

Other  numbers  used— W.  S.  Jones  No.  223;  D.  W.  R.  Bulletins  5  and  6.  No.  320-G-3;  L.  A.  Co.  F.  C. 
D.  No.  4293. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

D.st.  R.  P. 

to  water 

surface,  feet 

Dale 

Dist.  H.  P. 

to  water 

surface,  feet 

1929— 

52.2 

1930- 
April  17 

9  5 
16,7 
48.8 
49,7 

1931— 

42.3 

June  19 

\lar.  12 

14  3 

Nov.  15 

Dec.    3 

M,iy  12 

14.4 

Nov.  18 

52.2 

Measurements  from  Los  Angeles  County  Flood  Control  District. 
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C-322-F-16.  AZUSA  AGRICULTURAL  WATER  COMPANY,  NO.  2.     MAP  6 

Log  Available 

Location  and  description — 3100  feet  west  of  San  Gabriel  Canyon  Road  from  point  1600  ftct  north 

of  intersection  with  Sierra  Madrc  Avenue,  75  feet  north  of  reservoir.  1600  feet  northwest  of  Well 

C-325-F-16,  north  of  Azusa. 
Reference  jDoint — Top  of  cement  pit,  0.8  feet  above  ground. 
Elevation  of  reference  point — 690.8.  from  levels  by  Griffith. 
Use — Irrigation. 
Depth  of  well— 252  feet. 
Diameter  of  casing — 2b  inclics. 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  6.  No.  322-G-3;  L.  A.  Co.  F.  C.  D.  No.  4284A. 


Date 

Dist.  R.  P. 

to  water 

siirface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Aug.    7 

■"139.1 
"132.8 

1930— 
April  15 

13  4 

19  1 

43  7 

-120  0 

110.3 

1931— 
May  12 

36  5 

Nov.  30 

May  15 __ 

Aug.  14 

Nov.  17       .      . 

108.0 
125  8 

Nov.  14. _ - 

Deo.    3  

Dec.  15 

106.8 

1932— 
Jan.     6 

44  5 

"  Pumping.    Drawdown  about  20  feet. 

*>  Measurement  from  San  Gabriel  Valley  Protective  Association. 
0  Measurement  by  operator. 
Measurements  from  Los  Angeles  County  Flood  Control  District  except  as  noted. 


C-323-F-16,  AZUSA  AGRICULTURAL  WATER  COMPANY.     MAP  6 

Location  and  description — 1600  feet  west  of  San  Gabriel  Canyon  Road  from  point  1000  feet  north 
of  its  intersection  with  Sierra  Madre  Avenue,  700  feet  northeast  from  Well  C-325-F-16,  north  of 
Azusa. 

Reference  point — Hole  in  cover,  2  feet  above  ground. 

Elevation  ot  reference  point— 685,  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 

Use — Not  used. 

Depth  of  well— 142  feet. 

Diameter  of  casing — 26  inches. 

Other  numbers  used— D.  W.  R.  Bulletins  5  and  6.  No,  323-G-3;  L.  A.  Co.  F.  C.  D.  No,  4285A. 


Dale 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
.Mar.  30 

12.5. 
117.8 

105.6 

1930— 
Jan.  24 

77.5 
27.5 
6.2 
29  3 
8  1 
77.5 
111  1 
128-2 
108.9 

1931— 
Jan.    5 

107.3 

.lug.    7- 

Mar.  11 

Mar.    2 

37.1 

April  15..     

April  28 

79.2 

1929— 

April  28 

May  11     

22.9 

Aug.    8  . 

-May  26 

July  28 

July    6 

78  7 

Sept.   7 

115,9 

Sept.  19 

134.4 

Nov.  10 

Dec.  22 

Dec.  28 

61  8 

Measurement  from  San  Gabriel  Valley  Protective  Association. 


190 


DIVISION    OF    WATER   RESOURCES 


C-32S-F-16,    GLENDORA    CONSOLIDATED    \njTUAL    IRRIGATING    COMPANY.     MAP    6 

Log  Available 

Location  and  description — 2700  feet  north,  78'*  west  of  intersection  of  Sierra  Madrc  Avenue  and 

San  G^ihricI  Clanyon  Road,  north  of  .^usa.     South  well  of  two. 
Reference  point— Floor  of  pump  house  at  ground. 

Elevation  of  reference  point — (}75,  from  U.  S.  G.  S.  lopog.  by  D.  W.  R. 
Use — Irrigation  and  domestic. 
Depth  of  well — 255  feet 
Other  numbers  used— W.  S.  Jones,  No.  370;  D.  W.  R.  Bulletins  S  and  6,  No    32S-G-3;  L. 

F.  C.  D.  No.  4285. 


A.  Co. 


Date 

Dist.  K.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1922— 
July  27 

M6,5 

«8,2 
»84.4 

1929— 
Feb.     1 

61  4 
2.7 
76.1 

6  0 
40  0 
130.2 
103.9 

1931— 

May  12 

Nov.  17 

1932— 
Jan.     6 

21.2 

April   9 

119  3 

1928— 
Mar.27 

Dec.  31 

July    3 

1930— 
May  15 

29,7 

June  19 

Nov.  15              .  - 

Dec.    3 

»  Measurement  from  San  Gabriel  Valley  Protective  .Association. 
Measurements  from  Los  Angeles  County  Flood  Control  District  except  as  noted. 


C-328-F-16,  CITY  OF  AZUSA,  NO.  1,     MAP  6 

Location  and  description — 800  feet  south  of  Sierra  Madre  Avenue,  600  feet  west  of  Azusa  Avenue, 

Azusa.     Casing  in  open,  40  feet  north  of  pump  house. 
Reference  point — Top  of  casing.  1,5  feet  above  ground,  to  and  including  January  5,  1931;  then,  top 

of  platform  over  casing.  0.2  feet  higher. 
Elevation  of  reference  point — 672.0  to  and  including  January   5,    1931;   then,   672.2;    from   levels 

bv  Griffith. 
Use — -Not  used. 

Diameter  of  casing — 26  inches. 
Other  numbers  used— D.  W.  R.  Bulletin  5.  No.  328-G-3;  L.  A.  Co.  F.  C.  D.  No.  4295. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922— 
July  22 

47.5 

90  6 
128.6 
124,5 

82.7 

1930— 

Jan.  24 

Mar.    1 

130  3 
46.0 
16.2 
30  4 
63  2 
!I6  5 
104.8 
103  3 

1931— 

Jan.     5 

Mar.   7  

100.7 

38.4 

1928— 

April  15 -. 

April  18 

65.2 

Aug.    7 

June    1.     

44. S 

Oct.  15 

Aug.  11 

Oct.  27 

Aug.    3 

80.5 

Nov.  30 

Sept.26     

102  2 

Nov.  24 

Dec.  22 

Nov.  14 

117.3 

1929— 

Dec.  29          

96.3 

Aug.    8 

Measurements  from  San  Gabriel  Valley  Protective  Association. 
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C-333-F-I6,  AZUSA  IRRIGATING  COMPANY,  NO.  5.     MAP  6 

Log  Available 

Location  and  description — 50  feet  south  of  Eleventh  Street.  Ti  feet  east  of  McKecvcr  Avenue,  Azusa. 
Reference  point — Top  of  curl>,  3  feet  above  ground,  to  and  including  October  16,  1928;  then,  top  edge 

of  pit,  at  ground. 
Elevation  of  reference  point — 643.  to  and  including  October  16.  1928;  then,  640;  from  U.  S.  G.  S. 

topog.  by  D.  W.  R. 
Use — I  rrigation. 
Depth  of  well— 288  feet. 
Diameter  of  casing — 26  inches. 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  6,  No.  333-G-3;  L.  A.  Co.  F.  C  D.  No.  4285B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Oct.   16 

1929— 

144  9 

•47.0 
133.2 

1930- 

Feb.  21.... 

.-Vpril    5. 

June    9 

Sept.  29 

134  6 
72  3 
38  7 
12(j  1 
129.3 
127.0 

1931— 

.Ian.   12 

Mar.  16 

.June    8 

127.5 
113.1 
97.6 

May  27 

Oct.  19. 

Dec.  28     

167  3 

Oct.  29          

Nov.  24 

Dec.  22 

150.3 

"  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 


C-334-F-16,  AZUSA  IRRIGATING  COMPANY,  NO.  3.     MAP  6 

Location  and  description — 40  feet  north  of  Tenth  Street  and  90  feet  east  of  Dalton  Avenue.  Azusa. 
Reference  point^Floor  of  pump,  at  ground,  to  and  including  December  1,  1928;  then,  top  of  2-inch 

pipe  at  bottom  of  pit  about  2.7  feet  below  ground. 
Elevation  of  reference  point — 632.7  to  and  including  December  I,  1928;  then,  630i);  from  levels  by 

Griffith. 
Use — Irrif;acion  and  domestic. 
Depth  of  well— 200  feet. 
Diameter  of  casing — 26  inches. 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  6,  No.  334-G-3;  L.  A.  Co.  F.  C.  D.  No.  4296. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 

89,0 
116.2 
117.1 

99  4 

1930— 
Feb.  21           .  . 

109.9 
93.6 
71.4 
3S,2 
28.5 
52  5 
79.8 
92.3 

103.0 

1931— 

Jan.     5 

Feb.     2 

103  2 

Oct.  16 

M.ir.22 

103.4 

Dec.    1 

Mar.  30. 

May    2 

81  8 

May  12 

1929— 

June  16 

July  28 

71  3 

Oct.  29 

Oct.     5.... 

Nov.  24 

123.9 

Sept.   8 

129  3 

Oct.   13 

Dec.  28 

127.4 

Dec   22 

Measurements  from  San  Gabriel  Valley  Protective  Association. 
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C-335-G-16,  MURRAY  VOSBERG.     MAP  6 

Location  and  description — I  50  feet  south  of  First  Street.  0.7  miles  west  of  Azusa  Avenue,  Azusa. 
Reference  point — Floor  of  pump  house,  at  ground. 
Elevation  of  reference  point — 538.2,  from  levels  by  D.  W.  R. 
Use — Not  used. 

Diameter  of  casing — 24  inches. 

Other  numbers  used— W.  S.  Jones.  No.  301;  D.  W.  R.  Bulletins  5  and  6.  No.  335-G-4;  L.  A.  Co. 
F.  C.  D.  No.  4287. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUl.  R.  P. 

to  water 

surface,  feet 

b 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922— 
July  22 

204  0 

241  9 
238  4 
254.8 

254  5 
250  7 
249  S 
21.1  3 
263  7 
263.9 

1930— 

Jan.     3 

Mar.    1 

May  19 

264  1 

262  6 
257,6 
255  9 

266  6 

267  1 
266.1 

1931— 
Jan.     6 

265.9 

Mar.    2     

263  8 

1928 — 

May  11 

266  I 

Mar.  13 

July  14 

Oct.   19           

260  6 

May    8 

Oct.   13 

Dec.  21 

264  7 

Nov.  30 

Nov.24 

Dec.  22 

1932- 
Jan.     4       

1929— 

265.3 

Jan.  26 

May  6             

Oct.     1 

Nov.  15 

Dec.  28-.-. 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-337-G-16,  H.  J.  McKENZIE.     MAP  6 

Location  and  description — 50  feet  west  of  Grand  Avenue.  150  feet  south  of  Juanita  Avenue  extended 
west,  1000  feet  north  from  San  Dimas  Wash,  just  south  of  cemetery,  south  of  Glendora. 

Reference  point — Cement  curb,  at  ground. 

Elevation  of  reference  point — 657,  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 

Use — Domestic  and  irrigation. 

Depth  of  well — 455  feet. 

Other  numbers  used— W.  S.  Jones  No.  208a;  D.  W.  R.  Bulletins  5  and  6,  No.  337-G-4;  L.  A.  Co. 
F.  C.  D.  No.  4329. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922— 
Sept.  20 

255.4 

274.0 
278.6 
274.7 

275,7 
277,4 
279,2 
282,7 
282,8 

1930— 
Jan.    3          -  .  

283.0 
284.6 
286.0 
286,7 
287.7 
288,2 

1931— 
Jan.     5              

288.1 

Mar.22 

Mar.    9 

289  1 

1928— 

June  30          -      -. 

May  25 

289.2 

Mar.  13 

Sept.  8 -- 

\ag.    3 -.-- 

289.6 

Oct.  20 

Nov.24          .      -  - 

Dec.  21   . 

291.4 

Dec.     1 - 

Dec.  22 - 

1932— 
Jan.   11 

1929— 

291.9 

Jan.  26           .  - 

April  26 

Julv    3   . 

Nov.   4 

Dec.  28 

Measurements  from  San  Gabriel  Valley  Protective  Association. 
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C-338-G-i6,  CITY  OF  COVINA.     MAP  6 

Location  and  description — 450  feet  south  of  Covina  Boulevard,  400  feet  west  of  Fourth  Street,  in 

Covina  City  Park,  Covina. 
Reference  point— Floor  of  pump  house,  at  ground. 

Elevation  of  reference  point — ^533,  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Domestic. 
Depth  of  well— 548  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  6.  No.  338-G-4;  L.  A.  Co.  F.  C.  D.  No.  3101. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Dale 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Deo.  3 

230.1 
234.3 

1930- 
Jan.  23  , 

.244  4 
•246.7 

1931— 

Feb.    9 

Mar.  16 

June  15 

241  9 

1929— 

Dec.    4 

241.8 
244  6 

July    3 

Oct.  12 

Dec.  28 

249.4 

248.0 

•^  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 


C-343-H-16,  A.  R.  EVANS.     MAP  6 

Log  Available 

Location  and  description — 50  feet  west  of  Hollenbeck  Avenue,  500  feet  north  of  Arroyo  Avenue. 

south  of  Covina.     South  well  of  two. 
Reference  point — Hole  in  cover.  1  foot  above  ground,  to  and  including  October  31,  1929;  then,  top  of 

platform  over  well,  1.3  feet  above  ground. 
Elevation  of  reference  point — 487.6  to  and  including  October  31.  1929;  then,  487.9;  from  levels  by 

D  W.  R. 
Use — Irrigation  and  domestic. 
Depth  of  well — 505  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used— D.  W.  R   Bulletins  5  and  6.  No.  343-G-5:  L.  A.  Co.  F.  C.  D.  No.  3102. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Mar.  12 

169-1 
180,2 
179.3 
177.1 

176.4 
177.3 
1S6.3 
186.6 
186.9 

1930— 
Jan.     4 

188.9 
184.6 
184.5 
189  4 
193,3 
189.7 

1931— 

Jan.  17 

Feb.  21 

.\pril  18 

189  2 

Aug.  13 

Feb.  22 

188,9 

Oct.  19 

May    3 

195  I 

Dec.    3 

190,7 

Sept.  13 

July    4 

Sept.  19 -- 

195  5 

1929— 

Dec.  27 

199.5 

Jan.  26. ._ 

May    6 

Oct.   17 

Dec.  29 - 

201.4 
196,1 

July  2.5 

Oct.  31 

Dec.  28  . 

Measurements  &om  San  Gabriel  Valley  Protective  Association. 
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C-354-H-16,  DAVID  UNRUH.     MAP  6 

Log  Available 

Location  and  description — 2^0  feet  south  of  Arroyo  Drive.  500  feet  west  of  Barranca  Avenue  100 

feet  south  of  Walnut  Creek,  south  of  Covina.    Casing  in  south  end  of  pump  house. 
Reference  point — Hole  in  cover.  I  foot  below  avcragcground. 
Elevation  of  reference  point — 483.4.  from  levels  by  D.  W,  R. 
Use — Domestic  and  irrigation. 
Depth  of  well— 401  feet. 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  6.  No.  354-G-5.  L.  A.  Co.  F.  C.  D.  No.  3n2A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  K.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Mar.  12 

155,4 
158  5 
163.9 
162.3 

1.11.4 
161,4 
167.6 
170.9 

1930— 
Sept.  29              

176  1 
175.1 
175.2 
174.2 

1931— 
Jan.    5 

173.6 

May    8 

Oct.  27 

Feb.  16 

173.0 

Aug  13 

Nov.  24 

Mar.30 

174  6 

Dec.    3 

Dec.  22 

Mav  18 .- 

171.6 

Julv  20 - 

180.7 

1929 — 

Oct.  12 

183.0 

Jan.  26 - 

Dee.  28 

179.4 

April  26 

June  26 

Aug.    6 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-360-G-16,  AZUSA  IRRIGATING  COMPANY,  NO.  2.     MAP  6 

Location  and  description — 75  feet  south  of  center  line  of  Cypress  .\venue.  0  25  miles  west  of  Lark 

Ellen  Avenue,  east  of  Baldwin  Park.     Deep  pit  in  center  of  pump  house. 
Reference  point — Top  of  pit.  at  ground. 

Elevation  of  reference  point — 4t)1.9.  from  levels  by  D.  \V.  R. 
Use — Domestic  and  irrigation. 
Other  numbers  used— W.  S.  Jones  No.  325;  D.  W.  R.  Bulletins  5  and  6.  No.  360-G4:  L.  A.  Co.  F.  C. 

D.  No,  3080,    


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Mar.  12 

167.7 
177.1 
179.4 
178.7 

178,3 
177.8 
178.2 
182.1 
186,3 
187.3 

1930- 

187  4 
185  9 
182.5 

188  2 
190  9 

189  6 

1931— 

189  3 

Aug.    7 

Mar.  11       

Mar.30 

188  5 

Oct.   16 

April  20 

190  5 

Dec.    3 

Sept.   8 

Oct.     5 -- 

197  7 

Nov.  10 

Dec.  22 

Dec.  28 

196  1 

1929 — 

Jan.  26 

April  25 

June  25 

Aug.  12 

Oct.  14 --- 

Dec.  28 

Measurements  from  San  Gabriel  Valley  Protective  Association. 
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C-362-G-15,  SOUTHERN  CALIFORNIA  EDISON  COMPANY,  LTD.— DALTON^SUB-STATION 

MAP  6 

Location  and  description— 320  feet  cast  of  Irwindale  Avenue,  50  feet  south  of  Gladstone  Avenue. 

southwest  of  Azusa. 
Reference  point — Top  of  pump  base  over  casing.  I.l   feet  above  floor,  2  feet  abo\  e  ground,  to  and 

includins  August  3.  1929;  then,  top  of  casing.  0.5  feet  above  fioor. 
Elevation  of  reference  point— 500.2  to  and  including  August  3.  1929;  then.  499.7;  from  levels  by 

D.  W.  R. 
Use — Domestic  and  plant  use. 
Depth  of  well— 250  feet. 
Diameter  of  casing — 8  inches. 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  6.  Well  No.  362-F-4;  L.  A.  Co.  F.  C.  D.  No.  4268. 


Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Mar.  13 

209  4 
222  3 
•222  2 

219.3 
216  6 
223.2 
228.4 
229.5 

1930— 
Feb.  24 

228,8 
228.3 
221,0 
231.1 
233  0 
232.3 

1931— 
Jan.     5 

Mar.  23.         .       . 

232.1 

Oct.  16 

April    1            

231.0 

Dec.    1 

Juno  16 

Sept.  29               

231  4 

Sept.  7 

Dec.  14 

Dec.  28 

238.5 

1929— 

Nov.  10..     

239.5 

April  25 

Dec.  22 

238.9 

May  21 

Aug.    3 

Oct.  31       

Dec.  28 

»  Corrected  for  difference  in  reference  point. 
Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-363-H-14.  CHAS.   D.   MOREHOUSE   (FORMERLY  A.  ELLIOTT).     MAP  6 

Location  and  description — 100  feet  southwest  of  Elliott  Avenue,  200  feet  northwest  of  Durfee  Road, 

El  Monte. 
Reference  point— Hole  in  board  under  clamp,  1.3  feet  above  ground. 
Elevation  of  reference  point — 27b. 3,  from  levels  by  D.  W.  R. 
Use — Domestic. 
Depth  of  well — 35  feet. 
Diameter  of  casing — 6  inches. 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  6.  No.  363-E-5;  L.  A.  Co.  F.  C.  D.  No.  2974. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  fee 

1928— 
Feb.    1 

18  5 
18.0 
19.6 
25.2 
24  8 

23.9 
23  0 
25.6 
29.2 
29.6 

1930— 
Jan.    17 

28.7 
27.7 
27,4 
31.8 
32  2 
31.5 

1931— 

31.4 

Mar.  15 

April    4 

Mav  14 

Mar.30 

30.0 

May    8 

June    1 

30.9 

Nov.  13 

Sept.   8 

Aug.  13 

34  5 

Nov.  27 

Nov.  10 

Dec.  27 

1929— 
Jan.  26- 

April  25 

June  20 

Sept.  26 

Dec.  20.. 

Measurements  from  San  Gabriel  Valley  Protective  AssociatioD. 
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C-364-I-I5,  KWIS  WATER  COMPANY.     MAP  S 

Location  and  description — 100  feet  south  of  Gale  Avenue,  ^-mile  west  from  \  lacicnda  Boulevard,  on 

west  hank  of  small  drain,  south  of  Puentc. 
Reference  point — f-loor,  at  ground,  to  and  incIudinR  January  27.  1930;  then,  top  of  concrete  curb, 

0.3  feet  above  ground. 
Elevation  of  reference  point— 330.2  to  and  including  January  27.  1930;  then,  330. >;  from  levels  by 

D.  W.  R. 
Use — Irrigation. 
Depth  of  well— 300  feet. 
Diameter  of  casing — 14  inches. 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  6,  No.  364-F-6;  L.  A.  Co.  F.  C.  D.  No.  3038. 


Data 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Mar  22 

23.0 
34  0 

30  5 
27.7 

26.6 
28-8 
38  2 
40.0 
33  9 

31  6 

1930— 
Jan.  27 

32  2 
28.5 
27.9 
31  7 
36.1 

33  8 
36  5 
33  2 

1931— 
Feb,  16 

31.9 

Aug  11 

Mar.  21 

Mar.Se 

32  4 

Oct    23 

May    6 

AprU20 

36.6 

Dec.    4          

Aug.    9 - 

May  11 

June  29 

32.7 

Sept.  29 

43.4 

Oct.  16 

Aug.  17 

51. & 

April  22 

Nov.  10 

Oct,     5 

40.3 

May  20 

Dec.    8      

Nov.    9 

39.2 

June  28 

Dec.  17 

35.6 

Sept.  10  

1932— 
Jan.  11 

Oct.  28 

Dec   19 

35.0 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-366-F-15,  CONSOLIDATED  ROCK  COMPANY— BUILDER'S  ROCK  PLANT.     MAP  6 

Location  and  description — 0  6  miles  west  of  IrwinJalc  Avenue  and  A.  T.  Si  S.  F.  Ry.,  crossing,  200 
feet  south  of  tracks,  west  of  Azusa. 

Reference  point— Top  of  casing.  2  feet  above  ground,  to  and  including  July  3,  1929;  then,  top  of  H- 
inch  pipe,  0.7  feet  above  top  of  casing  and  ground,  to  and  including  January  9.  1930;  then,  top  of 
casing,  at  ground. 

Elevation  of  reference  point — 549.7  to  and  including  July  3,  1929;  then,  548.4  to  and  including  Jan- 
uary 9.  1930;  then,  547.7;  from  levels  by  D.  W.  R. 

Use — -Industrial 

Depth  of  well— 350  feet. 

Other  numbers  used— D.  W.  R.  Bulletins  5  and  6.  No.  366-F-3;  L.  A.  Co  F.  C.  D.  No.  4257. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Oct.   15 

271  1 
271  5 

265.2 
277.8 

1930— 
Jan.     9 

278.1 
278  5 
277.4 
262.7 
278.6 
281.6 

1931— 

281.7 

Dec     1 

Tcb.  10 

Mar.  2 

280.9 

June    1    .       

279.2 

1929 — 

June    9  

Nov.24 

Dec.  21 

289  1 

July    3         

Sept,  29 

288.6 

Deo.  28 

Dec.  22           .... 

1932- 
Jan.     4 

288  3 

Measurements  from  San  Gabriel  Valley  Protective  Association. 
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C-367-F-1S,  RELIANCE  ROCK  COMPANY.     MAP  6 

Log  Available 

Location  and  description — 0  32  miles  west  of  Irwindale  Avenue.  100  feet  south  of  A.  T.  &!  S.  F.  Ry., 

west  of  Azusa.     Casing  in  west  end  of  pump  house. 
Reference  point — Bottom  of  pump  base,  at  ground. 
Elevation  of  reference  point — 549.0.  from  levels  by  D.  W.  R. 
Use — Industrial. 
Depth  of  well— 360  feet. 
Diameter  of  casing — 26  inches. 
Other  numbers  used — L.  A.  Co.  F.  C.  D.  No.  4267. 


Date 

Dist.  R.  P. 

to  water 

surface,  feel 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Aug     7 

265  6 
272,6 

266.2 
279.7 

1930— 
Jan.    3  

279  8 

279  5 
270,0 

280  1 
282.8 

1931— 
.Tan.     6 --- 

282,9 

Mar.   8 

Mar.  16... 

281,7 

May    5 

April28 

282  3 

1929— 
July    3 

280  5 

Dec.  22 

Sept.    8 

287.4 

Dec.  28 

Nov.  24 

290  6 

Dec.  28      

289,7 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-376-G-11,  CITY  OF  ALHAMBRA— MARENGO  WELL.     MAP  2 

Log  Available 

Location  and  description — 50  feet  east  of  Marengo  Avenue,  200  feet  south  of  Aihambra  Road,  Alham- 

bra.     Casing  in  north  end  of  pump  house. 
Reference  point — Floor  of  pump  house,  at  ground. 

Oevation  of  reference  point — 532.0,  from  levels  by  City  of  Aihambra. 
Use — Municipal. 
Depth  of  well— 437  feet. 

Diameter  of  casing — 18  inches.  „   „  „ 

Other  numbers  used— P.  W.  D.  No.  121 ;  D.  W.  R.  Bulletins  5  and  6.  No.  376-B-4;  L.  A.  Co.  F.  C.  D. 

No.  2850. 


Date 

• 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  E.  P. 

to  water 

surface,  feet 

1929— 
Jan.     1 

247 
240 
246 
246 
249 
251 

1930— 
Jan.     1  

«251  0 
•249,0 
•251,0 
"253,0 
•256  0 

1931— 
Feb.    1 

•256  0 

Feb.    1 

Mar.    1 

Mar.    1 

•251.0 

Mar.    1 

May    1 .- 

•253,0 

May    1 

Sept.   1 

Sept.    1 

•260  0 

Dec.    1      

Dec.    I. 

•261,0 

»  Measurement  by  owner  and  obtained  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  Pasadena  Water  Department  except  as  noted. 
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C-382-H-14,  C.  L,  POWELL.     MAP  6 

Location  and  description — 50  feet  south  of  center  line  of  Bc&s  Avenue,  1100  feet  west  from  Covina 

Avenue,  south\vei;t  of  Baldwin  Park. 
Reference  point — Base  of  pump,  at  ground . 

Elevation  of  reference  point — 31  5,  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use  —  Irrigation. 

Diameter  of  casing — 14  inches. 
Other  numbers  used— D,  W.  R.  Bulletins  5  and  6.  No.  382-E-$;  L.  A.  Co.  F.  C.  D.  No.  3013. 


Date 

Dist.  R.  P. 

to  wator 

surface,  feet 

Dale 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Diat.  R.  P. 

to  water 

surface,  feet 

1928- 
Mar    9 

39  2 
46,3 
48.8 
49.1 
48.7 

480 

47.2 
49  3 

.■ie.o 

55.4 

1930- 

Jan.     3 

Mar.  22 

55  4 
54  1 
52  8 
58.4 
59  3 
58.9 

1931— 
Jan.     5 

58  6 

Aug.  10 

Feb.  16 

.57  4 

Oct    19 

May  12 

Dec.    4 

'64  5 

Nov.  13 

Sept.  8 

Dec.    4      

Nov.24.. 

Dec.  22  

1929— 
JaD.  26 

Apnl26  

Nov.  18 

Dec.  31 

I 


"  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 


C-383-I-14,  V.  PELANCONI.     MAP  6 

Location  and  description — 10  feet  south  and  1  50  feet  cast  of  right  angle  turn  in  Workman-Mill  Road, 

800  fecc  north  of  U.  P.  R.  R.  crossing,  south  of  El  Monte. 
Reference  point — Top  of  concrete  curb,  0.5  feet  above  ground. 
Elevation  of  reference  point — 252,  from  approximate  levels  by  D.  W.  R. 
Use — Irrigation. 
Depth  of  well— 228  feet. 
Diameter  of  casing — Id  inches 
Other  numbers  used— D.  W.  R   Bulletins  5  and  6.  No.  383-E-6;  L.  A.  Co.  F.  C.  D.  No.  2976. 


■!    I. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 



Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Mar.  10 

11.7 
13  5 

17.4 
15.7 
15.1 

15.9 
14.7 
17,8 
20.3 
18,0 

1930— 
Jan.  17 

16.8 
16.8 
20.7 
22,6 
22.3 
23  6 

1931— 
Jan.     7. 

20  4 

April  16 

Mar.21 

Feb.  23 

18.6 

Aug.  11 

June  24 -.. 

Nov.    9.. 

24.4 

Oct.  19          

Aug.  28. - 

Dec.    3 

'22  3 

Dec.    4 

Sept.  22 

Dec.  27 

1929— 
.ApriI25         

May  21 

June  25 

Aug.  14_ 

Dec.  16 

"  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 
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C-383C-I-13,  BEVERLY  ACRES  ESTATE.  MAP  5 

Location  and  description — 75  feet  northwest  of  U.  P.  R.  R.  50  feet  southwest  of  Walnut  Avenue, 

north  of  Whittier. 
Reference  point — Top  of  pump  base  at  edge  of  air  line  hole.  1.8  feet  above  ground. 
Elevation  of  reference  point — 220,  from  U.  S.  G.  S.  topog.  by  D.  W.  R, 
Use — Domestic  and  irrigation. 
Depth  of  well — IP4  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  2958A. 


Date 

Dist.  R.  P. 

to  water 

surface, feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Aug.  19 

Oct.    9  . 

13.3 
11,1 
11.9 

1930— 
Mar.    5 

July  25 

11,0 
12  4 
11  4 

1931— 
Feb.  23 

.^pril    1 

10  9 
12  1 

Dec.  16 

Dec.  16 

Oct.  26 

Nov.    9 

11  8 

12  7 

Dec.    3 - 

1932— 
Jan.  13 

11,6 
11,4 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-387-G-16,  CONTRACT  WATER  COMPANY.     MAP  6 

Log  Available 

Location  and  description — 1000  feet  south  of  Broadway  on  east  bank  of  Little  Dalton  Creek,  0.5 

miles  west  of  Azusa  Avenue,  south  of  Azusa. 
Reference  point — Pump  house  floor,  at  ground. 

Elevation  of  reference  point — 496,  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Irrigation. 
Depth  of  well— 485  feet. 
Diameter  of  casing — 2b  inches. 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  6.  No.  387-G-4;  L.  A.  Co.  F.  C.  D.  No.  4288A. 


Date 

Dbt.  R.  P. 

to  water 

surface, feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Mar.  12 

198,7 
206.8 
210,9 

210.6 
209  5 
209.2 
220,5 
221.7 

1930— 

Jan.     3 

Mar.  14 

June    9 

July  12 

222  0 
218,1 
213,2 
214,0 
222,9 
221,8 

1931— 

221  5 

Mar.23 

220  7 

Dec.    1 -- 

221  4 

Oct.  17 

233  1 

1929— 

Nov.24 

Dec.  22 

Dec.  28 

228,6 

Jan.  26 

April  25 

Oct.     8 

Nov.    1 

Measurements  from  San  Gabriel  Valley  Protective  Association. 
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C-399-G-I6,  CITY  OF  COVINA,  NO.  2.     MAP  6 
Lx>g  Available 

Location  and  description — 700  feet  south  of  Cypress  Avenue,  30  feet  west  of  Grand  Avenue,  cast  of 

C-o\'ina. 
Reference  point — Bottom  edge  of  pump  base  on  I  beams.  0.1  feet  below  concrete  floor,  3.0  feet  above 

ground. 
Elevation  of  reference  point — 625,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Municipal. 
Depth  of  well— 515  feet. 
Diameter  of  casing — 20  inches. 
Other  numbers  used~L.  A.  Co.  F.  C.  D.  No.  3120. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Aug.  13 

283,9 
290,4 

291.2 
294.5 
297.4 
299.8 

1930— 
Jan.  28 

Mar.    1 

April  15 

300  2 

301  1 
302.6 

302  4 
313  0 

1931- 
Feb.    2 

308  4 

Dec.    3 

Mar.  30 

307  4 

April  20 

306,3 

1929— 

May    5 

Nov.    9 

321,2 

Jan.  26 

Nov.  25 

Dec.  28 - 

313,8 

May    6     .. 

Aug.    1 

Dec.  17 

Measurements  from  San  Gabriel  Valley  Protective  Association. 

C-401-F-16,  M.  H.  LA  FETRA.     MAP  6 

Location  and  description — 1.64  miles  east  of  Azusa  Avenue.  580  feet  cast  of  Ben  Lomond  Avenue. 

100  feet  south  of  Sierra  Madre  Avenue,  northeast  of  Glcndora. 
Reference  point — Base  of  pump,  at  ground. 
Elevation  of  reference  point — 882.  from  aneroid  by  D.  W.  R. 
Use — Irrigation. 
Depth  of  well— 280  feet. 
Diameter  of  casing — 14  inches. 
Other  numbers  used — L.  A.  Co.  F.  C.  D.  No.  4325. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Sept.  13 

»168  0 

1930— 
Mar.  11 

i>167  3 
183,0 
178  0 

1931— 
Deo.    8 

186  0 

Aug.  23 

Deo.    3 

*  Measurement  by  owner. 

>>  Measurement  from  San  Gabriel  Valley  Protective  Association.    Reference  point--top  of  pump  base  casting,  0.5 
feet  above  ground. 

Measurements  from  Los  Angeles  County  Flood  Control  District  except  as  noted. 


C-401C-F-16,  COVINA  IRRIGATING  COMPANY.  NO.  1.     MAP  6 

Log  Available 

Location  and  description — 180  feet  north  of  Foothill  Boulevard,  0.25  miles  west  of  Grand  Avenue. 

west  of  Glendora. 
Reference  point — Top  edge  of  pump  base  at  floor  level.  1.5  feet  above  ground. 
Elevation  of  reference  point— 704.  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — ^Irrigation. 
Depth  of  well — 648  feet. 
Diameter  of  casing — 20  Inches. 
Other  numbers  used — L.  A.  Co.  F.  C.  D.  No.  4326. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

192»- 
July  12 

•250,0 

1930— 
May  19 

269  9 
271  3 

274  9 

1931— 

277  7 

Sept.  8 --- 

Deo.  22 

Mar.  16 

275.2 

June    1 

275  8 

Aug.    3 

270  3 

Oct.  19 

288.0 

Dec.  28 -. 

280  6 

>»  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  Ssd  Gabriel  Valley  Protective  Association  except  as  noted. 
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Location  and  description — ^X)  feet  west  of  CIcndora  Mountain  Drive.  0.55  miles  north  of  Sierra 
Madre  Avenue.  450  feet  below  F.  C.  gaging  station  on  Little  Dalton  Canyon,  northeast  of  CIcndora. 
Reference  point^Top  of  pit  wall.  2  feet  above  ground. 
Elevation  of  reference  point^l  I  lt>.  from  aneroid  by  D.  W.  R. 
Use- — Irrigation, 
Depth  of  well — 50  feet. 
Other  numbers  used — L.  A.  Co.  F.  C.  D.  No.  4364. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 

June  11 

July  18 

Dec.    2 

31  6 
34  0 
37.8 

1931— 

April  15 

May  22 

Dec.     5 

33.2 

38  2 
40.1 

Measurements  from  Los  Angeles  County  Flood  Control  District. 

C-405-F-17,  CITY  OF  GLENDORA,  NO.   1.     MAP  6 

Location  and  description — 25  feet  north  of  Sierra  Madre  Avenue,  200  feet  west  of  Lorraine  Avenue, 

Glendora.     Casing  in  south  end  of  large  pump  house.     No  pit. 
Reference  point^Pump  house  floor,  at  ground. 

Elevation  of  reference  point — Q50,  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — -Municipal. 
Depth  of  well— 600  feet 
Diameter  of  casing — 20  inches. 
Other  numbers  used — State  Div.  E.  and  I.  No.  31,  Pomona  Quadrangle:  D.  W.  R.  Bulletins  5  and  6. 

No.  405-H-3;  L,  A.  Co.  F.  C.  D.  No.  4355. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Jan.    1 

■407.0 
M04.8 
•416.7 

MUO 

M17.6 
1=432.0 

1930— 

April   1 

Nov.  14 

"430.5 
''440.0 
'■438.9 

'>438,8 
"435.7 
437.8 
445.0 

1932— 
Jan.    5 

441.8 

Oct.     1  . 

Dec.    1 

1929— 
Feb.    1 

1931— 

Jan.     1 

Feb.  12 

May  13 

Dec.    1 

Oct.  28 

»  Measurement  from  San  Gabriel  Valley  Protective  Association. 

^  Measurement  by  owner. 
Measurements  from  Los  Angeles  County  Flood  Control  District  except  as  noted. 


C-415-F-17,  CHAS.  ELDER  (FORMERLY  M.  F.  BURMASTER).     MAP  6 

Location  and  description — 100  feet  south  of  Foothill  Boulevard.  800  feet  west  of  Big  Dalton  Wash. 

1 100  feet  east  of  Lorraine  Avenue,  east  of  Glendora.     Casing  in  shallow  pump  pit,  in  south  end  of 

pump  house. 
Reference  p>oint — Top  of  concrete  curb,  at  ground. 

Elevation  of  reference  point — 870,  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Not  used. 

Diameter  of  casing— 16  inches. 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  6.  No.  415-H-3.  L.  A.  Co.  F.  C.  D.  No.  4356. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date       ■ 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

1928— 
Aug.  14..     

•146.5 
■150.9 
•152.3 

149  3 

1930— 
July  30 

158,2 
159  2 

1931— 
Jan.  22 

157.3 

Oct.  20  -  - 

Dec.    2 

May  20 

158  5 

Dec.    8- 

Dec.    8 

164  8 

1929— 
April  17 

*  Measurement  from  San  Gabriel  Valley  Protective  Association. 
Measurements  from  Los  Angeles  County  Flood  Control  District  except  as  noted. 
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C-432-G-17,  A.  JACKSON  ESTATE.     MAP  6 

Location  and  description — 150  feet  north  of  Gladstone  Avenue.  2100  feet  casi  of  Glendora  Avenue, 

south  of  Glendoru-     Casing  in  shallow  pump  pit  in  north  end  of  pump  house. 
Reference  point — I-loor  of  pump  house,  at  ground- 
Elevation  of  reference  point— 73'-»).  from  levels  by  D.  W.  R. 
Use^  irrigation. 

Diameter  of  casing — 14  inches. 

Other  numbers  used— W    S    P.  219.  No.  147.  Pomona;  D.  W.  R.  Bulletins  5  and  6,  No.  432-H-4; 
L.  A.  Cx>  F.  C.  D.  No.  4348. 


Date 

Dist.  P.P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
May    8.   .     .  . 

85.8 
107.8 
99.4 

1931- 

Mar.   7 

April  24 

May  11 

82.4 
103.0 
■97.8 
111.7 
106.1 

Oct.  20 

Dec.    7  ... 

Aug.  13 

Nov.20 

a  Measurement  from  Los  Angeles  County  Flotxl  Control  District. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 


C-437-G-17,  COLUMBIA  LAND  AND  WATER  COMPANY— CARPENTER  NO.  4.     MAP  6 

Log  Available 

Location  and  description — 360  feet  east  of  Sunflower  Avenue.  330  feet  north  of  Gladstone  Avenue. 

south  of  Glendora. 
Reference  point — Floor  of  pump  house  to  and  including  December  1,  1930;  then,  topedgcof  IH-'^ch 

outlet  hole  in  pump  head.  0.6  feet  above  floor. 
Elevation  of  reference  point — 795  to  and  including  December  1.  1930;  then,  795.6;  from  U.  5.  G.  S. 

topog-  by  L.  A.  Co.  r.  C.  D. 
Use — Irrigation. 
Depth  of  well— 248  feet. 
Diameter  of  casing — 16  inches 
Other  numbers  used— D.  \V.  R.  Bulletins  5  and  6.  No  437-H-4;  L.  A.  Co.  P.  C.  D.  No.  4358. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
June  12  

•'•186.9 

1930— 
Jan.  20 

•152  8 
•142  0 
•lli4.4 

1931— 

Feb.  26 

145  9 

May    9 

Mar.  15 

146  9 

Dec.    1 

April   2 

159.8 

May    1 

159  4 

Nov.  20 

170.2 

"  Measurement  from  Los  Angeles  County  Flood  Control  District. 
^  Pumping. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 


C-444b-G-17,  OAK  WATER  COMPANY,  NO.  4.     MAP  6 

Location  and  description — 80  feet  south  of  Cienega  Avenue.  1 500  feet  cast  of  Bonnie  Cove  Avenue. 

west  of  San  Dimas. 
Reference  point— .Air  gage.  1  foot  above  ground.  0.5  feet  above  pump  base. 
Elevation  of  reference  point— 742.  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Irrigation. 
Depth  of  well  -350  feet. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  4359B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 
Mar.  13 

240  0 
236  0 
248.0 

1931— 
Feb.  26 

245  0 
241.6 
249.1 
257.8 

May    1 

Mar.  21.."..      . 

Dec.  15 

.May    1 

Nov.20 

Measutements  from  San  Gabriel  Valley  Protective  Association. 


SOUTH    COASTAL    BASIN   INVESTIGATION 


203 


C-452C-G-17,  CASTLE  WATER  COMPANY.     MAP  6 

Location  and  description— 75  feet  north  of  Ruddock  Street.  2482  feet  east  of  Glendora  Avenue,  500 
feet  west  of  Recdcr  Avenue,  cast  of  Covins.     Northeast  one  of  four  wells. 

Reference  point — Top  of  casing,  0.8  feet  above  ground,  to  and  including  February  27,  1931 ;  then,  top 
of  2  "  \  12"  over  casing.  0.2  feet  higher. 

Elevation  of  reference  point — 672.2  to  and  including  February  27.  1931 ;  then.  672.4;  from  levels  by 
D.  W.  R. 

Use^Not  used. 

Depth  of  well — 376  feet. 

Diameter  of  casing — 20  inches. 

Other  numbers  used— L.  A  Co  F.  G  D  Mo.  3140. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Aug   1.3 

180.8 
181.7 
175  6 

1929— 

Jan.  26 

April  26 

May  27 

174.2 
172.8 

"178  5 
183.0 
184.6 

"198.9 

1931— 
Feb   27 

178  7 

Oct.  20 

179.1 

Dec.    3 

April  3 

197.6 

.lune  26 - 

July  27 

Dec.  18 

June    4 

Aug.  27...- 

Nov.20 

199.6 
204  (> 

192  9 

•*  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 


C-453-G-17, 


CHAFFEE  RANCH, 
Log  Available 


NO.  2.     MAP  6 


Location  and  description — 2200  feet  east  along  road  from  corner  of  Rowland  Avenue  and  Grand 
Avenue.  100  feet  north  of  road,  100  feet  north  of  Walnut  Creek,  southeast  of  Covina.  Airlift  well 
outside  of  pump  liousc. 

Reference  point — lop  of  blocks  over  casing,  1  foot  above  ground. 

Elevation  of  reference  point — 531.1.  from  levels  by  D.  W.  R. 

Use^Not  used. 

Depth  of  well — 414  feet. 

Diameter  of  casing — 14  inches. 

Other  numbers  used— D,  W.  R.  Bulletins  5  and  6.  No.  453-H-4;  L.  A,  Co.  F.  C.  D.  No.  3132. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Mar.  12 

84.3 
126.7 
99.2 
94  4 

1929— 
July    5 

Dec.  19. 

108  0 
"'88.9 

1931— 
Feb.  27       

84  9 

Aug.  13     . 

May  11 

»9.5  4 

Oct.  19 

Dec.    3 

>  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 
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C-485-F-18,  GLENDORA  CONSOLIDATED  MUTUAL  IRRIGATION  COMPANY,  NO  1.   MAP  6 

Log  Available 

Location  and  description — 1  50  feet  east  of  Artesia  Avenue  (Sycamore  Canyon  Road).  200  feet  north 
of  Foothill  Boulevard,  northwest  of  La  Verne.    Casing  in  shallow  pit  in  west  end  of  pump  house. 

Reference  point — Top  of  concrete  pit  curb  at  south  end.  1  foot  above  ground. 

Elevation  of  reference  point— lOb^.  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 

Use — Not  used. 

Depth  of  well— 500  feet. 

Diameter  of  casing — 20  inches. 

Other  numbers  used— W.  S  P  219,  No  231,  Pomona;  D  W.  R.  Bulletins  5  and  6.  No.  485-1-3; 
L.  A.  Co.  I-.  C.  D.  No,  4407. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dijt.  E.  P. 

to  water 
surface,  feet 

1928— 
Oct.  23... 

366.4 
3M.3 
352.6 

329.8 
321  0 
3,35.0 
359  9 

1930— 
Jan.  25 

385.0 
363.5 
396.4 

375  0 
370.5 

328,4 
382  1 
381,6 

1931— Cont. 

395.6 

Nov.  18 

April  21 

.luly  29. 

Aug.  20 

410  8 

Dec.  23 

Nov.  20 

411  8 

1931— 
Jan.  29 

Sept.  30 

410  7 

1920— 

Oct.   14 

408  5 

Feb.  11 

Nov.    4 

409  2 

April  10 

Feb.  25 

397  6 

May  21 

Mar.  25 

1932— 
Jan.     5 

July  11 

April  30 

May  27 

394.2 

Measurements  from  Los  Angeles  County  Flood  Control  District. 
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C-498-G-18,  J.  R.  DENNISON,  PLANT  NO.   1.     MAP  6 

Location  and  description — 800  feet  west  of  Artesia  Avenue.  20  feet  soLitli  of  Base  Line  Road,  north- 
west of  La  Verne. 
Reference  point — Floor  of  pump  house,  at  ground. 
Elevation  of  reference  point — 1046,  L  from  levels  hy  D.  W.  R. 
Use^lrrigalinn. 
Depth  of  well— 520  feet. 
Diameter  of  casing — 16  inches 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  6.  No.  498-1-4.  L.  A.  Co.  F.  C.  D.  No.  4407J. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dial.  R.  P. 

to  water 

surface,  feet 

1928— 
Aug.  14 

"290  5 

1930— 

Jan.  15 

Mar.  3 

AprU    7 

i>338.0 
326  0 
322.0 

1931— 
.\prU  13 

337.4 

May  12 

Nov.24 

336.2 
341.0 

*  Meastirement  from  San  Gabriel  Valley  Protective  Association. 
^  Measurement  by  superintendent. 
Measurements  from  Los  Angeles  County  Flood  Control  District  except  as  noted. 


C-504-G-18,  LA  VERNE  MUTUAL  WATER  COMPANY.     MAP  6 

Log  Available 

Location  and  description — 1160  feet  west  of  Grand  Avenue.  10  feet  south  of  Foothill  Boulevard. 

northwest  of  La  Vcrnc. 
Reference  point — Top  of  pit  at  floor  level. 

Elevation  of  reference  point — 1 1 12.8.  from  U.  S.  G.  S  topwg.  by  L.  V.  P.  A. 
Use — Not  used. 
Depth  of  well— 640  feet. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  44I7B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1921— 
Mar.25 

312  4 
311.0 
316.5 

271.6 
265.2 

1930— 
July  17 

379  2 
378.2 
378.4 

1931— 

378.3 

Aprilll 

Sept.  27 

Mar.  19 

378  3 

klay  24 

Nov.  15 

June  11      ... 

378.9 

Oct.   17 

378  3 

1922— 

Dec.  26 

378  5 

April  21 

May  15 

Measurements  from  La  Verne  Protective  Association, 
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C-509-F-18,  RALPH  LEWIS.     MAP  6 

Location  and  description — 100  feet  norLh  of  Base  Line  RoaJ,  1000  feet  east  of  Wheeler  and  La  Verne 

Road,  north  of  La  Verne. 
Reference  point — ^  lop  o(  casing.  L5  feet  above  ground,  to  and  including  December  19,  1922;  then,  top 

of  casing  1  fcxit  above  ground. 
Elevation  of  reference  point — 1169.9  to  and  including  December  19.  1922;  then,  11694;  from  levels 

by  D.  W.  R 
Use — K'ot  used- 
Diameter  of  casing — 16  inches. 
Other  numbers  used— W.  S.  Jones  No.  185;  D.  W.  R.  Bulletins  5  and  6.  No.  509-1-3;  L.  A.  Co.  F.  C. 

D.  No.  4427. 


Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1921— 
Mar.    4       

234.6 
232.5 
233.1 
251.2 

248  5 
241.0 
237.1 
242.0 
245.9 

1930- 
Julv  18 - 

257.5 
258.0 
257,9 

1931— 
Feb.  14 

257.2 

April    5 

Sept.  15 

Dec.    6 

May  16 

257.3 

May  13       

Oct.  17 

258.2 

Dec.  26 

257.9 

1922— 
Jan.  11   

Mar.  31 

May    4 

June  20. ._ 

Dec.  19 

Measurements  from  La  Verne  Protective  Association. 


C-518-G-18,  COLUMBIA  LAND  &  WATER  COMPANY,  NO.  3.     MAP  6 
Log  Available 

Location  and  description — 1800  feet  east  of  .Amelia  Street.  700  feet  north  of  Allen  Avenue,  north 

of  San  Dimes.     Casing  in  shallow  pump  pit  in  south  end  of  pump  house. 
Reference  point — (a)  Bottom  edge  of  pump  base,  3.8  feet  below  concrete  curb;  (b)  floor   of  pump 

house,  at  ground. 
Elevation  of  reference  point — (a)  956.2;  (b)  960;  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Irrigation. 
Depth  of  weU~}08  feet. 
Diameter  of  casing — ^20  inches. 
Other  numbers  used— D.  W.  R.  Bulletins"?  and  6.  No.  518-1-4;  L.  A.  Co.  F.  C.  D.  No.  4388A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1904— 
Mar.    9 

"60.0 

•58.2 
■54.9 
•84,9 

1928— 
Aug.  14 

'■137,0 
I-ISIO 

i'=123,0 
b'lSO.S 

1930— 
Jan.  20          .  .     .. 

•"■in. 2 

Dec.    7 

1929— 
Feb.  15 

Nov.  20 

b^Hs.a 

1912— 
Mar.  14 

1931— 
Mar.   6              .  .  . 

May  11 

•153  0 

July  27 

July  10     .. 

May  11 

I>cl25.2 

Dec.  23              ...  . 

1>=138.4 

*  Reference  point  (»)  used, 
b  Reference  point  (**)  used. 

0  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 
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0,27  miles  north  of  Bonita  Avenue, 


C-S22a-G-17,  C.  R.  LUTON.     N 

Log  Available 

Location  and  description— 80  feet  south  of  A.  T.  &  S.  F.  Ry., 

0  32  miles  east  of  1-onc  Mill  Road,  west  of  San  Dimas. 
Reference  point— lidgc  of  air  line  hole  in  pump  bast.  0.1  feet  above  floor  and  0.5  feet  above  ground. 
Elevation  of  reference  point — W2.  frtwri  U   S.  G.  S.  topog.  by  D.  W,  R. 
Use  -Irrigation  anJ  domestic. 
Depth  of  well  -150  feet 
Diameter  of  casing-  -lb  inches. 
Other  numbers  used— L,  A.  Co  F.  C.  D.  No.  4378A. 


Dale 

Dist.  K.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
June  27 

124  5 

1931— 
Feb.  27 

112,3 
112  5 
112  8 

Mar.  15 

Apr.     3 

Measurements  from  San  Gabriel  Valley  Protective  A.ssociation. 


C-534-G-18,  SAN  DIMAS  WATER  COMPANY— MUD  SPRINGS  PLANT. 

Log  Available 


MAP  6 


Location  and  description — 700  feet  south  of  Bonita  Avenue,  50  feet  east  of  Artesia  Street,  west  of 

La  \'crnc. 
Reference  point — Base  of  pump,  at  ground. 
Elevation  of  reference  point — 1002.5.  from  levels  by  D.  W.  R. 
Use— Not  used. 
Depth  of  well— 204  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— W.  S.  Jones  No.  106;  D.  W.  R.  Bulletins  5  and  6  No.  534-1-4.  L.  A.  Co.  F.  C. 

D.  No.  4409. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
.Mar.  14 

•143  4 
•144  1 
•144  0 
•143  7 

1930— 
July  18     

148  1 
150  0 

150  « 
154  6 

151  4 
151.5 

1931— 
Jan.    3 

151  2 

Aug.  13              .     .. 

Aug.  14 

Feb.  14 

April  16 

151.6 

Oct.  22 

Sept.  15 

150  3 

Dec.    8  

Oct.  17 

Sept.  26 

152.3 

Nov.  15 

Dec.  26 

151  9 

Dec.    6 

»  Measurement  from  San  Gabriel  Valley  Protective  Association. 
Measurements  from  La  Verne  Protective  Association  except  as  noted. 


C-547-G-18,  BASE  LINE  WATER  COMPANY.  NO.  2.     MAP  6 

Location  and  description — 800  feet  west  of  Fiery  Avenue,   170  feet  south  of  Foothill  Boulevard. 

northwest  of  La  Verne.     South  well  of  two. 
Reference  point — Center  of  air  gane.  1.5  feet  above  ground. 
Elevation  of  reference  point — 1120.  from  U.  S.  G.  S.  topog.  by  D.  \V.  R. 
Use    -Irrigatioti 
Depth  of  well— 5  50  feet. 
Diameter  of  casing — 18  inches. 
Other  numbers  used— L.  A.  Co  F.  C.  D.  No.  4428G. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1921- 
Mar.25 

224  1 

1930- 
Aug.    2 

358  5 
353  0 

1931— 

341  0 

Dec.    6 

Feb.  20 

Nov.28 

329  0 

356  5 

Dec.  26 

344  0 

Measurementa  from  La  Verne  I^oteotive  Aasociatioo. 
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C-558-G-18,  MR.  AMES.     MAP  6 

7^>0  feet  south  of  Gladstone  Avenue,  460  feet  west  of  Grand  Avenue,  west 


Location  and  description 

of  La  Verne. 

Reference  point      Top  nf  concrete  curb  around  well,  at  ground. 
Elevation  of  reference  point — 10^8.0.  from  levels  by  L.  V.  P.  A. 
Use — Not  used 
Other  numbers  used — L.  A.  Co.  F.  C,  D.  No.  44181. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1921— 
Mar.29 

189.8 
186  6 

205  3 
202  2 

1930— 
July  17 

Sept.  15 

Oct.   17 

Nov.  15 

Dec.    6 

250,2 
268  3 
257,9 
258  5 
258.6 

1931— 
Feb.  U 

268,6 

April  12 

July  16..  .      . 

258,7 

Dec.  26 

259.2 

1922— 
April  21 

May  16 -. 

Measurements  from  La  Verne  Protective  Association. 


C-561-G-I8,  WILLIAMS  BROTHERS,  NO.  2.     MAP  6 

Location  and  description — 18  feet  south  of  Third  Street  (Bonita  Avenue),  500  feet  east   of  Fiery 

Avenue.  La  Verne.     No  pit. 
Reference  point— Top  of  casing.  \.S  feet  above  ground 
Elevation  of  reference  point — 1041 ,2.  from  levels  by  L.  V.  P.  A. 
Use— Not  used 

Diameter  of  casing — 16  inches. 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  t.  No.  56M-4;  L.  A.  Co.  F.  C.  D.  No.  4429A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Aug.  13 

Oct.  22 

177  8 
181.8 
181  0 

1930— 

Aug.    2. 

Oct.  17 

Nov.  15 

190.6 
192.6 
192.6 

1931— 

Jan.    3 

April  16          

192  8 
194  4 

Dec.    8 

Oct.  17 

Dec.  26 

196  8 

195,8 

Measurements  from  La  Verne  Protective  .Association. 
Note— This  well  is  the  same  as  Well  No.  561J-4.  San  Gabriel  Investigation,  Bulletins  5  and  6.    The  measurements 
for  years  1912  and  1921,  given  in  Bulletin  5,  were  made  on  an  old  well,  given  number  5tila  on  the  map  published  with  this 
bulletin. 


C-586e-G-18 


BONITA  WATER  COMPANY. 

Log  Available 


MAP  6 


Location  and  description — 75  feet  south  of  Sixth  Street,  270  feet  west  of  "D"  Street.  La  Verne. 

Reference  point — 1  op  of  concrete  curb.  0.7  feet  above  ground. 

Elevation  of  reference  point — 1061.  from  U.  S.  G.  5.  topog.  by  D.  W.  R. 

Use — irrigation. 

Depth  of  well— 61  3  feet. 

Diameter  of  casing — lb  inches. 

Other  numbers  used— L.  A,  Co.  F.  C.  D.  No.  4439E. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

mo- 
Dec.    6 

397.6 

1931— 

Jan.     3 

Mar.  19 

May  16 

385.1 
362  0 
369  5 
439.0 

Nov.21 

Measurements  from  La  Verne  Protective  Association. 
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C-593a-G-19,  MR.  BAYNHAM.     MAP  6 

Location  and  description ^500  feci  west  of  l-niiL  Street.  790  feel  south  of  Base  Line  Avenue,  north 

ijf  La  Verne. 
Reference  point^l'op  cJne  of  I  hcams.  at  fltHir  and  Rround. 
Elevation  of  reference  point — 1153.  from  U.  S.  (j.  S.  topog.  by  O,  W,  K. 
Use — Irrigation, 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  4438D. 


Date 

Dist.  U.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1921— 
April  30 

217.2 

224  1 
188  1 
224.9 

1930- 
Sept.  27 

293.3 
316.0 
318  0 
315.0 

1931— 
Feb.  14 

310  5 

Oct.  18 

May  10 

289  1 

1922 — 

Nov.  15 

Dec.    0 

Nov. 28 

321.0 

Jan.   11 

Dec.  26 

318.0 

April28  

June    7-. 

Measurementa  from  La  Verne  Protective  Association. 

C-59S-G-19,  EVERGREEN  RANCH,  NO.  1.     MAP  6 
Log  Available 

Location  and  description  —200  feet  south  of  Foothill  Boulevard,  1 100  feet  cast  of  D  Street.  La  Vcrnc. 

20  feet  north  of  northeast  corner  of  brick  pump  house. 
Reference  point — Top  of  casing,  2.0  feet  alx)vc  ground  to  and  including  March  24.  1Q24;  then,  top 

of  new  casing.  2.5  feet  alx)ve  old  reference  point,  to  and  including  December  9,  1928;  then,  top  of 

casing  at  well  floor.  0  5  feet  above  ground. 
Elevation  of  reference  point — 1 1  35  8  to  and  including  March  24,  1^24,  then.  1138.3  to  and  including 

December  9.  1928;  then.  1134.3.  from  levels  by  L.  V.  P.  A. 
Use — Not  used. 
Depth  of  well— 636  feet. 
Diameter  of  casing— 18  inches. 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  b.  No   595-J-4,  W.  S.  P.  219.  No,  247.  Pomona;  State 

Div.  E.  and  I.  No.  60.  Pomona  Quad.;  L.  A.  Co,  F.  C.  D.  No.  4438. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1921— 
Mar.    1 

173  4 
170  8 

189  4 

175  5 
175.0 
185  3 

1923— 
Mar.  16-.- 

178  1 

192.7 

«285  1 

19.30— 
Aug.    2 

301.6 

April  18 

1924— 
Mar.24  --- 

Oct.  18 --- 

304.7 

Dec.    6 

279  0 

1931— 
Jan.     3-.- 

Jan.  10 - 

April  21 

1928— 
Dec.    9 

263  4 

.     May  15 

Feb.  14-- 

251.5 

Dec.  19-- 

Mar.  19 

246.4 

239.3 

Dec.  26 

240  9 

"  Measurement  from  San  Gabriel  Valley  Protective  Association. 
Measurements  from  La  Verne  Protective  Association  except  as  noted. 


C-603-G-19,  CITY  OF  LA  VERNE,  NO. 


MAP  6 


Location  and  description — 170  fctt  north  of  Fiflli  Street,  25  feet  west  of  Lincoln  Avenue,  La  Verne. 

South  well  of  two.     Casing  in  center  of  pump  house. 
Reference  point — Base  of  pump,  at  ground. 

Elevation  of  reference  point— 1076.  from  U.  S.  C.  S.  topog  by  D.  W.  R. 
Use — Municipal. 
Depth  of  well— 330  feet. 

Diameter  of  casing — 18  inches.  ^  ...„., 

Other  numbers  used— W.  S.  Jones  No.  199;  D.  W.  R    Bulletins  5  and  6,  No.  603-J-4;  L.  A.  Co.  F. 

C.  D.  No.  4439. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dijt.  R.  P. 

to  water 

surface,  feet 

1925- 
Aug  25 

253  3 

1930— 
May  22 

•222  2 
227.1 
227.8 
228.9 

1931— 
Jan.    3 

229  1 

Sept.  15 

April  16 

230  1 

Oct    18 

Oct.  17 

234  6 

Deo.    e 

Deo.  26 

236.1 

•  North  well  pumping. 
Measurementfl  from  La  Verne  Protective  AuooUtlon. 


SOUTH    COASTAL   BASIN   INVESTIGATION 


209 


C-611-G-19,  SAN  DIMAS  WATER  COMPANY,  YORBA  NO.   1.     MAP  6 

Log  Available 

Location  and  description — 15  feet  south  of  La  Verne  Avenue,  60  feet  ease  of  Lincoln  Avenue,  south 

of  La  Verne. 
Reference  point--EJBc  of  air  line  hole  in  pump  hasc.  1 .2  feet  above  floor. 
Elevation  of  reference  point — 1044  0.  from  levels  hy  L-  V.  P.  A. 
Use — Irrisation. 
Depth  of  well— 3^3  feet. 
Diameter  of  casing — 18  inches. 
Other  numbers  used— L   A  Co  F.  C.  D.  No    3  230. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  11.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1921- 
Mnr  30 

91.2 
108.3 

110  1 
102,8 
103.1 

1923— 
Feb.  22 

90  3 
88  0 
81.0 

241.6 

1931— 
Jan.     3     .         .  .  . 

273  7 

Jllly  29 

Mar.   8          .  -      . 

Mar.  19 

261  3 

May    8 

June  11              .  - 

272.6 

1930— 
May  22 

Nov.21. 

293.3 

Jan    10 

Dec.  24             

290.2 

April  22 

May  16 - 

Measurements  from  La  Verne  Protective  Association. 


C-6l2a-G-18,  EVERGREEN  RANCH. 
Log  Available 


MAP  6 


Location  and  description— 180  feet  east  of  E  Street,  M  mile  south  of  P.  E.  Ry..  south  of  La  Verne. 

Reference  point — ■  lop  cdse  of  beams,  at  ground. 

Elevation  of  reference  point^l018.  from  L',  S,  G.  S.  topog.  by  D.  W.  R. 

Use^  I  rrigation . 

Depth  of  well — 7^0  feet. 

Diameter  of  casing^ — 18  inches. 

Other  numbers  used— L.  A.  Co.  F.  C,  D.  No.  3220B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Jan    29 

"162.7 
337  0 
366.0 
357  0 

1931— 
Jan.     3 

340  4 
321.7 
416  0 
392.5 
260  0 

Julv  28 

Mar.  19  

Oct    17 

Aug.  13 

Dec.    6 

Oct.  17  

Dec.  24 

"  Measurement  from  Los  Angeles  County  Flood  Control  District.    Reference  point — top  of  casing,  2  feet  above 
ground. 

Measurements  from  La  Verne  Protective  Association  except  as  noted. 


C-627-G-19,  LA  VERNE  WATER  COMPANY.     MAP  6 

Location  and  description^ 3 bO  feet  west  of  Williams  Avenue,  IbO  feet  south  of  Amherst  Street,  north- 
east of  La  Verne.     Middle  well  of  three. 
Reference  point — Top  edge  of  curb.  0,3  feet  above  ground. 

Elevation  of  reference  point — 1230,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use— *Not  used. 
Other  numbers  used — L.  A.  Co.  F.  C.  D.  No.  4448G. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
July  18 

279.2 
289.3 
276,2 
255.7 

1931— 
Feb.  14 

229.6 
227.7 
280  6 
288.2 
246.6 

Sept.  15 

May  16. 

Oct.  18 

July  17 

Dec.    6 

Sept.  26 - 

Dec.  26 

Measurements  from  La  Verne  Protective  Association. 
14—93360 
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C-655a-E-19,  CLAREMONT  DOMESTIC  WATER  COMPANY,  NO.   1.     MAP  6 

Location  and  description  -325  feet  west  of  Indian  Mill  Avenue,  and  360  feet  north  of  Eiasc  i.ine  Ave- 
nue, north  of  Clarcmont 

Reference  point^  Top  of  casins.  at  ground,  to  and  Including  October  18.  1920,  then,  top  of  H-ir»ch 
ti-c  un  air  line.  0  8  feet  alxjve  ground 

Elevation  of  reference  point— ^1402.4  to  and  including  October  18.  1020,  then.  1403  2;  from  levels  by 
J    R    Shojmaker 

Use- -Dotnusiic  and  irrisatitm. 

Diameter  of  casing — 12  inches. 

Other  numbers  used— W.  S.  P.  210,  No.  266,  Cucamonga  Quad  :  L.  A.  Co  F.  C.  D.  No.  4477K. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1906- 
Oct.  20 

115,0 
109.6 

113  7 
102  5 
77  7 
80  7 

119,0 
129  n 

120  0 

126  5 

128  5 

121  0 
107  5 

111  0 

117  8 
115  6 
134  7 

129  0 
138  4 

112  9 
95,1 

113  7 
Uli  7 
lOti  5 

1916- 
Mar.  12 

101,5 
90  7 
69  0 

119  0 
118.6 

162  1 
169,4 

158  1 

120  0 
62  7 
54,9 
77.0 

95  0 
103  8 

150  7 
142  5 
164  0 

171.4 

159  3 
167.9 
182  5 

186  5 
181  0 
201.2 

1927— 

187  0 

Nov.  25           

AprillB 

102  5 

June  10 

May  13 

165  1 

1907— 

1917— 
Mar.  15 

Aug.  15 

151  2 

Feb.  10 

Sept.    1 

Dec.  31 

149  4 

136  1 

Aug.  15 

May  27 

1928— 
Jan.  23 

Sept.  15     

1921— 
July  16 

134  8 

1908— 

Mar.  23 

133.3 

May  30 

Sept.24     

Dec   15 

1922— 
Jan.     S 

1929— 
Jan.  29 

Nov.  22 

166  5 

Feb.  26 

162  9 

1909— 

Mar.27 

Mar.  12 _,. 

April  30 

171.3 

Jan.     6 

May  24 

160  1 

Mar.    7           

July    3 

193.3 

June  13 

Oct.    2 

July     5 

187  1 

Aug.    1       

1923— 

Jan.     3 

Feb.  27 

Oct.   18  

280.4 

1911— 
Deo.    3              -  . 

Nov.  17 

1930- 
Mar.20 

.Mav  23 

274,9 

1912— 

1024- 

Jan.     4 

Mar.24 

Aug.    4 

208.6 
194  8 

Jan.  31 

Mar.21   

July  10 

Oct.  18 

2.32  8 
250  5 

May    8 

Nov.  17 

250  3 

May  31 -.-- 

Nov.   6 

1931— 
Feb.  12 

Aug.  25 

1925— 

Jan.     6 

May  14  . 

246  7 

1914 — 

\pril23 

272  6 

June    3 

Aug.  14 

356  5 

Aug.  20 

Julv  24 

Nov.28 

342.8 

1915— 
Feb.  18 

1920- 

Jan.     7 

Mav28 

Oct.  31             -     -- 

Aug.    4 

Measurements  from  J.  K.  Shoemaker. 


C-655d-F-19,  CLAREMONT  COOPERATIVE  WATER  COMPANY— POMEROY  WELL.    MAP  6 

Log  Available 

Location  and  description — 525  feet  east  of  Mountain  Avenue.  0.1  mile  north  of  Base  Line  Road,  north 

of  Clarcmont. 
Reference  point — ^Edgc  of  ?'s-inch  hole  in  pump  head  on  west  side,  0.7  feet  above  floor. 
Elevation  of  reference  point — 1 374  7,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use —  Irrigation. 
Depth  of  well  -440  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used — L.  A.  Co.  F.  C.  D.  No.  4477D. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Dale 

DUt.  R.  P. 

to  water 

surface,  feet 

1930— 
May    1               

199  9 
242  0 
226-9 

1931— 
Jan.   10  . 

224  4 
212.1 

246.8 

1932— 
Jao.  29  . 

229  5 

Nov.  17 

Mar.    5 

Dec.    6 

Nov.28 

Meosuremeotfl  from  Pomona  Valley  Protective  Asaooiation. 
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C-655q-F-19,  MR.  GALE.     MAP  6 

Location  and  description  -40  feet  north  of  Thiimp^on  Creek.  0  4  miles  below  Thompson  Creek  Dam, 

north  of  Clarcmont.      Dug  well 
Reference  point — •T<jp  of  curb,  at  ground. 

I:Ievation  of  reference  point — 1530>>.  from  levels  by  J.  R.  Shoemaker. 
Use — Irrigation. 
r>epth  of  well — 65  feet. 
Other  numbers  used — L.  A.  Co  F.  C.  D  No.  4486. 


=^ 

Date 

Dist.  R.  P. 

to  water 

surface, feet 

«42,6 
•34,2 
-27,0 
•33  0 
•42.4 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1912— 
Feb.  15 

1930— 
Jan.  18- 

42.0 

1931— 
Jan.     6 

43  0 

Mar.  15  

May  25 

39.6 

May  20... ---- 

Dec.  16 

43.0 

Aug.    3 

*  Measurement  from  J.  R.  Shoemaker. 
Measuremeuti  from  Los  Angeles  County  Flood  Control  District  except  as  noted. 


C-656-F-20,  LEEIPITZER.     MAP  6 

1200  feet  north  of  Base  Line  Avenue,  700_feet  west  of  Monte  Vista  Ave- 


Location  and  description- 

nuc,  north  of  Clarcmont. 
Reference  point — Bottom  edge  of  hole  in  casing  at  air  and  oil  lines. 
Elevation  of  reference  point — 1545,  from  U.  S  G.  S.  topog.  by  D.  W.  R, 
Use — ^Domcstic  and  irrigation. 
Diameter  of  casing — 16  inches. 
Other  numbers  used— L  A  Co  F.  C  D.  No  4497D. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1931— 

Jan.  16 

Mar.   5 

«240  0 
237.0 
267,5 
253.0 

1932- 
Jan.  29 

245  9 

May  23          

Dec.    3. 

*  Measurement  from  Los  Angeles  County  Flood  Control  District.    Reference  point — hole  in  west  side  of  casing,  a  t 
ground. 

Measurements  from  Pomona  Valley  Protective  Association  except  as  noted. 


C-656a-F-20,     CLAREMONT  HEIGHTS   WATER   COMPANY,   LITTLETON  NO.  1.     MAP  6 

Location  and  description — 450  feet  west  of  Monte  Vista  Avenue  (Camp  Baldy  Road)  and  150  feet 

north  of  Pomello  Avenue,  west  of  Upland.     South  well. 
Reference  point-^FIoor  of  pump  house. 

Elevation  of  reference  px>int — 1632.7,  from  levels  by  J.  R.  Shoemaker. 
Use — ^Not  used. 
Depth  of  well— 420  feet. 
Diameter  of  casing — 20  inches. 
Other  numbers  used— L.  A  Co.  F.  C.  D.  No.  4506. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface, feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1914— 
June    8 

163.6 

255.0 
215  0 
157.6 
165  8 
201.7 

133  1 
119  7 

134  2 
160  6 
199.5 

1917— 
Jan.  22 

247.5 
185.0 

263.0 
246.6 
1C4.8 
130  4 
113  3 
129  3 
158.6 
196.2 
214.7 

1923— 
Feb.  10 

229  8 

April  17 

Mar.  16 

227.9 

1915— 
^      Ffh   IS 

1922— 
Jan.     1 

1924— 

K     M..  in 

246.1 

V     Tun-    " 

Jan.    5 

Mar.23 

1926— 
Jan.  30 ..- 

247  7 

^     July  10 

Feb.  22 

Oct.  31 

Mar.  13 

.4prill5 

242.4 

1916- 
Mar.  12 

June    2 

Aug.    1 

AprU16 -. 

Oct.  16 

Dec.  26 

H.      May  13 

mm     June  10 

HP"    8ept.24 

Measurements  from  J.  R.  Shoemaker. 
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C-6S6h-F-20,  PADUA  HILLS,  INC.     MAP  6 

Location  and  description — 500  feet  north  of  Camp  BulJy  Road.  500  feci  cast  of  l^-ilmcr  Canyon 

Road,  west  of  LJpland, 
Reference  point — Top  of  hole  in  tin  casing  cover.  1  foot  above  ground. 
Elevation  of  reference  point — 1831.0.  from  levels  by  J,  R.  Shoemaker. 
Use — Domestic- 
Depth  of  well — bb  feet. 
Diameter  of  casing — 24  inches. 
Other  numbers  used — L.  A.  Ci).  I-.  C.  D.  No.  4504. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dbt.  H.  P. 

to  water 

surface,  feet 

Date 

Dint.  R.  P. 

to  vater 

surface,  feet 

1912— 
Feb.  27 

28  6 
11  6 
26  9 
37  7 
33.7 

1931- 
Jan.     0 

■55.0 
bSS  0 
■43  0 

April  25 

.Nov.  11 

July  24 

Dec.    6 

Aug.  14 -- 

Sept.  26 

»  Measurement  from  Los  Angeles  County  Flood  Control  District. 
b  Measurement  from  owner. 
Measurements  from  J.  R,  Shoemaker  except  as  noted. 


C-656i-F-20,  H.  H.  GARNER.     MAP  6 

Location  and  description — 45  feet  north  of  Camp  Baldy  Road,  1.05  miles  west  of  Palmer  Canyon 
Road,  200  feet  west  of  L.  A.  Co.  F.  C.  D.  San  Antonio  gaging  station  at  spreading  works,  northwest 
of  Upland- 
Reference  point — Top  of  casing.  !  foot  above  ground. 

Elevation  of  reference  point — 2064,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 

Use^Not  used. 

Depth  of  well— 106  feet. 

EHameter  of  casing — 20  inches. 

Other  numbers  used— L.  A.  Co.  F.  C.  D.  No  4514. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
July    8 

35  4 

1930— 
Jan.   17 

55  2 
45.7 
508 

1931— 
Jan.   14 

52.4 

ApriUl - 

April  20 

46.3 

Nov.  24 

May  25 

40.5 

Nov.  18          -       ... 

SI. 6 

Measurements  from  Los  Angeles  County  Flood  Control  District. 
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C-658-G-20,  MOUNTAIN  VIEW  WATER  COMPANY,  NO. 
Log  Available 


MAP  6 


Location  and  description — 210  feet  east  of  N'lonte  Vista  Avenue,  0.17  miles  south  of  Base  Line  Ave- 
nue, northeast  of  Claremont. 
Reference  p>oint — Top  of  ^i-inch  pipe,  0,7  feet  above  floor  and  ground. 
Elevation  of  reference  point — 1482  5,  from  levels  by  P.  V.  P.  A. 
Use— Domestic  and  irrigation. 
Depth  of  well— 505  feet. 
Diameter  of  casing — 18  inches. 
Other  numbers  used— L.  A.  Co  F.  C.  D.  No.  4508A. 


Date 

Dist.  R.P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  E.  P. 

to  water 

surface,  feet 

1914— 
Feb.  12 

124,9 

78  6 
51,5 
33,3 

111,5 

M67  5 
«164  5 
136,8 

131,8 
100  8 
67,7 
38,6 
27.8 
35,2 

1922— Cont. 

42  1 
54  3 
65,7 
76,6 
86,0 

157,7 
158,8 
153  4 

176,2 

175,9 

160,8 
133.8 
120.0 
117,2 

1928— 
Jan.  15 

117  0 

Sept.   1 

Oct.     2 

April   9 

118,4 

1916— 

1929— 
Feb.  22 

Feb.  14 

Nov.  U 

Mar.  17     -    .  - 

Dec.  26 

161,9 

April  23 

1924— 
Aug.    4 

April  30       

159,1 

1918— 

1930— 
Jan.  27 _ 

Mar.  17  

Nov.  19 

200  5 

Dec.  12 

Mar.  20 

191,8 

1921 — 

1925— 
Aug.  10 

Nov.  17 

223,8 

Not.  23 

1931— 
Jan.  10 

Dec.  15.   

Dec.  23 

1926— 
Dec.  26  -.- 

214,1 

Feb.  12 

208,8 

1922— 

Mar.   5 

206,2 

Jan.     1 

1927— 
Mar.  16 

Dec.    3 

223.9 

Feb.     1 

1932— 
Jan.  30 --     -  - 

Mar.   2 

April   4 

May    7 

215,0 

May  18 

Sept.   1 

July    3 

Dec.  31 

»  Pumping. 
Measurements  from  Pomona  Valley  Protective  Association. 


C-659C-G-20,  MT.  CLAIR  WATER  COMPANY,  NO,   1.     MAP  6 

Location  and  description — 0,40  miles  south  of  Base  Line  Road.  0.23  miles  east  of  Mills  Avenue,  north 

of  Claremont.      55  feet  south  and  140  feet  east  of  No.  2  (C-659b-G-20). 
Reference  point — Tijp  of  concrete  curb,  at  floor. 

Elevation  of  reference  point — 1423.3,  from  levels  by  J.  R.  Shoemaker. 
Use — -irrigation. 
Depth  of  well— 200  feet. 
Diameter  of  casing — 15  inches. 
Other  numbers  used— L.  A,  Co.  F.  C.  D.  No.  4498A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1921— 
Dec.  15       

105,6 

100,0 
72  2 
35  3 
18  2 
11  1 
16  fi 
30  8 
49,1 
55  1 

59  4 
63,6 

1924- 
Feb.  14 

100,6 
122.0 

119  4 
122,8 
122,4 
143  3 
142,4 

147  1 
147,6 
140,2 
148,9 
151,5 

137,6 
129.4 

1929— 
Mar.  12 

126.9 

Nov.  26 

Aug.  13 

Dec.    2 

158.1 

1922— 

1925— 

167.5 

Jan.     9 

1930— 
Jan.  27 .-.. 

Feb.  21 

Mar.  28 

Mar.  22 

161  9 

April  19 

Feb.  20 

160.6 

Mav  18 

Oct.  15 

Mar.  20 

152,8 

July  13 

Nov.   6 

May  23 

145.1 

Sept  12 

1926— 
Jan.     7 

Oct    18 

181  0 

Nov.  11 

Nov.  17 

182.2 

Dec.  26 

1931— 
Jan.  10 - 

Feb.  21 

1923— 

May    8 

171  0 

Jan.  17       

Mar.    5          

162.0 

Feb.  27 - 

Dec.  26 

April  23 

169,1 

1927— 
Mar.  16.. 

May  23 

164.9 

July  18 

175.7 

Oct.     3  

182.7 

April  19 

Dec.    3 

178.0 

Measurements  from  J.  U.  Shoemaker. 
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C-6S9g-G-20,  ONTARIO  WATER  COMPANY— D  WELL.     MAP  6 

Location  and  description     500  feet  cast  of  College  Avenue.  0  25  miles  north  of  I*"oothill  Buulcvard. 

C.laremont. 
Reference  point — Top  of  casing.  1.5  feet  b.low  grounJ. 
Elevation  of  reference  point^l  31  5.b,  from  levels  by  P.  V   P.  A. 
Use— Not  used. 
Depth  of  well— 225  feet 
Diameter  of  casing — 10  inches. 
Other  numbers  used— W.  S.  P.  468.  No.  55b:  W.  S  P.  219.  No.  2t)5c  Cucamonga;  L.  A.  Co.  F.  C.  D. 

No   4488. 


Date 


1913— 
May  IS. 

1914— 
June    3. 
Nov.  23. 

1915— 
Feb.  14. 
May  25. 
Nov.  3. 

1916— 
April  30. 
June  10. 
Nov.  18. 

1918— 

Mar.  17. 
Oct.   14. 

1919— 
May  14. 
Oct.  22. 

1920— 
May  12. 
Nov.  19- 
Dcc.  30. 

1921— 
Jan.  22. 
May  27. 
July  22. 
Sept.  16. 
Oct.  18. 
Dec.  31. 


Di.'it.  li.  P. 

to  water 

surface,  feet 


"45,7 
44  4 


•40  9 
42  1 
51.7 


"28.2 
»22.8 
34  5 


M7  5 
65  0 


UI  5 
70.1 


58  5 
•55  0 
•52  0 


"51  2 
54  0 
68.1 
76.0 
72  5 

•64.4 


Date 


1922— 
Mar.  9. 
May  25 
Julv  3 
.Sept.  14 
Oct.  30 
Dec.  26 

1923— 

.Mar.  9 
May  22 
Oct.     4 

1924— 
Mar.  21 
Oct.  21 

1925— 
Mar.  20 
Nov.   6 

1920— 
Jan.  8 
Mar.  28 
May  19 
Oct.  13 
Dec.  20 

1927— 
Mar.  16, 
May  27 
Aug.  24 
Nov.   3 


Dist.  R.  P. 

to  water 

surface,  feet 


49  6 
36  0 
30.3 
36  6 
"49,5 
•32  3 


38  6 
58.1 
64  3 


58.7 
78  8 


84  8 


•73.5 

•67,6 
67  7 
89,1 

•87.7 


■60  9 
60  8 

"78  5 
76  9 


Date 


1928— 

Jan.  15 

Mav  23 

July  27 

Nov.  19 

Dec.  27 

1929— 

Feb.  12 

April  10 

.May  18 

June  25 

July     9 

Dec.  16 

1930— 

Jan.  25 

Feb.  20 

Mar.  20 

May    1 

May  29 

July  10 

Aug.    8 

Sept.   2 - 

Nov.  17 

1931— 

Jan.  10 

Feb. 18 

M.ar.  20 

Mav  23 

.^ug.  14 

Oct.     3. 

Dec.    3 


Dist.  R.  P. 

to  water 

surface,  feet 


•SI. 3 
51  2 
68  6 
78.5 
68  2 


55.2 
52  4 
58  9 
69  4 
72.6 
79.1 


81.4 
•85.7 
■85.6 
•88.1 
•84.9 
•84.6 
•87.9 
•89  2 
■91  2 


■92  0 

•87.9 
■91.1 
■79.0 
■78.6 
■83.7 


•  Measurement  from  Pomona  Valley  Protective  .Association. 
^  Measurement  from  i.os  .\n);elps  County  Flood  Control  Distrirt. 
Measurements  from  United  States  Geological  Survey  (Water  S  ipply  P.ii>cr  4(iS  and  unpublished  records)  except 
as  noted. 
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C-659i-G-20,  L.  C.  PITZER  (BASE  LINE  WELL).     MAP  6 

Log  Available 

Location  and  description — ?0  feet  south  of  Base  Line  Avenue,  245  feet  west  of  Monte  Vista  Avenue 

(Cump  Baldy  Road),  north  of  Claremont. 
Reference  point — Bottom  edge  of  pump  base,  at  ground. 
Elevation  of  reference  point — 1511.8.  from  levels  by  J.  R.  Shoemaker. 
Use — Irrisation  and  domestic. 
Depth  of  well— 408  feet. 
Diameter  of  casing — 20  inehes. 
Other  numbers  used— L.  A,  Co.  F.  C.  D.  No.  4507. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1913— 
May  18 

141  8 

149  3 
67.7 
73.5 

119.6 
69  8 

103  6 

105  3 
44  9 
51,6 

104  0 
118.6 

123.4 

144  0 

122.6 

1919— 
.\prill5 

138.6 

137.0 
146  6 
154  7 
156  5 
154  3 

110  8 

65.6 
42.7 
51  8 
97.1 
107  0 

116.2 

149  5 
158.5 
171.3 
170  4 

1925- 
Fcb.    1. 

174.1 

1921- 
Mar.  18 

April  5 

174.0 

1914 — 

Oct.     9 

191  2 

Feb.  20 

1926— 
Jan.     7 

July  12 

Aug.    9 

191.8 

Oct.     4 

Feb.  22 

195  4 

1915— 

Dec.  29 

jMay    8 

191.9 

Mar.  10 

1922— 
Feb.  10 

Dec.  26 

190.2 

June  21 

1927— 
Mar.  16 

Oct.  31 

Mar.  31 

177.0 

1916— 

May  18 

1930— 
Jan.  27 ---. 

Feb.    8     

July     7 

April  30 

Nov.  11 

211.0 

Dec.  26       

Mar.  30-- --. 

208.5 

Sept.24... 

Nov  20 

1923— 
Feb.  27 

May    1  -.. 

211.6 

Nov.  17 

229  1 

1931— 

1917— 
Feb.  24 

1924— 

Jan.     4 

April   6 

Nov.    6 

Dec.  12 

224  8 

.Mar.   5 

220  3 

1918— 

April  23 

226  5 

Mar.  17 

Nov.28 

239.6 

May  19 

MeasuremcDts  from  J.  R.  Shoemaker. 


C-660-G-19,  ALLEN-TOWNE.     MAP  6 

Location  and  description — 0.48  miles  north  of  Fccthill  Boulevard.  160  feet  east  of  Oxford  Avenue. 

Claremont. 
Reference  point— Pump  house  floor,  0.5  feet  above  ground. 

Elevation  of  reference  point — 1311,  from  U.  S.  G.  5-  topog.  by  L.  A.  Co.  F.  C.  D. 
Use- — -Irrigation 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  4478A. 


Date 

Dist. R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929- 
Mar.  26 

110.6 
104  0 
128  6 
151   1 

1930— 
Jan.  27  

180.0 
163  5 
"156  5 
152  8 
197.6 
209.0 
197.4 

1931— 
Jan.   10     -     -   - 

187  4 

April  30  - 

Mar.20 

April   4  

Feb.  12 

Mar.   5 

1932— 
Jan.  29 

May  30 

175  3 

July    5 

May  23 

.Sept.   2..- -- 

Nov.  17 

Dec.    6- --- 

203.7 

»  Measuremeot  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  Pomona  Valley  Protective  Association  escept  as  noted. 
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C-660b-G-I9.  ALLEN-TOWNE.     MAP  6 

Location  and  description —1  50  feet  west  of  Oxford  Avenue,   HO  feet  north  of  I'uothlll  Boulevard. 

ClarcmonL.      WmJmill. 
Reference  point— -lop  of  wocdcn  blocks. 

Elevation  of  reference  point — 1250.4.  from  levels  by  J.  R.  Shoemaker. 
Use — Abandoned 
Depth  of  well— 325  feet. 
Diameter  of  casing — 8  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  4479. 


Date 

Disl.  R.P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Di»t.  R.  P. 

to  water 

surface,  feet 

1906— 
Nov.   2 

50.0 

60.0 

69.9 

75.1 
79.6 
73  2 
82.5 
79.1 
87  1 
84  0 

133  6 
131.1 
131  6 

72  0 
73,3 
70  4 

1916— 

Mar.  12 

April   2 

64.8 
63.8 
38  0 
52.4 

72,9 

148  1 

194  0 
191  4 

189  4 
184  3 
178,2 
169  2 
56  2 
60.4 

62  0 
65.3 

183  6 
193  6 
192,3 

1925— 
Feb.    7 

189  2 

May  14 

183  0 

1908— 

April  30 

July  24 

199  3 

Nov.   5  

1926— 
Jan.     9 

1917— 
June    6 

206  3 

Aug.  26      .  . 

Feb.  22 

205  4 

1918— 
Nov.  14 

204  4 

1912— 

Sept. 21        

212  8 

Feb.  26 

1927— 
.Mar.  16 

Mar.  15  

1921— 
Nov.23 

Dec.    5       ... 

April  26 

215  0 

May  27 

May  12 

213  3 

July  10 

1928— 
Mar.23 

1929— 
.Mar.  12 

Aug.  10 

1922— 

Jan.     5 

Mar.   3 

\pril  27 

Sept.  12... 

217  1 

19U— 
June   3 

224,2 

July  10    

June  19 

May  30 

225  1 

Aug.  22 

Oct.     9 

Dec     9 

Aug.  13...   -. 

230  1 

Dec.    2     

235  6 

1915— 

1923- 
Jan.   17 

1930— 

Feb.  20 

May  23 

Aug.  22 

235.3 

Oct    31 

Feb.  27 

1924— 

Aug.  20 

Nov.   6 

234  6 

July  10          .  - 

236  5 

Aug.    g 

Sept.  2       

237.8 
238  9 

Oct.  18  

m 

Dec.  12 

• 

■»  Filled  with  rocks  to  96  feet. 
Measurements  from  J.  R.  Shoem.-iker. 
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C-663-G-19,  AVENUE  LINE  WATER  COMPANY.     MAP  6 

Location  and  description — 0.22  miles  east  of  San  Antonio  Avenue,  15  feet  south  of  Harrison  Avenue, 

west  of  Claremont. 
Reference  point — Top  of  pump  head  casting  at  edge  of  air  line  hole.  1.6  feet  above  ground. 
Elevation  of  reference  point— 1 147.  from  U.  S.  G.  S.  topog,  by  D.  W,  R. 
Use — Irrigation. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  3260. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1924— 
Aug.  20 

213.0 

211  6 
156  5 

144.3 
144  8 
141.0 
133  0 
147  6 

212  8 
226.3 
233.1 
210.1 

1926— 
Jan.     8 

208.7 
192,5 
215.0 
233.2 
224.1 

201  6 
194.5 

232.1 
228.1 
224.4 
225  4 
234.6 

1930— 

Jan.  27 

Feb.  20 

284.7 

Sept.29 

Feb.  22  

277.5 

Dec.  12 

June  13 

Mar.20 

May  23 

270  2 

Aug.    4 

Oct.     1 

1927— 

Mar.  16 

April  22 

258.5 

1925— 

Dec.    6 

287  0 

Jan.     6 - 

Feb.    7 

1931— 

Jan.  10. 

Feb.  12 

Mar.  3 

279.3 

April  19 

270.8 

May  12 

1929— 
Mar.  14  

Mar.   5 

May  23 

266.7 

July  18 

262  0 

Aug.  19 

300.2 

Sept.  10 

April   8 

July  18 

Aug.  14 

Oct.     3 

NOT.28 

280.5 

Oct.     9 

317.7 

May  10... - 

337.1 

May  30              

296  0 

Measurements  from  Pomona  Valley  Protective  Association. 


C-665-G-20,  DEL  MONTE  IRRIGATION  COMPANY,  NO.  226.     MAP  6 

Log  Available 

Location  and  description — 55  feet  south  of  A.  T.  &l  S.  F.  Ry  .  1 10  feet  east  of  College  Avenue.  Clare- 
mont. 
Reference  f>oint — Ctnter  line  of  air  gage,  0.5  feet  above  ground. 
Elevation  of  reference  point — 1150,  from  U.  S.  G.  S.  topxjg.  by  D.  W.  R. 
Use — irriRation. 
Depth  of  well— 450  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  3280J. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Jan.  22 

177  0 
158.0 
150.0 
199.0 
230.7 
234.2 

1930— 
,Ian.  27 

249.2 
201  0 
"274.0 
•308.0 
239.0 

1931— 
Feb.  12  

165  0 

Mar.  12 

Mar.  20 

Mar.   5 

168  5 

April  8 

July  10 

May  23 

■256  0 

May  10 

Sept.   2 

July  18 

•285  0 

July    5 

Oct.   18... 

Aug.  14 

•267.1 

Aug.  13 

Oct.    3 

•304  9 

Deo.    3 

225  5 

1932— 
Jan.  30 

234.7 

"•  Pumping. 
Measurements  from  Pomona  Valley  Protective  Association. 
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C-665h-G-20,  POMONA  COLLEGE  (BIELEY  WELL).     MAP  6 


Location  and  description — 40  feci  south  of  Second  Street.  275  feet  cast  of  College  Avenue.  Clarcmonc. 
Reference  point — Top  of  casing.  1 .5  feet  above  ground. 
Elevation  of  reference  point — 1171.5.  from  levels  by  J.  R.  Shoemaker. 
Use  — Not  used. 
Depth  of  well  -117  feet 
Diameter  of  casing — 10  inches. 

Other  numbers  used— W.  5.  P.l\9.  No.  250,  Cucamonga,  W.  S  P.  468,  No.  56,  L.  A.  Co.  F.  C.  D.  No. 
3280. 


t 


Date 


1904— 
Oct.    8 
Dec.  13 

1905— 
Jan.  II 
Mar.  10 
May  17 
Sept.  21 
Deo.  20 

190&— 
Jan.  27 
June  26 
Oct.  16 
Dec.  10 

1907— 
Feb.  11 
Oct.  8 

1908— 
Feb.  27 
April  25. 
July  5. 
Sept.  18. 
Dec.  30. 

1909— 
Jan.  15, 
April  4 . 
June  l(i. 
Sept.  16. 
Nov.  17. 

1910— 
Feb.     1 . 
May    6. 
Aug.  18. 
Nov.    2. 

1911— 
Jan.     3 . 
Mar.  22. 
April  29. 


Dist.  H.  P. 

to  water 

surface,  feet 


97.3 
98.1 


97.0 
91.2 


99.7 
93.7 


97.8 
81.2 
•59.5 
49.7 


40  5 
«5.5 


Ml  2 
"14.9 
"18.7 
•26  5 
•27.9 


•27.2 
"28.1 
"34  5 
"31  9 
"26.6 


23.6 
"22.9 
"28.3 
"27.3 


26  9 
•26.9 
•24.7 


Date 


1911— Cont. 
June  9.. 
July  29.. 
Sept.. 30.- 
Dec.    6.- 

1912— 
Jan.     7.. 
May  23.. 
July  27.. 
Oct.    8-. 

1913— 
May  18.. 
Oct.  17.. 

1914— 
April   3.. 
June  24.. 
Sept.  4.. 
Nov.  23.- 

1915— 
Jan.  31.. 
June    7.. 
Aug.  20. . 
Nov.   3.. 

1916— 
Feb.    6-- 
May  18.. 
Nov.  18.. 

1917— 
May  26.. 
Nov.  26. . 

1918— 
Mar.  17- . 
Nov.  H.. 

1919— 
May  14- . 
Oct.  22-- 


Dist.  R.  P. 

to  water 

surface,  feet 


•27.2 
•26  3 
•21.2 
bis  7 


•19.1 
•22  5 
•32.1 
•36.8 


•47  6 
59.7 


50.1 
50  7 
45  0 
43  4 


■41  9 

"38  1 

"42  2 

42  8 


'29.0 
15.0 
9.2 


24.8 
43  2 


•41  0 

"64.8 


66  4 

70  8 


Date 


1920— 
May  12.. 
Nov.  23.. 

1921— 
May  27.. 
July  25.. 
Sept.  16-- 
Oct.  18.. 
Nov.  23-- 
Dcc.  31.. 

1922— 
Mar.   9.. 
May  25.. 
July  25.. 
Oct.     9.. 

1923— 
Jan.     3.. 
Mar.   9.. 
May  22.. 
Oct.     4.. 

1924— 
Jan.  15.- 
Mar.21.. 
Oct.  21.- 
Nov.   6.. 

1925— 
Jan.     8.. 
M,ir.  20.. 
Nov.   ».. 

1926— 
Jon.     7.. 
May  19.. 

Oct.  13-. 
Dec.  26.. 

1928— 
May  27.. 
Nov.   3.. 


Dist.  R.  P. 

to  water 

surface,  feet 


78  2 
85  6 


92.0 
94.0 
95.7 
"97  1 
•96.4 


900 
89  5 
76  5 
54  1 


•30  7 
26  2 
34  8 
42  9 


•50  7 
54  2 
69  4 

•70.8 


•66  1 
72  7 
85  9 


•87  7 

90  7 

97  5 
"i'92 


>>92 
"^2 


•  Measurement  from  J.  R.  Shoemaker. 
^  Dry  at  this  depth. 
Measurements  from  United  States  Geological  Survey  (Water  Supply  Paper  468  and  unpublished  records)  except 
as  noted. 
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C-670e-G-19,  CITY  OF  POMONA,  NO.  4.     MAP  6 
Log  Available 

Location  and  description — 6t)5  feet  west  of  San  Antonio  Avenue.  1300  feet  north  of  San  Bernardino 

Avenue,  bO  feet  south  of  property  line,  northeast  of  Pcmona. 
Reference  point — Top  of  pump  base.  0.1  feet  above  floor,  to  and  including  August  8.  1930;  then,  top 

of  air  line  O.*-^  feet  above  floor. 
Elevation  of  reference  point — 978  to  and  including  August  8.  1930;  then,  978.8;  from  U.  5.  G.  S. 

topofi.  by  D.  W.  R. 
Use — Not  used. 
Depth  of  well— 700  feet. 
Diameter  of  casing — 14  inches. 
Other  numbers  used — L.  A.  Co.  F.  C.  D.  No.  3202A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  E.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Mar.  16 

170  8 
172.8 
204.9 
224,0 

1930— 
Jan.     3 

218.1 
211,5 
208  1 
20,5. 3 
200  0 
215.3 
229.2 

1931— 
Feb.  21 

217.9 

May    9          

Feb.    7 

Mar.   5 

April23 

219.6 

July    5 - 

Mar.    7 

April    4 

May  23 _. 

July  11 

223,7 

Nov.  19 

May  23 

224,2 

Oct.     3 

248.6 

1932— 
Jan.  30 

Aug.    8 

233.5 

Measurements  from  Pomona  Valley  Protective  Association. 


C-670m-G-19,  CATHCART  ESTATE.     MAP  6 

Location  and  description — East  of  San  Antonio  Avenue.  1500  feet  north  of    an  Bernardino  Avenue, 

Pomona, 
Reference  point — Top  of  casing.  1 .2  feet  above  ground. 
Elevation  of  reference  point — 997.  from  U.  S.  G.  S.  topXDg.  by  D.  W.  R. 
Use — Not  used. 
Depth  of  well— 300-600  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— W.  S.  P.  468.  No.  58c;  L.  A.  Co.  F.  C.  D.  No.  3261G. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1905— 
Nov.  11 

72,0 
68  8 

68  5 
67.3 
62,4 
65,7 
67  9 
68.2 
65  9 

01.6 
53.8 
46,8 
18,4 

■9.5 
«11.2 
14,8 
11.2 

'9,8 
13.1 
17.0 

•10.8 
13,8 

1911— 
Jan.     3 

16.4 
"10  3 
"18,6 
•15.8 
"13.2 

i'9-l 

"■9,0 

blO.S 

20  8 

45,6 

36.4 
39,8 
45,7 
40,8 

23.3 
30.7 

8,8 
5,2 

3.7 
11.6 

1918— 
May  10 

22  4 

Dec.  20 

Mar.23 

Aug.    2 

39  2 

1919— 
Mav  14 

1906— 

Oct.     7 

Jan.  26 

Nov.  26 

42  7 

Mar.  14.   

1912— 
Feb.  19 

1920— 
Nov  24 

May    8  - 

June  26 

74  3 

Aug.    1     

April   2 

1921— 

Mav  27 

July  22 

Sept.  24 

Dec.  10.   .. 

Oct    21 

76  8 

1913— 

96.7 

1907— 

Oct    18 

124  0 

Feb.  11 ---. 

1922— 

May  15 

1914— 
April  3 

Aug.  26 

91  5 

Dec.  30 

April    9 

115  2 

June  24 

Oct      9 

109  3 

1908- 

Sept.  4 

1923— 
Mar    9 

Feb.  13 

Nov.  23 

Sept.  25 

1915— 
Mav  25     

74  t 

Oct.  13 

May  22 

74  0 

Dec.  26 

Oct    17 

91  0 

Nov.   3 

1924— 
Oct    21 

1909— 
Jan.    4 

1916— 
May  18 

119  8 

July    9 

1925— 
Mar 

Oct.  12.... 

Nov.  18 

1917— 
May  27 

1910— 
Feb.    1 

Aug.    8 

Nov.  26 

^  Measurement  from  W.  S.  Jones, 
b  Measurement  from  J.  R.  Shoemaker. 
«  Flowing. 
Measurements  from  United  States  Geological  Survey  (Water  Supply  Paper  468  and  unpublished  records)  except 
as  noted. 
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C-67.VH-19,  EAST  END  IRRIGATION  COMPANY.     MAP  6 

Location  and  description — IS  feet  south  of  First  Street.  80  feet  west  of  East  End  Avenue,  Pomonn 

Reference  point — Top  of  air  line  hole.  1 .3  feet  above  ground. 

Elevation  of  reference  point — 901.  from  U.  S.  G.  S.  topog.  by  J.  R.  Shoemaker. 

Use — Irri  Ration. 

Depth  of  well — 455  feet. 

Other  numbers  used — L.  A  Co.  F.  C.  D.  No.  3274. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Diat.  R.  P. 

to  water 

surface,  feet 

1930— 
Aug.  12.... 

157  3 

1931— 

Jan.  31 

Dec.    2 

162.6 
•169  5 

<^  Measurement  from  Los  Angetes  County  Flood  Control  District.    Reference  point — Base  of  pump,  at  ground. 
Measurements  from  J.  R.  Shoemaker  except  as  noted. 


C-678d-H-19,  H.  J.  TUTTLE.     MAP  6 

Location  and  description — 315  feet  west  of  Hamilton  Boulevard.  650  feet  south  of  Phillips  Boule- 
vard, 10  feet  west  of  Slate  Street.  Pomona. 
Reference  point — Bottom  of  pump  base,  1 .2  feet  above  ground. 
Elevation  of  reference  point — 79b,  from  U.  S.  G.  S.  topog.  by  J.  R.  Shoemaker. 
Use — Domestic, 
Depth  of  well— 50  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used — L.  A.  Co.  F.  C.  D  No.  3235E. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water  . 

surface,  feet 

1930— 
Aug.  23 

45  2 

1931— 
Feb.  19  

44  3 

45  9 
46.3 

46  8 

Mar.  26 

May    8-. 

Measurements  from  J.  R.  Shoemaker. 


C-678k-H-19,  PARK  AVENUE  WELL  ASSOCIATION.     MAP  6 

Location  and  description — 100  feet  south  of  Phillips  Boulevard,  3oO  feet  east  of  Park  Avenue.  Pom- 
ona. 
Reference  point — Lower  flange  on  pump  head  at  air  line.  0.3  feet  above  around. 
Elevation  of  reference  point — 807.8.  from  U.  5.  G.  S.  topog.  by  J.  R.  Shoemaker. 
Use — Irrigation. 
Depth  of  well — 27b  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers- used — L.  A.  Co.  F.  C  D.  No.  3245.\. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Dale 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Feb.    3 

■88  a 
»119  8 

1931— 
Feb.  19 

90  8 
1108  4 
92  7 
96.1 
>96  4 

Aug.  23   .   . 

Mar.  26 

May    8 

Nov.  19 

•  Measurement  from  Los  Angeles  County  Flood  Control  District.  Reference  point— I-loor  of  pump  house,  1 1  ground- 
^  PumpinR. 
Measurements  from  J.  R.  Shoemaker  except  as  noted. 
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Location  and  description — bO  ft-ct  south  of  center  line  of  Lexington  Street,  J15  feet  cast  of  center 

line  of  RLSi,T\'oir  Avenue.  Pomona. 
Reference  point — Top  edge  of  ■'•s-inch  hole  in  pump  base,  0.2  feet  above  ground. 
Elevation  of  reference  point — 8!0,  from  U.  S.  G.  S.  topog.  by  J.  R.  Shoemaker. 
Use — Not  useJ 
Depth  of  well— 400  feet. 
Other  numbers  used — ^L.  A.  Co  F.  C.  D.  No  3266G. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Feb.  24 

■74.4 
112.4 

1931— 
Feb.  19 

78.3 
82.1 
80,3 
89.1 

1931— Cont. 
July    3 

115  G 

Aug.  22 

Mar.26 

Sept.  25 

Oct.  23 

90  2 

May    8 

89  5 

Dec.  19 

84  0 

» Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  J.  R.  Shoemaker  except  as  noted. 


C-682f-H-19,  H.  F.  PRATT.     MAP  6 

Location  and  description — 100  feet  south  of  Philadelphia  Avenue,  1373  feet  east  of  Garey  Avenue, 

Pomona. 
Reference  point — Bottom  of  pump  base.  0.5  feet  above  ground. 
Elevation  of  reference  point — 78J,  from  U.  S,  G.  S.  topog.  by  J.  R-  Shoemaker. 
Use — Domestic. 
Depth  of  well— 50  feet. 
Diameter  of  casing— 7  inches 
Other  numbers  used— L.  A.  Co,  F.  C.  D.  No.  3256K. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Feb.  17 

"43.8 
46.5 

1931— 
Feb.  19 

b44.7 

45.9 

,    46  1 

46  2 

47.7 

Aug.  22 

Mar.26 

May    8          .      . 

July    3 

"  Measurement  from  Los  .\ngeles  County  Flood  Control  District. 
t>  Piimped  recently. 
Measurements  from  J.  R.  Shoemaker  except  as  noted. 


C-682p-I-19,  MONROE  THlfllMAN.     MAP  6 

Location  and  description — 36  feet  west  of  Reservoir  Avenue,  78  feet  south  of  Olive  Avenue.  Pomona. 

Reference  point — Top  of  casing,  at  ground. 

Elevation  of  reference  point — 781,  from  U.  S.  G.  S.  topog.  by  J.  R.  Shoemaker. 

Use — Not  used. 

Depth  of  well— 250  feet. 

Diameter  of  casing — 12  inches. 

Other  numbers  used— L.  A.  Co.  F.  C.  D.  No,  3267C. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Feb.  17 

■52  4 
•56.9 
76-6 
•58.1 

1931— 

Feb.  19 

Mar.26 

53  6 
67  4 
66.4 

1931— Cont. 

65  1 

April  23 

July    3 

Nov.  19 

87  ■' 

Aug.  22 

May    8 

"60  8 

Nov.  26 

»  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  J.  R.  Shoemaker  except  as  noted. 
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C-683b-H-19,  PHILLIPS  ESTATE.     MAP  6 

Location  and  description -1 5  feet  south  of  Lexington  Avenue.  0  2  miles  west  of  Garey  Avenue. 

Pomona 
Reference  point  —Top  of  casinR.  at  ground. 

Elevation  of  reference  point     785.  from  U.  S   G    S   U)ix>k   hy  J.  R.  Shoemaker. 
Use— Not  used. 
Depth  of  well— 75  fcei 
Diameter  of  casing^lb  inches. 
Other  numbers  used — L.  A.  (2o.  F.  C.  D.  No.  3240. 


Data 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1925- 
Oct.  24 

31  2 
31  4 

1926— 
Mar.29 

30  6 
27  5 

38  5 

1931— 
Feb.  19 

39.9 

Nov.  28  

May    7 

1930— 
Aug.  22 

May    8 

July    3 

40  0 

40  S 

Measurements  from  J.  R.  Shoemaker 


C-700a-I-16,  REX  YORBA.     MAP  5 

Location  and  description — 0  M  milc^  south  of  \'alkv  Boulc\'arJ.  and   150  feet  cast  of  private  road, 
0^5  mik-b  west  of  Nogalcs  Street,  east  olPucme.    75  feet  north  of  C-700-I-lb  (W,  S.  P.  468,  No.  46). 
Reference  point — ^ Top  of  casinj;.  0  2  feet  above  ground- 
Elevation  of  reference  point— 410,  from  U   S  G   S  topoj?   by  D.  W.  R 
Use— Domestic. 
Depth  of  well— 70  feet 
Diameter  of  casing — b  inches 
Other  numbers  used— U.  S.  G.  S.  No  4ba:  L  A  Cjj  F-  C.  D.  No.  3099A. 


Date 

Dist.  R.  P. 

to  watpr 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surf.^ce,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1926— 
Oct    13 

-48  4 
»46  2 

25,6 
«28  6 

42  3 
■28  0 

24  3 

1929— 
Feb.  13 

-24  8 
24  3 

'25  5 
30  7 
39  0 
28  0 

1930- 
Mar.   8 

29.3 

Ma,r.  16 

.Upril  18 

Sept.  27 

43  6 

1927 

Dec.  29  .. 

48.0 

Nov.   3 

July    5 

1931— 

.■Vpril22 

May  13 

Nov.  25 

Oct.     3 

1928— 
Mar.22 

Dec.  17 

««1  2 

"28.5 

May  23     . 

tSS  0 

Oct.  23 

Nov.  19 

Dec.  10 - 

•  Measurement  from  United  States  Geological  S^urvey. 
^  Measurement  from  Los  Anceies  County  Flood  Control  District. 
Measurements  from  San  Gabriel  Valley  Protective  .Association  except  as  noted. 
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C-70l-'l-l7,  MRS.  SADIE  G.  ALLEN.     MAP  5 


223 


Location  and  description — 200  fccL  nonli  of  C-urricr  Road.  75  feci  cast  of  Lemon  Avenue,  cast  of 

Fucntc. 
Reference  point — Top  of  casing,  L8  feci  above  ground,  lo  and  incluJinf;  September  27,  1930.  then, 

top  ol  1  '-^-inch  pipe,  at  ground. 
Elevation  of  reference  point — 526.8  to  and  including  September  27,    1930,    then,    525    from   U.    S. 

G  S.  topog  by  D.  W.  R. 
Use — Domest  ic. 
Depth  of  well— 89  feet 
Diameter  of  casing — 12  inches 
Other  numbers  used— W.  S.  P.  4b8,  No.  47;  D.  W.  R.  Bulletins  5  and  b.  No,  70i-H-b;  L.  A.  Co.  F. 

C.  D.  No.  3149. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Aug.  11 

31.3 

27,7 
24  1 

21.6 
21.4 
23  4 
31.8 
29.6 

1930— 
Mar.   8 

25  0 
34.5 
34.2 

1931— 
Feb.  23 

25  6 

Oct.  23 

Aug.  14 

April   1 

Aug.  22 

28  6 

Dec.  10 

Sept.  27 

37  6 

1929— 

Oct.     7 

Dec.  12 

35,2 
31  6 

Mar.  16 

May    7 

Oct.    3 

Dec.  17 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-703-H-18,  CECIL  GEORGE  RANCH.     MAP  6 

Location  and  description— 200  feet  north  of  Valley  Boulevard  and  S.  P.  R.  R   crossing.  1  mile  west 

of  Pomona  city  limits  and  20  feet  west  of  road,  west  of  Pomona. 
Reference  point — Base  of  pump,  at  ground. 

Elevation  of  reference  point^77L  from  U.  S.  G.  S.  topog.  by  D.  W.  R, 
Use — -Irrigation, 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  6.  No.  703-1-5;  L.  A.  Co.  F.  C.  D.  No.  3204. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Mar.  30 

76  3 
87  0 

86.2 
86  5 
93.2 
98.5 

1930— 
Mar.    8 

96,5 
104  2 
103  0 

1931— 

fcb.  23 

April    1 

102  5 

Dec.  10 

Sept.  27 - 

102  5 

Dec.  29 

Oct.     7 

Dec.  17- 

109  2 

1929— 

109  8 

Mar.  16 

April   6     -     _  - 

Dec.  17 

Measurements  from  San  Gabriel  Valley  Protective  Association. 
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C-703C-H-18,  W.  K.  KELLOGG  RANCH*    MAP  6 

Log  Available 

Location  and  description     2>  feet  west  of  Holt  Avenue,  100  feet  north  of  San  Jose  Creek,  west  of 

Pomona. 
Reference  point  -Top  of  ca:>tng,  at  ground. 

Elevation  of  reference  point — 765,  from  U.  S.  G.  S.  lopog.  by  J.  R.  Shoemaker. 
Use — Irrigation. 
Depth  of  well— 236  feet. 
Other  numbers  used-  L.  A.  Co  F.  C.  D.  No.  3203. 


Dite 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surfsce,  feet 

1930— 

95  3 

1931— 
Feb.  19  

93  8 

93  0 

94  i 

95  0 
•102  7 

Mar.26 

May    8 ...- 

June    6  .      ... 

Nov.30 - 

•  Measurement  from  Ixw  Angeles  County  Flood  Control  Di.-trict. 
Measurements  from  J.  R.  Shoemaker  except  &g  noted. 


C-704-H-18.  S.  E.  HICKS.     MAP  6 

Location  and  description — 700  feet  northeast  of  Cx>liins  Street.  300  feet  northwest  of  San  Jose  Creek. 

0  4  miles  northwest  of  Valley  Boulevard,  west  of  Pomoria. 
Reference  point — Top  of  casing.  1.2  feet  above  ground,  to  and  including  April  25.  1929;  then,  bottom 

edge  of  pump  base  and  top  of  concrete  to  and  including  May  23.  1929,  then,  top  of  pump  base, 

0  4  feet  above  ground 
Elevation  of  reference  point — 705  2  to  and  including  April  25.  1929;  then.  704.3  to  and  including 

May  23,  l')29,  then.  704.4,  from  L"  S  G,  S,  topt>g.  by  D,  W.  R. 
Use — Domcsiic- 
Depth  of  well— 100  feet. 
Diameter  of  casing— 8  inches 
Other  numbsrs  used— D.  W.  R.  Bulletins  5  and  6.  No  704-1-5;  L.  A.  Co.  F,  C.  D.  No   3184, 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

I>ate 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Mar.29 

49  9 

57  8 

58  4 

1929- 
Mar.  16 

58  4 
58  7 

58  3 

59  1 
59  4 

61  9 

62  6 

1930— 
Mar.   S 

62.9 

Oct.  23 

April  25         

Aug.  14 

64  6 

Dec.  10          

May  23 

Sept.  27 

65  4 

June  26       

Dec.  29 

66  3 

July     5. 

1931— 
Feb.  23 

Oct      3 

Dec.  17 

06  6 

Aug.  22 

68  2 

Oct.     7 

Dec.  12 

68  7 

69  1 

MeasurementB  from  San  Gabriel  Valley  Protective  Association. 
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C-704W-H-18,  S.  E.  HICKS.     MAP  6 

Location  and  description — 120  feet  northwest  of  Valley  Boulevard,   100  feet  northeast  of  Collins 

Street,  west  of  Pomona. 
Reference  point— Top  of  casing,  I  6  feet  above  g^rouncl. 
Elevation  of  reference  point — 706,  from  U.  S.  G.  S.  topog.  hy  D.  W.  R. 
Use — Dt^mcstic. 
Depth  of  well— 78  feet 
Diameter  of  casing — 7  inches 
Other  numbers  used— W.  S.  P.  4bS.  No,  4S;  L.  A.  Co.  F.  C.  D.  No.  3U)5M. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface, feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1904— 
Oct.     8 

33  7 
32  8 

31.5 
32.6 
36.5 
35.6 

35.4 
34.7 
40  2 
39.2 

.34.8 
31  2 

.34  5 
32.5 

31.9 
36.6 
36.7 
36  8 

30.4 
31.9 
31  8 

1910— 
Feb.    2       ... 

27,3 
28.9 

26,7 

24.1 
26.4 

30  7 

21  3 
22,8 
27,2 
24,7 

17.7 

18.6 
21,4 

22  4 
22.1 

1920— 
May  12 

26.2 

Dec.  14.     -- 

Nov.24 

1921— 
Mav  27 

24.8 

1905— 
Mar.  11         

1911— 
Jan.     4                  

24.8 

June  22...  .. 

1912— 

May  24 

July  22 

35.2 

Sept.  20          .  . 

Sept.  13 

37  7 

Dec.  21... 

Oct.  21 

32,9 

July  26   

1922— 
Mar.  24 

woe- 
Mar.  15 

1913— 
Oct.  19 

23.2 

June  27 

Mav  25 

27.7 

Sept.25  

1914— 
April   4 

36  9 

Dec.  11 

Oct.   12 

36  0 

1923— 
Mar.    8 

1907— 

Feb.  12 

Sept.  4 

Nov.  19 

1917— 
May  26 _ 

1018— 
May  1! 

28.6 

May  16 

May  22     . 

37  0 

Aug.  26 

Oct.     4 

1924— 
Mar.  21 

43  5 

Dec.  30 

1908— 

43,8 

.\pril21  

Oct.  21 

1925— 
Feb.  20 

52  5 

June  23.. 

Oct.  14 

Dec.  27 

Oct.   14 

1819— 
.May  10 

49  0 

Mar.  20 

1909— 

April  5 

Nov.   7          

July  10 

Oct.  13 

"  Pump  installed. 
Measurements  from  United  States  Geological  Survey  (Water  Supply  Paper  468  and  unpublished  records). 


C-705-H-17,  ANTONIO  REYES.     M\P  6 

Location  and  description— 1  50  feet  southeast  of  Valley  Boulevard.  1  mile  west  of  S.  P.  R.  R.  crossing 

at  SpaJra,  southwest  of  Pomona. 
Reference  point— Top  of  box  over  casing.  2.5  feet  above  ground,  lo  and  including  March  30.  1928; 

then,  top  of  casing.  2  feet  above  ground,  to  and  including  December  10,  1928;  then,  top  of  blocks, 

0.3  feet  above  top  of  casing. 
Elevation  of  reference  point — 642  to  and  including  March  30,  1928;  then.  641.5   to  and  including 

December  10.  1928;  then,  641.8;  from  U.  S.  G.  S.  topog.  by  D,  W.  R. 
Use— Domcst  ic . 
Depth  of  well — 75  feet. 
Diameter  of  casing — b  inches. 
Other  numbers  used— D,  W.  R.  Bulletins  5  and  6,  No.  705-H-6;  L.  A.  Co.  F.  C.  D.  No.  3176. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Mar.30 _ 

18,4 
30,7 
29  1 

1929— 
Mar.  16. 

27  0 
25,5 
36,7 
39  5 
39.7 

1930— 
Mar.    8 

Aug.  14... 

Sept.  27 

38  7 

Oct.  23 

April    6 

45  6 

Dec.  10 

July     S.- 

46 0 

Oct.     3 

1931— 

Aug.  22 

Dec.  12 

Dec.  17 

50  4 

49  6 

Measurements  from  San  Gabriel  Valley  Protective  Association. 
15 — 93350 
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C-70Sa-I-I7,  JACK  STEARN.     MAP  6 

Location  and  description— 25  feet  northwest  of  Valley  Boulevard,  500  feet  cast  of  Covina  Road, 

southwest  of  Pomona, 
Reference  point — I'op  of  casing,  0  5  feet  above  ground. 

Elevation  of  reference  point— (■)0f^  5,  from  U.  S.  G.  S  topog  hy  S.  G.  V.  P.  A. 
Use^Not  used 

Diameter  of  casing — 18  inches. 
Other  numbers  used— L  A  Co  F.  C.  D.  No.  3167A. 


Date 

Dist.  I!.  P. 

to  water 

surface,  feet 

Date 

Di.st.  R.  P. 

to  water 

surface,  feet 

Date 

Dbt.  R.  P. 

to  water 

surface,  feet 

1928— 
Dec.  10 

25.0 

29  9 
31.2 

193(>- 
Mar.   8          

30  8 

32  2 
,33  1 
33.8 

1931— 
Feb.  23 

33  3 

Aug.  14 

Sept.  27           

April    1 

33  S 

1929— 

Aug.  22 

Oct.     7 

Dec.  12 

35  1 

Oct.     3 

Dec.  17 

Dee.  29 -.. 

35  8 

35  4 

Measurements  froir 

San  Gabriel ' 
C-70 

'alley  Protective  Association. 

6-1-17,  CURRIER  RANCH.     MAP  5 

Location  and  description — 2000  feet  south  of  S,  P-  R   R.  at  crossing  of  Brea  Canyon  Road.  400  feet 

south  of  U.  P.  R.  R  ,  100  feet  east  of  road  into  ranch,  east  of  Puente. 
Reference  point — Hole  in  side  of  casing.  1  foot  above  ground,  to  and  including  August  22.  1*^3 1 ;  then. 

top  of  pump  base.  1  foot  above  ground. 
Elevation  of  reference  point — S79.  from  U.  S-  G.  S.  topj^,  by  D   W   R. 
Use —  Domcst  ic , 
Depth  of  well— 9b  feet. 
Diameter  of  casing— 10  inches. 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  6.  No.  706-H-6;  L.  A.  Co.  F.  C.  D.  No.  3168. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Oct.  23 

27  0 
23  9 

21  4 
19.8 
29  2 
29.6 

1930— 
Mar.   8 

27  6 
33.9 
34  3 

1931— 
Feb.  23 

April   I. 

32  2 

Dec.  10 

Sept.  27 

33  7 

Dec.  29 

Aug.  22 

38  8 

1929 — 

Dec.  12  .       . 

37  7 

Mar.  16          

April  25 

Oct.    3         

Dec.  17- 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-707-I-17,  MR.  FOSTER.     MAP  S 

Location  and  description — 580  feet  south  of  Valley  Boulevard.  2000  feet  cast  of  Ncgales  Street. 

of  Puente. 
Reference  point— Bottom  of  1  beams  under  pump  on  top  of  concrete  curb,  at  ground. 
Elevation  of  reference  point — 45  5.  from  U.  S.  G.  S.  topxsg.  by  D.  W.  R. 
Use — I II  it;a(  ion- 
Depth  of  well  -48  feet 
Diameter  of  casing— 10  inches 
Other  numbers  used— D  W.  R   Bulletin  6.  No  707-G-6;  L   A.  Co  F.  C.  D.  No.  3119. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Miir.22 

14  0 
14  5 

14  0 

13  7 
13  8 

15  3 
14.0 

1930— 
Mar.   8          .      - 

14  0 
18  4 
14  7 

1931- 
Feb.  23 

14  3 

Oct.  23 

Sept.  27 

April   1 

14  3 

Deo.  10 

Dec.  29 

Aug.  22 

Oct.     7 - 

Deo.  12 

18  9 

1929— 
Mar.  16 

May    7.  .     . 

19  4 
15  8 

July    6 

Deo.  17 

Measuremeots  from  San  Gabriel  Valley  Protective  Association. 
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C-708-I-I5.  JOSEPH  FAURE.     MAP  5 

Location  and  description — 50  feet  cast  of  Anaheim  Road.  1000  feel  suuili  of  Vallt-y  Boulevard,  south- 
cast  nt  Puente. 
Reference  point — "Kop  of  casing.  0,5  feet  above  ground. 
Elevation  of  reference  point — 374;  from  U.  S.  G.  S.  lopog.  by  D.  W.  R. 
Use — Not  used. 
Depth  of  well— 300  feet. 
Diameter  of  casing — 10  inches 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  6.  No.  708-F-6:  L.  A.  Co.  F.  C.  D.  No.  3079A. 


Date 

Dist.  H.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Mar.22 

34  9 
61  1 
49,8 
44  5 

1929— 
Mar.  16 

April  25 

39.0 
35  5 
3?  3 
70  8 
53  6 
48.5 

1930— 

Mar.    8 

42  4 

Aug.  11 

Destroyed 

Oct.  23 

Dec.  10 

May    7.. 

July     5.... 

Oct.     3 

Deo.  17...- 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-708a-I-15,  ROWLAND  ESTATE.     MAP  5 

Location  and  description — 1000  feet  south  of  Valley  Boulevard,  50  feet  west  of  Anahciin  Road,  south- 
cast  of  Pucntc. 
Reference  point — Bottom  edge  of  steel  I  beams,  at  ground. 
Elevation  of  reference  point — ^373.  from  U.  S,  G.  S  topog   by  D.  W.  R. 
Use — Irrigation. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  3079. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R,  P. 

to  water 

surface,  feet 

1930— 
Aug.  14 

Sept.  27 

75,2 
56,0 
49,3 

1931- 

Feb.  23 

April    1. 

Aug.  22 

Oct.     7 — 

Dec.  17 

46,3 
46,7 
85  7 
71  0 
59  0 

Dec   29 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-709-I-16,  LOUIS  H.  DIDIER.     MAP  5 

Location  and  description — 200  feet  south  of  Valley  Boulevard.  0.4  miles  east  of  Pass  and  Covina 

Road,  southeast  of  Puente. 
Reference  point — Top  of  pit  wall,  0.5  feet  above  ground. 
Elevation  of  reference  point — 385  from  U   S.  G   S.  topog.  by  D.  W.  R. 
Use — Irrigation  and  domestic. 
Depth  of  well— 150  feet. 
Diameter  of  casing — 14  inches 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  6.  No.  709-G-6;  L.  A.  Co.  F.  C.  D.  No.  3089. 


Dale 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1926— 
Aug.  21 

38,7 

37.5 
36  0 

1929— 
Mar.  16 

21.6 
21  3 

35  1 

36  5 

1930— 
Mar.    8 

31.9 

Aprl   6 

Dec.  29 

1931— 
Dec.  17 

43.9 

1928— 
Oct.  23 

Oct.     3. 

Dec.  17 

Dec.  10..          -     . 

52  1 

Measurements  from  San  Gabriel  Valley  Protective  Association. 
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C-712-J-16,  FRANK  GRAZIDE  AND  D.  PILARIO.     MAP  5 

Location  and  description — 700  ftct  south  of  Grazide  Road.  0  4  miles  west  of  Nogales  Strctt,  s<xjth- 

cast  of  Pucntc.     North  one  of  three  wells      30-foot  pit. 
Reference  point^ — Top  of  pit  wait,  0  5  feet  above  sround- 
Elevation  of  reference  point   -4*-X).  from  U  S,  G.  S  topos.  by  O   W.  R. 
Use^Irrifiiitioii, 
Depth  of  well— 1 10  feet 
Diameter  of  casing— 12  inches. 
Other  numbers  used— D.  W   R.  Bulletins  5  and  t>.  No  712-G-7;  L.  A.  Co.  F.  C.  D.  No.  1801. 


Date 

Dist.  n.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  wal«r 

surface,  feet 

1926— 
Sept.  22 

40  3 

.33  3 
35,7 
35  4 

1929— 
Mar.  16 

35  4 
34  9 
38  9 
38  0 

1930— 

Mar.   8 

Dec.  29 

37  9 

April   6 

38  6 

1928— 

.Oct.     3 

1931- 
April    1           

Mar.  21 

Dec.  17 

Oct.  23 

37  9 

Dec.  10 -.- 

Aug.  22 

41  3 

Dec.  17 

40  7 

Measurements  from  San  Gabriel  Valley  Protective  Association. 

C-713-I-16,  NINA  R.  ROWLAND.     M.\P  5 

Location  and  description — 40  feet  south  of  Depot  Street.  30  feet  \\  est  of  Walnut  Street,  165  feet  south 

of  U-  P.  R.  R..  southeast  of  Puente. 
Reference  point — Top  of  casing.  2  feet  above  ground. 
Elevation  of  Reference  point — 504,  from  U.  S.  G.  S.  topog  by  D-  W.  R. 
Use — Not  used. 

Diameter  of  casing — 16  inches 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  6.  No  7n-F-6;  L.  A.  Co.  P.  C.  D.  No.  1770 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1926— 
Sept.  22 

68.0 

57.3 
59  4 
61  2 
00  7 

1929— 
Mar.  16 

58  7 

57  9 

58  7 
62  4 
62  4 

1930- 
Mar.   8 

61  0 

Aug.  14 

61  8 

1928— 

July     5          .  . 

Dec.  29 

64  4 

Mar.  22 

Oct.     3..-. 

1931— 
April   I 

Aug.  11 

Dec.  17       ... 

Oct.  23 - 

63.7 

Dec.  10 

Aug.  22 

Oct.     7 

67  0 

68  0 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-714-J-15.  S.  W.  HOAG.     MAP  5 

Location  and  description — 450  feet  south  of  La  Subida  Drive.  800  feet  west  of  Hacienda  Boulevard, 

south  of  Puente, 
Reference  point — Floor  of  pump  house,  at  ground. 

Elevation  of  reference  point — 467.  from  U.  S.  G,  S.  topog.  by  L.  A,  Co.  F.  C.  D. 
Use^Not  used. 
Depth  of  well— 900  lect. 
Diameter  of  casing— 24  inches. 
Other  numbers  used— D.  W   R,  Bulletin  5.  No  714-F-6;  L.  A.  Co.  F.  C.  D.  No.  1721. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1926— 
Aug.  22 

10.5 

6.8 
6.9 
6  SI 
6.8 

1929- 
July    5 

8  2 
8  6 

8.7 
•9.1 
■9  8 

1931— 
April2a 

•10  4 

Oct.    3 

May  19 - 

■9,7 

1928- 
Mar.22 

1930— 
Mar.   8 

Aug.  11 

Oct.  23 

June    9.... 

Deo.  10  .. 

Dec.    9 

»  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 
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C-80la-I-13.  CITY  OF  WHITTIER,  NO.  4.     MAP  5 
Log  Available 

Location  and  description— 500  feet  south  of  Whittier  Boulevard,  300  feci  west  of  Guirado  Road. 

northwest  of  Whittier.     South  of  No.  3. 
Reference  point — Top  of  steel  casing.  2.5  feet  above  ground,  to  and  including  December  17,   1929; 

then,  top  of  platform  over  well,  0,2  feet  above  top  ofcasing. 
Elevation  of  reference  point — 176.5  to  and  incluuing  December  17.  1929;  then,  176.7.  from  levels 

bv  owner. 
Use — ^ot  used. 
Depth  of  well — 2  35  feet. 
Diameter  of  casing — 26  inches. 
Other  numbers  used — L.  A.  Co.  F.  C.  D.  No.  I620D. 


- — : 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  n.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Aug.  30 

48.6 
49  5 
46.7 

48,9 
57.9 
60,5 
52  4 
56  1 

1930— 
Feb.  17 

46  4 
48  6 
51   1 
62,5 
59  4 

1931— 
Feb.    2 

59  4 

Oct.    6 

Mar.20 

May    4 ._.. 

July  13 

Oct.  26. 

Nov.  24 

56  2 

Oct.  26 

April  17 

55  2 

Oct.  27 

69  1 

1929— 

Dec.  26  

70.7 

June  12 

65  9 

July  22 

1932- 
Jan.  13.. -..- 

Sept.  10 

Oct.     9 

58.8 

Dec.  17_.._ 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-803g-I-12,  LYCON  BROTHERS.     MAP  2 

Location  and  description — 100  feet  south  of  U.  P.  R.  R.,  100  feet  east  of  Lexington-Gallatin  Road, 

east  of  N  lontebello. 
Reference  point — Top  of  casing.  2.0  feel  above  ground. 

Elevation  of  reference  point — 183,  from  U.  S.  G.  S.  topog.  by  S.  G.  V.  P.  A. 
Use — Not  used. 
Depth  of  well — 81  feet. 
Diameter  of  casing — 8  inches. 
Other  numbers  used— L.  A.  Co  F.  C.  D.  No   2919B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Oct.  26 

32  2 

27.0 

33  2 
36  6 
38.1 

1930— 

Jan.     2 

April  17 

June  26  

39  1 
32  6 
36.3 
39  9 
42.2 
42,9 

1931— 

Jan.   14 

.Mar.  26 _ 

April  16 

42  4 

1929— 

39,1 

May  28 

Aug.    7 

Sept.  25. 

Deo.  24 

May  28 

40  4 

.\ug.    2 

July  23 

45  I 

Sept.  30 

Sept.    3 

48  2 

Nov.  11... 

Nov.  U 

Dec.  23 

50  0 

47.7 

Measurements  from  San  Gabriel  Valley  Protective  Association. 
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C-803r-I-l2.  MONTEBELLO  LAND  AND  WATER  COIVIPANY,  NO.  7.     MAP  2 

Log  Available 

Location  and  description— SO  feci  wci.i  from  edge  of  bluff  of  Rio  Hondo,  30  feci  south  of  VVa:»hinglon 

SircL-i,  b^O  feet  cast  of  Poplar  A\'cnuc,  Montcbello. 
Reference  point — Bottom  edge  of  pump  base,  at  ground. 

Elevation  of  reference  point— 21 1.  from  U.  S.  G.  S.  topog.  by  S.  G.  V.  P.  A. 
Use — Irrigation  and  domestic. 
Depth  of  well  —*W0  feet 
Diameter  of  casing — 20  inches 
Other  numbers  used— L   A  Co   I"  C.  D.  No.  2908. 


f 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feci 

1929- 
Jane  18 

63.7 
69.3 
70  2 
71.1 

1930- 

Jan.   21.... 

Mar.    5 

April  26 

•59  3 
60.9 

•62.8 
70  7 
73.8 
71.8 

1931— 

Feb.  23 

April    1 

64  6 

Aug,  31 

71  8 

Oct.     9 

May    4 

66.5 

Dec.  16 

July  25   

July  13 

77.1 

Oct.  27 

Dee.    3 

75.5 

Dec.  16     

1932— 
Jan.  13             .  . 

70  0 

■  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  San  Gabriel  Valley  Protective  .\ssociation  except  a?  noted. 


C-803W-I-13,  GATE  DITCH  WATER  COMPANY.     MAP  S 
Log  Available 

Location  and  description — 0.55  miles  east  of  Dur fee  Avenue.  1.3  miles  north  of  Beverly  Boulevard. 

northw.:st  of  Wfiittier,     30  feet  north  of  Gate  Ditch, 
Reference  jwint — Bottom  edge  of  iron  clamp  holding  air  and  oil  lines.  0.05  feet  above  concrete  floor. 

0  3  feet  above  ground.     * 
Elevation  of  reference  point — 203.  from  U.  S.  G.  S.  topog.  by  S.  G.  V,  P.  A. 
Use — Irrigation. 
Depth  of  well — 412  feet. 
Diameter  of  casing — 18  inches. 
Other  numbers  used— L.  A.  Co  F.  C.  D.  No.  2948. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DL»t.  R.  P. 

to  water 

surface,  feet 

1929— 

8  ! 

9  5 
8.7 
8  1 
8.0 

7.6 

1931- 

Feb.  23 

May    4 

Aug.    3 

7.7 
8.2 
U  5 
10.1 
9.0 

1932— 
Jan.   13. 

8  3 

July     6 1 

Aug.  19... 

Oct.     9 

Sept.  30 

Dec.    3 

Dec.  16 

1930— 
Mar.   5 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


SOUTH    COASTAL   BASIN    INVESTIGATION 


231 


C-804  1-1-13,  STANDEFER  DITCH  COMPANY.     MAP  5 

Log  Available 

Location  and  description — 500  feet  north  of  Beverly  Boulevard.   1500  feet  east  of  Durfec  Road,  15 

feet  cast  of  StanJefL-r  Diich.  northwest  of  Whittier. 
Reference  point — Bottom  of  pump  base  which  rests  on  steel  I  beams.  0.7  feet  below  ground. 
Elevation  of  reference  point — I<S5.  from  V   S  G  S.  topog  by  S.  G.  V.  P.  A. 
Use — Irrigation. 
Depth  of  well — bOS  feet 
Diameter  of  casing — 24  inches 
Other  numbers  used— L  A.  Co.  F.  C.  D.  No.  2929A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Aug.  30 

Nov.  26 

27.7 
18  1 

14  2 

15  0 
22.0 
22,1 
23.5 

1930— 
Mar.    5  

19.8 
27.0 

22.9 
25  6 
32.6 

1932— 
Jan.    13 

27.1 

Sept.  24 

1929— 
April  24 

1931— 
Feb.  21 

June    6 

May    4 

Aug.  22 

Dec.    3 

Oct.    9 

Dec.  10 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-804p-I-13,  HARRY  EMERY.     MAP  6 

Location  and  description — 2000  feet  north  of  Mission  Mill  Road,  2250  feet  west  of  U.  P.  R.  R.,  south 

of  El  Nloncc. 
Reference  point — Top  of  concrete  curb,  east  side.  2  0  feet  above  ground. 
Elevation  of  reierence  point — 224,  from  U.  S.  G.  S.  topog.  by  S,  G,  V.  P.  A. 
Use — Irrigation. 
Depth  of  well— 300  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  2957G. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1929— 

»8,2 
5.4 
8.2 
6.3 
5.5 

1930- 
Mar.    5 

Sept.  24              -  - 

5.2 
5  7 
•9.7 
5.6 

1931— 
Feb.  23 

5  3 

July  31 

April    1 

5.8 

Aug.  19...  

Oct.  25 

Dec.  16 

-May    4 

Sept.  30 

5.5 

Sept.    9 

6.3 

Dec.  16 

Nov.    9 

6  5 

Dec.    3 

1932— 
Jan.   13 

6.1 
5.8 

a  Pumping. 
Measurements  from  San  Gabriel  Valley  Protective  Association. 
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C-804q-I-l3,  MR.  HAMBURG.     MAP  5 

Location  and  description — 100  feet  soulh  of  Mission-Mill  Ruad.  50  feet  cast  of  Workman  Mill  Road, 

norihwi-st  of  Whittitr. 
Reference  point  --Lc>wcr  edge  of  pump  head  flange  resting  on  base  at  oil  line,  0.5  feet  above  ground. 
Elevation  of  reference  point — 230.5,  from  U.  S.  G.  S.  topog.  by  S.  G.  V.  P.  A. 
Use — -IrriRation, 
Depth  of  well— ^0  feet. 
Diameter  of  casing — 14  inches. 
Other  numbers  used-  L  A.  Co.  K.  C   D.  No  2958D. 


Date 

Dist.  R.  r. 

to  water 

surface,  feet 

Date 

Dist.  n.  I'. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 

27.3 
28.0 
26.4 

1930— 

Mar.    5 ... 

.July  2.5 

26.0 
27  6 
27.0 
26.7 

1931  — 
Feb.  23  

26.2 

Aug.  31 

.May    4 

27  2 

Oct.     9 

Sept.  24 

Dec.  16 

Oct.  26  

27  8 

Dec.    3 

27  3 

1932— 
Jan.   13 

26.7 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-804t-I-13,  PICO  COUNTY  WATER  DISTRICT,  NO.  1.     MAP  5 

Log  Available 

Location  and  description— 1 000  feet  north  of  Whitticr  Boulevard,  60  feet  west  of  Church  Street. 

northwest  of  WhitLier. 
Reference  point^Bottom  edge  of  small  iron  clamp  holding  air  line,  alxiut  0.2  feet  above  ground,  to  and 

incluJins  March  5,  1930.  then,  lower  edge  of  pump  base.  0.3  feet  above  concrete  floor  and  0.5  feet 

above  erounj. 
Elevation  of  reference  point — 181.2  to  and  including  March  5.  1930,  then.   181.5  from  U.  S.  G.  S, 

tnpoR   by  S,  G,  V.  P.  A. 
Use— Municipal, 
Depth  of  well— 435  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  292^D. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Dale 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feel 

1929— 
July  31 

34  8 
37.7 
39.8 

34  9 
42.2 
44.6 
44  4 

1931— 
Feb.    2 

41.9 
39-6 
41.3 
42.4 
47.1 
52.6 
50.8 

1932— 
Jan.   13 

44  5 

Sept.  10 

Feb.  21   

Dec.  16          -  - 

.\pril    1 

May    4  

1930— 

July   13 

Mar.   5 

Get.  26 

Dec.    3 

July  25 

Oct.  27 

Dec.  16     

Measurements  from  San  Gabriel  Valley  Protective  Association. 
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C-806-I-12,  JOHN  GERMAINE.     MAP  2 

Location  and  description — 0.5  miles  easterly  from  Poplar  Avenue  and  100  feet  casi  of  Lincoln  Avenue, 

Monte  be  llo. 
Reference  point — Top  of  casing,  0.5  feet  above  ground. 
Elevation  of  reference  point— 1^^5.5.  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Domestic. 
Depth  of  well — bO  feci. 
Diameter  of  casing — b  inches. 
Other  numbers  used— D.  W.  R.  Bulletin  6.  No.  806-C-6;  L.  A.  Co.  F.  C.  D.  No.  2917. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 

Aug.  16 - 

Oct.  13  ... 

19  4 
19  3 

ID  1 
19  6 
23.4 
21  1 
21  8 

1930— 

Jan.   18 

Mar.  18 

May  19 

Aug.  29 

20  9 
20  4 
20,7 
23.9 
23.2 
21.9 

1931— 
Feb.    5 

April  20 

18.6 
24  0 

May  22 

18  7 

1929— 

July  27 

25  7 

April  24 

Oct.   10 

Oct.  15 

Dec.  16 

1932— 
Jan.  21 

31  0 

May  27 

Dec    29 

31  8 

Aug.  10 

Sept.  27 

Dec.  17  

27  7 

Measurements  from  San  Gabriel  Valley  Protective  Association. 

C-807-I-12,  R.  FRITZ.     MAP  2 

Location  and  description — 100  feet  west  of  First  Street  (Bluff  Road).  400  feet  south  of  U.  P.  R.  R., 

0  4  miles  south  of  Whittier  Boulevard,  Montebello. 
Reference  point — Top  of  boards  over  casing,  2  0  feet  above  ground, 
Elevation  of  reference  point — 212,  from  U.  S.  G.  S.  topog.  by  D  W.  R. 
Use — Not  used. 
Diameter  of  casing — 7  inches 
Other  numbers  used— D.  \V.  R.  Bulletins  5  and  6.  No.  807-C-b:  L.  A.  Co.  F.  C.  D.  No  2899. 


Date 

Dist.  E.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 

Aug.  16.--. 

Oct.   13 - 

75,1 
78  1 
75,4 

63.1 
76,3 
83  5 
85,7 

1930— 

Jan.  18 

Mar.  28  

78,6 
74,6 
81  7 
88  6 
86  9 
84  7 

1931— 

Feb.  19.... 

.\rril20  .  .       .. 

83  6 
89  2 

Nov.  28 

June  Ifi 

May  12 

86  0 

June  24 

Aug.  25 

Nov.  10 

Dec.  29 

88  2 

1929— 

Oct.   18 

97  5 

April  24 

Dec.  29 

98  1 

July    5 

94  3 

Oct.    9 

Dec.  20 

Measurements  from  San  Gabriel  Valley  Protective  .Association, 


C-808-I-12,  ERNEST  UREGUAIRE.     MAP  2 

Location  and  description — 100  feet  south  of  U.  P.  R.  R.,  100  feet  west  of  Maple  Avenue,  Montebello. 

Reference  point — Top  of  casing,  at  ground. 

Elevation  of  reference  point — 191.  from  U,  S.  G.  S.  topog.  by  D.  W.  R. 

Use — Domestic. 

Depth  of  well— "^X)  feet. 

Diameter  of  casing — 6  inches. 

Other  numbers  used— D.  W.  R.  Bulletins  5  and  6,  No   808-C-6.  L.  A   Co.  F.  C.  D.  No   2889A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

1928- 
Aug.  16 

62  8 
65  8 

60,9 
65,0 

71  4 

72  9 

1931— 
Mar.  10 

78,6 
79,6 
85,3 
82  2 
86.6 
87.7 

1932— 
Jan.  21 

85  4 

Oct.   13 

April  20          .  . 

July  27. 

1929— 
April  24 

Aug.  14 

Nov.  16 

July    5 

Dec.  16 

Oct.  23 

Dec.  17 

Measurements  from  San  Gabriel  Valley  Protective  Association. 
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t 


C-808C-I-12,  J.  H.  DUTCHER.     MAP  2 

Location  and  description— 250  feet  north  of  Beach  Street.   1500  feet  cast  of  Grcenwfxxl  Avenue. 

MonlL'hcllo. 
Reference  point — Top  of  wooden  Ixix  under  steel  clamp,  1 .6  feet  above  ground. 
Elevation  of  reference  point^~202,  from  U.  S,  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — Domcst  ic . 
Diameter  of  casing — 5  inches 
Other  numbers  used— L.  A.  Co  F.  C.  D.  No.  1580?'. 


"  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 


* 


Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  vater 

surface,  feet 

1928— 

74,2 
-77.8 

1930— 
April  25 - 

»78  0 
•90  7 

1931— 
Mar.  10 

86.9 

Dec.    2     . 

April  10 

75.0 

1929 

May  23 

76.3 

Aug   10 

July  17 

92  2 

Sept.  15     .     - 

96  3 

Oct.  16 

Dec.  IC 

98  7 
96  8 

C-810-I-11,  J.  D.  BICKEL  ESTATE.     MAP  2 

Log  Available 

Location  and  description — 0  2  miles  south  of  Be\crly  boulevard.  0.12  miles  east  of  Findlay  Avenue 

and  midway  between  San  Clcmente  Street  and  Brady  Avenue.  Montebcllo. 
Reference  point — -T(.)p  of  blocks  over  casing,  1  fool  above  ground. 
Elevation  of  reference  point — 217.9,  from  levels  by  D,  W.  R. 
Use — Domestic. 
Depth  of  well— ZQ-^  feet 
Diameter  of  casing — 10  inches. 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  6.  No  8I0-B-b:  L.  A.  Co.  F.  C.  D.  No   2867. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1929— 
July    9 -. 

103  4 

106  9 
•112  1 

1930- 
Jan    21 

•108  7 

"109  8 
•110  8 

1931— 

Feb.  26 

April  16 

112  3 

Sept.26 

April  24 

112  8 

Nov.  27 - 

Nov.  26 

113  3 

Aug.    6 

114  3 

Sept.  24 --. 

115.1 

Nov.  18          ... 

116  0 

Dec.  23_.__ 

116  8 

"  Measurement  from  Los  ,\ngeles  County  Flood  Control  District. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 
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C-812-I-n,  ROSS  VAIL  COMPANY.     MAP  2 

Location  and  description — 50  feet  northeast  of  Telegraph  Road,  0  2  miles  northwest  of  Washington 
Boulevard  intersection.  0-8  miles  northwest  of  A.  T.  &  S.  F.  Ry  .  at  Bandmi  Station,  southwest 
of  Montcbello 

Reference  point — Top  of  board  over  casing  at  ground. 

Elevation  of  reference  point — 147.  from  L'    S.  G.  S    topog   hy  O    W.  R. 

Use — -Stock 

Depth  of  well— 400  feet 

Diameter  of  casing — 12  inches 

Other  numbers  used— D   W    R   Bulletins  5  and  6.  No  812-B-6:  L.  A.  Co  F.  C   D  No   1550. 


Date 

Dial.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 

Aug.  17---- 

Oct.     3 

41,4 
42.7 
38  3 

37,2 
36  8 
43  7 
53  1 
44,0 
48  8 

1930- 

Feb.  12---- 

May  23 --. 

45  1 

48.2 
51  3 
58  5 
53,(1 

1931- 

Feb.  11 

April  20 - 

June  17 

July  27 

Sept.  11-- - 

Oct.  23 

54  8 
52,6 

Dec.  10 

Julv     9 

55  3 

1929— 
Jan.     8 

Oct.  22 

Dec.  29 

60.4 
62,5 
70  8 

April  24 

Dec.  23-- 

55  3 

June  29 

.^ug.  27 

Oct.  23 ---- 

Dec.  20 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-813-J-12,  C.  W.  ANDERSON.     MAP  2 

Location  and  description — 0,18  miles  west  of  San  Gabriel  Boulevard,  200  feet  north  of  Main  Street. 

Ri\'era 
Reference  point— Top  of  casing.  1  foot  above  ground. 
Elevation  of  reference  point — 153,  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Not  us:'d. 
Depth  of  well — c4  feet 
Diameter  of  casing — fci  inches. 
Other  numbers  used— D,  W.  R.  Bulletins  5  and  6,  No.  813-C-7;  L.  A.  Co.  F.  C.  D.  No.  1592. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Aug.  16 

33.0 
35,7 

33.3 
39.4 

42,3 
43  7 

1930— 

Mar.  18 

June    9 

Sept.  23 

Nov.21. .--. 

1931— 

43.0 
43,4 

50  1 

51  8 

47,7 
47  4 

52  4 

1931— Cont. 
June    4 

Aug.  11       . 

51  5 

Nov.  24 

52  0 

1929— 
April  24 

Oct.  19 

Nov.  17 

1932- 
Jan.     7 

57  3 

58  0 

Aug.  10-.- -- 

Oct.  23 

53  1 

Dec.  20 

Feb.    6 

Mar.    4.         -  ,  -  _ 

Measurements  from  San  Gabriel  Valley  Protective  Association. 
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C-814-I-13,  A.  DUFFILL.     MAP  2 

Location  and  description — 100  feet  east  of  Pa«wns  Boulevard.  0  3  miles  south  of  Whilticr  [^ulcvard, 

west  of  Whitticr 
Reference  point — Top  of  blocks  over  casing.  2  feet  above  ground. 
Elevation  of  reference  point — 178.  from  U.  S  G.  S.  topog.  by  D.  W   R. 
Use — Domestic. 
Depth  of  well— 84  feet 
Diameter  of  casing — 7  inches 
Other  numbers  used— D   W    R   Bulletins  5  and  6.  No  814-D-6,  W.  S  P.  138.  No    2860.  Downey. 

L.  A.  Co.  F.  C.  D.  No,  1620. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 

Aug.  16 -- 

Oct    13 

39  2 
41  (i 

41  0 

ilS.O 

42  3 

43  9 
51  9 

1930— 

.Ian.   18 

April  19 

48  3 
45  1 
51  0 

57  4 

58  r> 
55.8 

1U31— 
Feb.  19 

54  7 

April  21 

58  7 

Nov.28.... 

June    7 - 

Sept.  26 

June  25              .  . 

60  6 

Aug.  11     

62  5 

1929 

Nov.  26               ... 

Oct.   12 

Nov.23 

65  1 

Dec.  29 

65  4 

July    5          

1932— 
Jan.     8 

Sept.  33 

Nov  15 

61.7 

Measurements  from  San  Gabriel  Valley  Protective  Association. 

C-819-J-U,  H.  F.  RIENIETS,     MAP  5 

Location  and  description — 50  feet  south  of  Mulberry  Street,  300  feet  east  of  Laurel  Avenue,  south  of 

Whitticr.     Open  casing  on  north  side  of  lank  house. 
Reference  point — Top  of  casing.  1.5  feet  above  ground,  to  and  including  June  22,  1929;  then,  top  of 

3x4  timber  in  southeast  corner  of  curb.  2.9  feet  above  ground 
Elevation  of  reference  point — 151.5  to  and  including  June  22,  1929;  then,    152.9;  from  U.  5.  G.  S. 

topog  by  D  W   R. 
Use — Not  used. 
Depth  of  well— 50  feet 
Diameter  of  casing — 8  inches 
Other  numbers  used— D,  W  R.  Bulletins  5  and  b.  No.  819-C^7:  L.  A.  Co.  F.  C.  D.  No.  1664. 


Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Aug.  16 

Nov    7 

13  6 
13  7 

1929— 
April  24 

June  22 

11  1 
14  1 

1931— 
Sept.  21 

23  7 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-825-J-12,  A.  O.  HOUGHTON.     MAP  2 

Location  and  description — ^80  feet  south  of  Anaheim-Telegraph  Road.  150  feet  cast  of  Orr  and  Day 

Road,  west  of  Santa  Fe  Springs.     North  of  tank  house. 
Reference  point— Top  of  block  over  casing.  1  foot  above  ground. 
Elevation  of  reference  point — 1  37,  from  L)  S,  G.  S.  topog.  by  D.  W.  R. 
Use — Dom-'slic. 
Depth  of  well— 48  feet 
Diameter  of  casings  10  inches. 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  6.  No.  825-C-7;  L.  A.  Co.  F.  C.  D.  No.  161 5C. 


Date 

Dist.  H.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1928— 
Aug.  16 

26.1 
27.3 
29  9 
28  5 

28  0 
27.9 
33  1 

36  1 

37  0 

1930- 
Jan.   18 

34  0 
36  5 
36  2 
36  9 
39  2 
43  5 
46  8 

1931— 

Jan.     8.. .-. 

Feb.  24 

46.3 

Oct.   12 

Mar.28 

.May    7 

44  8 

Nov.    7 

Dec.  10 

July  22 

Sept.  15 

1929— 

Nov.  12 

April  24 

Dec.  29 

May    2 

.Aug.  10 

Oct.  29 

Dec.  20     

Measurements  from  Han  Gabriel  Valley  Protective  Association 
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C-825g-J-I2,  A.  O.  HOUGHTON.     MAP  2 

Location  and  description— 8b  feet  south  nf  Anaheim- rdcsraiih  Road,  I  5b  feet  cast  of  Orr  and  Day 

Road,  west  of  Santa  Fe  Springs,     East  of  tank  house- 
Reference  point— Top  of  concrete  block  around  casing.  I  f(K>t  alx)ve  ground. 
Elevation  of  reference  point — 137.  from  L'.  S  G  S.  topog.  by  D.  W.  R. 
Use — -Domcst  ic. 
Depthof  well— 1*^5  feet 
Diameter  of  casing — 8  inches. 
Othec  numbers  used — L.  A.  Co  F.  C.  D.  No.  !615M. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

1930— 
Nov.25 -- 

43  8 

1931— 

Mar.    2.... 

AprU  28... 

Nov.  25. 

'42.9 
44.8 
49  3 

"  Measurements  from  San  Gabriel  Valley  Protective  Association. 
Measurements  from  Los  Angeles  County  Flood  Control  District  except  as  noted. 

C-827-J-12,  D.  W.  STANDLEE.     MAP  2 

Location  and  description — 120  feet  .southwest  of  Anaheim-Telegraph  Road.    180  feet  southeast  of 

Lexington-Gallatin  Road,  south  of  Rivera. 
Reference  point — Top  of  packing  head  casing  under  bolted  clamp,  0.4  feet  above  concrete  floor.  0.5 

feet  above  ground. 
Elevation  of  reference  point — 143.2,  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Domeit  ic . 
Depth  of  well— 73  feet. 
Diameter  of  casing — 4  inches. 
Other  numbers  used— W.  S.  P.  138.  No.  2793.  Downey;  D.  W.  R.  Bulletins  5  and  6,  No.  827-C-7; 

L.  A,  Co.  F.  C,  D-  No.  1503, 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Aug.  16 

Oct    23 

25  8 
28  1 
28,6 

28  3 
30  3 
35  0 
36.3 

1930— 
Jan.     7 

Mar.  24 

36  4 
36,1 

37  2 
41,8 
43.4 

1931— 
Feb.  23 

43,0 

April  20 

44  0 

Dec.  10 

June  23 

Oct.   13. 

Dec.  22. 

July  23 

46.1 

Sept.  17 

47.9 

1929— 

Dec.  22 

49.6 

April  24 

1932— 
Jan.  20 

,Tuly    5              

Oct.  29 

49  2 

Dec.  30              .  ... 

Measurements  from  San  Gabriel  Valley  Protective  Association. 

C-828-J-12,  MRS.  A.  E.  GRAHAM.     MAP  2 

Location  and  description — 300  feet  east  of  Downey  Avenue.  0  21  miles  south  of  Clara  Street  (!2th 

Street).  0  2  miles  north  of  Seventh  Street.  Downey. 
Reference  point— Top  of  blocks  over  casing.  1,5  feet  above  ground. 
Elevation  of  reference  point — 129,  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Domestic. 
Depth  of  well- 100  feet. 
Diameter  of  casing — 4  inches. 
Other  numbers  used— D,  W.  R.  Bulletins  5  and  6.  No,  82S-C-7;  L,  A,  Co.  F.  C.  D.  No,  1575-A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R,  P. 

to  water 

surf.ice,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Aug.  17 

29,6 
30  0 
28  0 

28.0 
31.0 
32.3 
33  9 
35.2 

1930— 
Jan.   18 

33  5 
33.1 
36.1 

34  0 
37  5 
42.2 

1931— 
Jan,  19 

38,6 

Oct.  12 

Mar.   6 

June    9 

July  14 

Sept.  27 

Mar.    2 

32  1 

Dec.  20 

May    4          

40.7 

July     9 

43  6 

1929— 

Sept.    3       

45.7 

April  25 

Nov,26 

Oct.  14 

47  7 

May  28 

Dec,    9 

44  8 

July    6 

Sept.  13 

Nov.  27 

Measurements  from  San  Gabriel  Valley  Protective  Association. 
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C-829J-J-1!,  L.  W.  JORDAN.     MAP  2 

Location  and  description     12^  feci  north  of  Clara  Street.  2200  feet  cast  of  Ri<;  Hondo  River.  0.17 

milc")  L-asi  of  Okl  Kivt-r  School  Road.  Downey. 
Reference  point — ^  I'op  tif  casinp  under  tin  cover.  0.7  feet  above  ground 
Elevation  of  reference  point—  I  27  7.  from  U.  S  G,  S,  topog,  by  L,  A.  Co.  F.  C.  D. 
Use — [3oiTicstic, 
Depth  of  well— 1>0  feci 
Diameter  of  casing— 8  inches 
Other  numbers  used— L  A  Cx).  F.  C   D  No   1564. 


Date 

Disl.  R.  V. 

to  water 

surlace,  feet 

Date 

Dist.  H.P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
April  11 

24  4 

29  2 

31  5 

32  4 

1930— 
Jan.  22 

30  6 
32  1 

1931— 
April  18 

39.1 

June  13 

.\pril30 

May  13 

Nov. 30 

38.6 

Sept.  6-.- 

423 

Nov.  17 

Measurements  from  Los  Angeles  County  Flood  Control  District. 

C-830k-I-12,  J.  C.  S.  RIGGS.     MAP  2 

Location  and  description— 400  feet  south  of  Date  Street,  125  feet  west  of  Greenwood  Avenue,  south 

of  Montebello. 
Reference  point — (a)  Top  of  wood  blocks  over  casing,  1.5  feet  above  ground;  (b)  Top  of  casing.  1  foot 

above  ground 
Elevation  of  reference  point— (a)  182;  (M  181.5;  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — ^  Domestic. 
Depth  of  well— 107  feel 
Diameter  of  casing — 5  inches. 
Other  numbers  used— L.  A.  Co   F.  C.  D   No    1570. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  H.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Sept. ID 

1929 — 

•61  2 
'■64  3 

1930- 
April  25 

W  7 
l>77  4 

1931— 
Mar.  10 

•75  1 

Nov.26 

.\Iav  16 

July  10          

•77  5 
•78  9 

Aug.    7 

Sept.  11 

•82  6 

Oct.     9          

•88  6 

Dec.  23 

•82  '.I 

"  Measurements  from  San  Gabriel  Valley  Protective  .Association.     Reference  point  (a)  used, 
b  Measiu-ements  from  Los  .Angeles  County  Flood  Control  District.    Reference  point  (b)  used. 


C-832-J-U,  H.  J.  ANGELL.     MAP  2 

Log  Available 

Location  and  description— 0.2  miles  south  of  A.  T.  &l  S   F,  Ry  ,  at    Bandini  Station,  30  feet  west* 

of  ComptoQ-Jaboneria  Road,  southwest  of  Montebello. 
Reference  point^Mole  In  pump  base.  1  foot  alx>vc  ground. 
Elevation  of  reference  point— I  55.7.  from  levels  by  D.  W.  R. 
Use — Irrifialion 
Depth  of  well— 414  feet 
Diameter  of  casing — 1  2  inches 
Other  numbers  used— D   W.  R    liulletins  5  and  b.  No  832-B-7;  L   A.  Co  F.  C   D.  No.  1561. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date     ■ 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  fet-t 

1928- 
Aug.  17 

48  5 

49  8 
47  1 

46  4 
45  2 

50  9 
56.4 

1930— 
Jan.     7  

55  5 

53  7 

54  2 

58  3 
64  5 

59  9 

1931— 
Jan.   15 

604 

Sept.  10. . 

Feb.  12 

April  15 

52  8 

Dee.  10 

May    2 

June  12  

58  7 

Aug.    9 

Aug.  19 

Oct.  12 

62  3 

1929— 

Oct.  28 

63.5 

Jan.    8 

Dec.  22 

Nov.  12 

68  2 

AprU24  ..     .  . 

Dec.  17.. 

62  8 

July    5 

Nov.   6 

Measurements  from  San  Gabriel  Valley  Protective  AssociatioD. 
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C-833-J-n, 


HENRY  REICH. 
Log  Available 


MAP  2 


Location  and  description — 1  50  feet  south  t)f  intersection  of  Compton  and  Jaboneria  Road  and  Cage 

Avenue,  southwest  of  Montcbcllo, 
Reference  point — Bottom  edge  of  pump  base  on  south  side  at  top  of  beams,  0.5  feet  below  ground. 
Elevation  of  reference  point— 13V  from  L',  S  G  S,  lopog  by  D   W.  R 
Use — Irrigation  and  domestic. 
Depth  of  well  — 3o2  feet 
Diameter  of  casing — 12  inches. 
Other  numbers  used — State  Div.  E.  and  I.  No.  2,  Downev  Quad.;  D   W,  R,  Bulletins  5  and  6.  No. 

y33-B-7:  L   A  Co  F.  C.  D  No,  1552. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
May  23 

"28  8 

■37  9 

"b32,2 

■i-SO  3 
'•i>30.2 
■i>35  2 
■»38  1 
43  (1 
41  8 

1930— 

Jan.     7 

Mar.  24 

May  26          .  . 

41.1 
38.0 
41-9 
46  3 
49  4 
49  9 
46  8 

1931— 
Feb.  16 -.- 

43,9 

Oct.   19 

May  13 

M9  5 

Dec.  12 

Nov.30 

1^51  2 

1929— 

Feb.  14,.. 

April  1 1 

July  28 

Sept.  15 

\ov.  10 

Dec.  22 

June    3 

July    9          

Nov.  19 

Dec.  30 

»  Measurement  from  United  States  Geological  Survey, 
t"  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 


C-834C-J-11,  H.  KAUFMAN.     MAP  2 

Location  and  description— 1  50  feet  south  of  Clara  Street,  500  feet  west  of  Compton-Jaboneria  Road. 

southeast  of  Bell. 
Reference  point— Top  of  platform  over  well.  2.1  feet  above  ground,  to  and  including  February  19.  1931 ; 

then,  top  of  10-inch  pipe,  1.7  feet  above  ground. 
Elevation  of  reference  point — 119_  to  and  including  February  19,  1931 ;  then,  118.6,  from  U.  S.  G.  S. 

topog,  by  L.  A.  Co.  F.  C.  D. 
Use — Not  used. 
Diameter  of  casing — 6  inches 
Other  numbers  used— L   A.  Co.  F.  C,  D,  No.  1533E. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Oct.  29 

•28,3 
29,2 

1930— 

Mar.27 

May    1 

26  8 
29,5 
35  5 
35,3 
32,7 

1931- 
Feb.   19 

31  1 

Dec.  28 

April  16 

35  3 

Aug.  28 

Oct.     2 

36,0 

Nov.  30 

•37,1 

Dec.  24 

"  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 
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C-84Sa-K-13,  THE  TEXAS  COMPANY— WICKM AN  WELL.     MAP  5 

Location  and  description  -ISO  fccL  south  of    fclcgraph  RoaJ.   0  2J  miles  casl  ()f   A   T  &  S  I-    Ry 

Santa  l"f  Springs, 
Reference  point     Top  of  ca^infi.  I.l  feet  above  Rround. 
Elevation  of  reference  point — 161. 1.  estimate  of  S.  G.  V,  I*.  A. 
Use  —Industrial 

Diameter  of  casing — 7  inches  ^ 

Other  numbers  used — L.  A.  Clo.  [*,  C  D.  No.  1645C. 


Date 

Dist.  R.  P. 

to  water 

surf arc, feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

192»— 
May  27             .  .. 

43  5 
43  5 

46,7 
47  3 

1930— 
Jan.     7 

48  9 

4li,6 
4fi  9 
48  6 

50  6 

51  3 

1931— 
Jan.  15 

SI. 6 

July    8 

Mar.  24  . 

April  20       

52.4 

Aug.  17                -  . 

May    2 

June  25 

S3.1 

Nov.  12 

July  28 

Aug.  20 

54.9 

Oct.  28 

Oct.     1 

55  6 

Dec.  22 

NoT.22 ... 

1932- 
Jan.  20 

56  0 

55  8 

Measurements  from  San  Gabriel  Vailey  Protective  Association. 

C-848-K-12,  G.  H.  PANBORN.     MAP  2 

Location  and  description — 900  feet  east  of  Woodruff  Avenue.  20  feet  south  of  Norwalk  Road,  south- 
east of  Downey. 

Reference  point — Top  of  casing  in  bottom  of  pit,  5.0  feet  below  ground,  to  and  including  April  I.  1930; 
then,  top  of  2  X  4  platform,  4,5  feet  below  ground, 

Elevation  of  reference  point— lOb  to  and  including  April  1.  !'>30,  then,  106  5;  from  U.  S.  G.  S.  toptog. 
by  D   W.  R. 

Use — Not  used. 

Depth  of  well— 83  feel 

Diameter  of  casing — 12  inches 

Other  numbers  used— D   W   R   Bulletins  5  and  6.  No  848-C-8;  L.  A.  Co   F.  C   D  No.  1586. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Di.st.  R.  P. 

to  water 

surface,  feet 

1928— 
Aug.  17 

23,2 
21,6 
16,9 

17.9 
24,6 
24,9 
22  9 

1930— 
Feb.  12  . 

19.1 
23,6 
30  6 
28.8 

1931— 

Jan.  14 

Feb.  19 

25  3 

Oct.  12 

May    1 

24  5 

Dec.  20 

Aug.  28  . 

April  16 

31  0 

Nov.  13 

31  7 

1929— 

Aug.  27           ... 

37  5 

April  25 

Oct.  22 

.■iS  7 

Dec.  24  . 

30  3 

Aug.  28 

Nov.  16 

Measurements  from  Ran  Oaliric!  Valley  Protective  Association. 


C-850V-K-12,  PIONEER  INVESTMENT  COMPANY.     MAP  2 

Location  and  description — 400  feet  east  of  Studcbakcr  Road.  500  feet  south  of  Little  Lake  Road, 

southwest  of  Santa  Fc  Springs. 
Reference  point — Pump  base,  at  ground. 

Elevation  of  reference  point — 120,  from  U.  S.  G.  S,  topog.  by  L.  A.  Co.  F.  C.  D. 
Use^Domcstic  and  irrigation. 
Depth  of  well— 2'^M  feet. 
Diameter  of  casing^l4  inches. 
Other  numbers  used— L.  A.  Co  F.  C.  D.  No.  IbObQ. 


Dale 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 
April23 

32  0 

41  3 

1931— 
April  27 

39  3 
42  8 

Nov.25 

Dec.    8 

Measurements  from  Los  Angeles  County  Flood  Control  District. 
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Location  and  description— 200  feet  east  of  S.  P.  R.  R.  crossing,  600  feci  west  t>f  Orr  and  Day  Road, 

50  feet  south  of  Imperial  Highway,  northwest  of  Norwalk.     No  pit. 
Reference  point — Top  of  easing.  2.0  feet  above  ground. 
Elevation  of  refeience  point — 104,  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Doniest  ic . 
Diameter  of  ca5ing~5  inches. 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  6,  No.  85I-C-8;  L.  A.  Co.  F.  C.  D.  No.  1608H. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  1'. 

to  water 

surface,  feet 

1928— 
Aug.  17 

29.5 
27.7 
20.2 

21.7 
28.4 
32  5 
26.2 

1930— 
Mar.  21 

23.6 
32.6 
37.7 
34.6 

1931— 
Jan.   14 

26  7 

Oct.  12 

Feb.  19 

31.3 

Dec.  20 

Aug.  30... 

Nov.    8  

1929— 
April25 

Sept.   9 

Dec.  2!.... .._ 

Measurements  from  San  Gabriel  Valley  Protective  Association. 

C-851k-K-12,  D.  J.  WILLIA^'IS.     MAP  2 

Location  and  description — 200  feet  north  of  Imperial  Highway,  450  feet  west  of  Day  and  Orr  Road, 

southwest  of  Santa  Fe  Springs. 
Reference  point^Top  of  casing,  at  ground. 

Elevation  of  reference  point — 103,  from  U,  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use — [Domestic. 
Diameter  of  casing — 8  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  16081. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 
Jan.  21 

23.6 
28.2 
32.8 

1931— 
April  27 

33.6 
32.9 

April  22  . 

Dec.    7 

Nov.24 

Measurements  from  Los  Angeles  County  Flood  Control  District. 

C-852-K-13,  L,  POYORENA.     MAP  5 

Location  and  description — 200  feet  east  of  Fourth  Street,  75  feet  north  of  Broadway,  Norwalk. 

Reference  point— Top  of  casing,  0,2  feet  above  ground. 

Elevation  of  reference  point — 98.5,  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 

Use — Not  used. 

Diameter  of  casing — 4  inches. 

Other  numbers  used— D.  W.  R.  Bulletins  5  and  6,  No.  852-E>-8;  L.  A.  Co.  F.  C.  D.  No.  1629. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

1929— 
April  18 

21.9 
30.6 
34.6 
33.5 
30.9 

25.9 
25.4 
32.7 
39.2 
33.8 
43.5 
37.9 

1931— 

31.4 
35.7 
31  9 
42.0 
35.3 
40.8 
46.8 
47.3 
43.6 
35.8 

1932— 
Jan.  30 

34.5 

June  15 

Feb.    6 

Aug.  29 

Mar.   2 

Sept.  14 

April  20 

Nov.   4 

June    4       _  - 

1930— 

Jan.  18 

Sept.   3 

Mar.  19 

Oct.     1 

May  15 

Dee.    9      ... 

July  18 

Aug.    9 

Sept.  5  . 

Nov.22 

Measurements  from  San  Gabriel  Valley  Protective  Association. 
16—93350 
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C-853-K-13,  JOHN  PADDISON.     MAP  5 


Location  and  description — 300  feci  wot  of  Norwalk-Pucntc  Mills  RoaJ,  0,2  miles  north  of  Santa 

GcrtruJi.'s  Road,  north  of  N'orwalk. 
Reference  point —  Top  of  casing,  I  fcx>t  above  ground. 
Elevation  of  reference  point    -1 10  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — IrriKiition. 
Depth  of  well— 250  feet 
Diameter  of  casing  —12  inclies. 
Other  numbers  used— W.  S.  I'.  UH.  No,  2115.  Downey;  D.  W.  R.  Bulletins  5   and  6.  No.  85?-D-8: 

L.  A   Co.  F  C.  D.  No   1627. 


Dat« 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  F.  P. 

to  water 

surface,  feet 

1928— 
Aug.  17  . 

33. S 
29.7 
31.2 
20,6 

28.7 
34.8 
36.7 
38.2 
35  6 
34  9 

1930- 
Miir.    4 

31.7 
34.1 
40  4 
44.0 
42.6 
40  4 

1931— 
Jan.   14 

37.7 

Oct.   12 

May  10         

Feb.  16  .. 

36.9 

Nov.   7 

June  17 

May    4 

40.0 

Dec.  20 

Aug.  12 

June  11. 

4S.3 

Oct.  13 

Aug.  20 

53  2 

1929— 

Dec.    8             .  . 

Oct.     I 

49.7 

May    2 

Dec.    9 

43  3 

June  29 

1932— 
Jan.     5 

Aug.    1 - 

42.0 

Oct.    9 

Dec.    3 

Measuremente  from  San  Gabriel  Valley  Protective  Association. 


C-853a-K-13,  STATE  OF  CALIFORNIA  NORWALK  HOSPITAL— SWITCH  TRACK  WELL. 

MAP  5 

Log  Available 

Location  and  description — 0.5  miles  north  of  Santa  Gertrudes  Road,  50  feet  west  of  Butler  Road. 

north  of  Norwalk. 
Reference  point— Top  of  platform  over  casing,  1.3  feet  above  ground. 
Elevation  of  reference  point — 126.1,  from  U.  S.  G.  S,  topog  by  S,  G.  V.  P.  A. 
Use — Not  used. 
Depth  of  well— 253  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  1637A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 
Feb.    3 

51.2 
50.9 
51.9 
55.1 
58.7 
69.5 

1931— 
Jan.   14 

57.7 
57.2 
59  8 
59.3 
63.5 
65  1 
64.6 
63  0 

1932— 
Feb.    4 

61.8 

Mar.  22 

Feb.  26 

May  15 

April   9 

July    3 

Mav    7 

Sept.  25 

July  30 

Nov.  13 

Sept.  17 

Oct.    8 

Dec.  24 

Measurements  from  San  Gabriel  Valley  Protective  Association. 
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C-855f-L-l3,  MR.  NORSE.     MAP  3 

Log  Available 

Location  and  description — ^1000  feet  north  of  C'cntcr  St  reel,  0  55  miles  cast  of  Main  Street,  north  of 

Artcsia. 
Reference  point— Top  of  ?^-inch  plug  in  concrete  pump  base,  at  ground. 
Elevation  of  reference  point — 74.  from  U.  S.  G.  S,  topog.  by  L.  A.  Co.  1"'.  C.  D. 
Use — Not  used. 
Depth  of  well— 141  feet. 
Diameter  of  casing— 10  inchrs. 
Other  numbers  used — L.  A.  Co  F.  C.  D.  No.  1020. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
April23          

22.2 
20.5 

1931— 
April25 

25  9 
20,2 

Not.  26 

Dec.    8 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


C-856-L-13,  GORE  BROTHERS.     MAP  3 

Location  and  description — 0.1 5  miles  cast  of  Shoemaker  Avenue,  300  feet  north  of  Section  Line  Road 

(La  Mirada  Road),  east  of  Norwalk. 
Reference  point — Top  of  casing.  0.3  feet  above  ground,  to  and  including  March  30,  1931 ;  then,  top  of 

6-inch  wooden  blocks,  0.8  feet  above  ground. 
Elevation  of  reference  point^86,  to  and  including  March  30.  1931 ;  then,  86.5;  from  U.  S.  G.  S.  topog. 

by  D.  W.  R. 
Use — Domestic. 

Diameter  of  casing — 10  inches. 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  6,  No.  856-D-8;  L.  A.  Co.  F.  C.  D.  No.  1649. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Jan.  25 

16  8 
27.3 
27.1 
19-8 

19.8 
25.3 
30  7 
35,9 
30,3 
29.8 
26,3 

1930— 
Feb.  12 

22,8 
22.2 
28,6 
23,2 
24,7 
33.6 
37.5 
33.1 
36,7 
30,7 

1931— 
Jan.     9              

24  8 

.\ug.  17 

Mar.    7                 .  . 

Feb.    6 --.- 

26.3 

Oct.   12 

April  25 

Mar.   9              

27.9 

Dec.  20 - 

May  10          

May    4 

29.7 

June  17 

33.6 

1929— 

July    9          - 

July  23 

Sept.  17 

Oct.     1 

38.1 

April  18  . .     .  . 

Sept.  16 

36.9 

.May    8 _ 

Oct.   11 

35.0 

July     6 

Nov.  28 

Aug.  19 

Dec.  12 

Sept.  11.         .  . 

Nov.   4 

Dec.  21  . 

Measurements  from  San  Gabriel  Valley  Protective  Association. 

C-856C-L-13,  F.  IMBERT.     MAP  3 

Location  and  description — 165  feet  west  of  Carmenita  Avenue.  135  feet  south  of  S.  P.  R.  R.  at  Car- 

menita  Avenue  crossing,  0  25  miles  north  of  Center  Street,  Carmenita. 
Reference  point — Top  of  casing.  1  foot  above  ground. 
Elevation  of  reference  point — 76.  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Not  used. 

Diameter  of  casing— 4  inches. 
Other  numbers  used— State  Div.  E.  and  I.  No.  30a,  Downey  Quad.;  L.  A.  Co.  F.  C.  D.  No.  1050. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1926— 
Feb.  16 

12.0 

42,9 
35,7 
30,4 
25.0 

1931— 

23.0 
20,3 
29.9 
30.7 
39.2 
32.6 
28.8 

1932— 
Jan.  11 

24.3 

1930— 
July  22 

Feb.  18 

April   2 

June    2 

July     1 

Sept.  3.._ 

Nov.    3 

Oct.     6 

Dec.    8 

Deo.    2          .      - 

Measurements  from  Orange  County  Flood  Control  District. 
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DIVISION  OP   WATER  RESOURCES 


C-8S7-K-I3,  MR.  BRIDGES.     MAP  5 

Location  and  description  -1200  feet  norcli  from  Fullcrton  Road  (La  Mirada).  0.2  miles  cast  of  Car- 

menita  Street,  75  feet  south  of  A.  T.  &  S.  F.  Ry.,  east  of  Norwalk. 
Reference  point— Top  of  casinR,  4  0  feet  above  Rround. 
Elevation  of  reference  point — 90.7.  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use^Noi  used. 

Diameter  of  casing— 10  inches. 
Othernumbers  used— D.  W.  R.  Bulletins  5  and  6,  No.  857-D-8;  State  Div.  E.  and  I.,  No.  7,  Downey 

Quad.;  L.  A.  Co.  F.  C.  D.  No   1659. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  n.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Aug.  17  .. 

26.7 
25  0 
20.2 

205 
26.5 
30.8 
29.8 

1930— 

Jan.  18 

Mar.  19 

24.6 
23  7 
25  5 
32.6 
36  7 
38  6 
29.4 

1931— 
Jan.     9 

29  4 

Oct.  12 

Feb.  16 

28.3 

Dec.  20 

May  10 

April  13 

35.1 

July    9 

36.4 

1929— 

Sept.  5 

July     9 

37.9 

April  18 

Oct.  23 

Sept.  17 

40.9 

June    7 

Dec.    9 

37.0 

Aug.  29 

1932— 
Jan.     5 

Nov.    4 

32.6 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-858-L-13,  S.  D.  SUTTON.     MAP  3 

Location  and  description — 0.22  miles  north  of  Center  Street.  0.3  miles  west  of  Bloomfield  Avenue, 

200  feet  south  of  Tank  Farm,  north  of  Artesia. 
Reference  point — Top  of  casing.  1.8  feet  above  ground. 
Elevation  of  reference  point — 77.  from  U.  S.  G  S.  topog.  by  D.  \V.  R. 
Use — Not  used. 
Depth  of  well— 120  feet. 
Diameter  of  casing — 6  inches. 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  6.  No.  858-D-9.  L.  A.  Co.  F.  C.  D.  No.  1030. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DLst.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Aug.  17 

■28.4 
19.7 

13.4 
27.0 
30.4 
30.2 

1930— 
April  23 

'>27.0 
'■23.6 

1931— 
April  25 

b32  3 

Oct.  24 

Nov.  25 

May  20 

'■29.1 

Dec.    7 

'■26.2 

1929— 
April  18 

May  28 

Sept.  14 

»  Down  five  minutes. 

^  Measurement  from  Los  .\ngclcs  County  Flood  Control  District. 
Measurements  from  San  Gabriel  Valley  Protective  .Association  except  as  noted. 
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C-859-L-12,  C.  O.  BOCKS  (FORMERLY  WILLIAM  GRIEVE).     MAP  3 

Location  and  description — 300  feet  west  of  Main  Street.  0  2  miles  south  of  Rosccrans  Boulevard. 

south  of  Norwalk.     Circular  pit  in  pump  house. 
Reference  point — Top  of  concrete  curb.  1  foot  above  ground,  to  and  including  June  24,  1929;  then, 

top  of  casing.  1 .6  feet  above  ground. 
Iilevation  of  reference  FK>int — 89  to  and  including  June  24.  1929;  then.  89.6;  from  U.  S.  G.  S.  topog. 

by  D.  W.  R, 
Use— Irrigation. 
Depth  of  well— I  50  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— D.  W.  R.  Bulletin  5.  No  859-C-9;  L.  A.  Co.  F.  C.  D.  No.  1010. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

1928— 
Oct.  30 

Dec.  20 

11.2 
11,3 

10.9 
11,9 
31,9 
34,4 
33.6 
34,6 

1930— 
April  8 

May  10 

24.9 
28,9 
31.8 
33.1 
33  5 
32,9 
28.0 

1931— 

Jan.  20 

Feb.  16 

27.6 
28.0 

1929— 

Aug.    9 

April  25 

Oct.  11 

June    7 

Nov.22 

July  30... 

Aug.  12 

Sept.   9 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-860a-L-12,  S.  STRONG.     MAP  3 

Location  and  description — 60  feet  south  of  Rosecrans  Boulevard,  0.22  miles  east  of  Studebaker  Road, 

north  of  Artesia. 
Reference  point — Bottom  edge  of  pump  base,  0.5  feet  above  ground,  to  and  including  May  26,  1930; 

then,  top  edge  of  ?4-inch  pipe  at  pump  base.  0,8  feet  above  ground. 
Elevation  of  reference  pwint — 86  to  and  including  May  26,  1930;  then.  86.3;  from  U.  S.  G.  S.  topog. 

by  S.  G.  V.  P.  A. 
Use — -Irrigation. 
Depth  of  well— 125  feet. 
Other  numbers  used~L.  A.  Co  F.  C  D.  No.  1609. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Aug.  12. 

28,0 
29,7 
23.8 
19.8 

18,6 
15  3 

18,7 
29.4 
32.7 
40.4 
28,8 
22.4 

1931— 

Jan.  14... 

Feb.  16. 

April   6 

20.2 
19-1 
32  5 
24  3 
37  8 
39  7 
31,9 
28  0 
23.5 

1932— 

22.1 

Sept.  5.. 

Oct.   16 

Dec.  10 

May    4 

July     9 

1930— 
Jan.     7 

Aug.  20 

Oct.   15 

Nov.  24 

Dec.  22 

Feb.    4 

April   8 

May  26 

July     9. 

Aug.  27  .. 

Oct.   13 

Dec.    8  . 

Measurements  from  San  Gabriel  Valley  Protective  Association. 
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C-861-L-I2,  J.  P.  FLEMING.     MAP  3 

Location  and  description — !65  fccC  west  of  Woodruff  Avenue  in  center  of  Rosecrans  Boulevard, 

fxunJcd  west,  north  of  Ariesia. 
Reference  point— Top  of  blocks  over  casinR.  1.9  feet  above  ground 
Elevation  of  reference  point    -8t)  3.  from  levels  by  D.  W.  R. 
Use — Looniest  ic. 
Depth  ot  well  — 140  feet. 

Diameter  of  casing — 4  inches  _ 

Othernumbers  used— D.  W    R    Bulletins  5  and  6.  No    861-C-9,   \V.  S.  P.  138,  No.  2246.  Downey; 

L.  A.  Co.  F.  C.  D.  No.  1  589B. 


Date 

Dist.  R.  P. 

to  water 

surfaee,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  (eet 

1928— 

Aug.  20 

Oct    12 

23.8 
19.9 
12.0 

16.7 
26.7 
28  4 
34.1 
24  7 
21.3 

1930— 
Jan.  28 

14.4 
14  0 

21.4 
34  4 
39  (i 
25  3 
24  6 

1931— 
Jan.   14 

18.3 

Mar.  19 

Feb.    9 

17.6 

.      Dee.  21 

May    2 

April  27 

25.4 

July     9       

Aug.  20 

39.6 

1929— 
April  25 

Aug.  27 

Oct.   15 

29.6 

Oct.  28     

Nov.    4 

30.0 

Dec.  22.. 

Dec.    9 

22.6 

July  15       

1932— 
Jan.   15 

Aug.  29 

20  0 

Dec.  30 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-862b-K-12,  O.  A.  PORTER.     MAP  2 


I 


Location  and  description — 30  feet  south  of  Imperial  Highway.  0  2  miles  east  of  Woodruff  Avenue, 

southeast  of  Downey. 
Reference  point — Top  of  casing.  0.5  feet  below  ground,  to  and  including  March  23.  1931 ;  ihen,  base 

of  pump,  at  ground. 
Elevation  of  reference  point— 97.5,  to  and  including  March  23,  1931:  then,  98;  from  U.  ?.  G.  S.  topog. 

by  D   W.  R. 
Use — Irrigation. 
Depth  of  well- IS"!  feet 
Diameter  of  casing— 12  inches. 
Other  numbers  used— L.  A.  Co  F.  C.  D.  No,  I588J. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DW.  R.  P. 

to  water 

surface,  feet 

192»— 
Oct    11 

23  6 
15  5 

19  0 
29.7 
33.0 
24.5 
21.8 

1930— 
Feb     4 

18  5 
23.0 
27.0 
42,1 
33  I 
24  8 

1931— 
Jan.     9          

26.8 

Dec.  21 

April  12 

Feb.  16 

22.5 

June  21 

April  13           

35  1 

Aug.  27     

May    4 

28.2 

April  25 -. 

Oct.   13 

June    4       -  -  .  

37.3 

Dec.    8     

July  23 

423 

Aug.  17 

Sept.  17... 

40  5 

Nov     4 

Oct.     1 

35  6 

Dec.    9 

Measurement«  from  San  Gabriel  Valley  Protective  Association. 
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C-863-K-12,  S.  S.  KELSO.     MAP  2 

Location  and  description — 300  feet  east  of  Ccrritos  Avenue  near  turn  Lo  north.  0.^4  miles  south  of 

Imperial  Highway,  south  of  Downey. 
Reference  point — Top  of  casing.  2  7  feet  above  ground. 
Elevation  of  reference  point — 89  "i.  from  levels  by  D.  W.  R. 
Use — IDomcstic. 
Depth  of  well— 1 30  feet. 
Dianneter  of  casing — 4  inches. 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  6.  No.  863-C-8;  L.  A.  Co.  F.  C.  D.  No,  I  ?6Q, 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Oct.  19 

21  1 
13  7 

12.9 
13.8 
«26.0 
•32.6 
•24.3 
•20.6 

1930- 

Jan.   21 

Mar.  19 

16  4 
•15  4 
25.6 
28.6 
24.5 

1931— 
.April  14 

35  4 

Dec.  14 

May  14 

28  1 

April  23 

Nov.  25 

32.2 

1929— 
Feb.  14 

Oct.   15 

iNov.  25 

April  11 

June  17 

Aug.  23 

Oct.  21 

Dec.    9 

a  Measurement  from  San  Gabriel  Valley  Protective  Association. 
Measurements  from  Los  Angeles  County  FlooU  Control  District  except  as  noted. 


C-863b-L-Il,  PIRDY  RANCH.     MAP  3 

Location  and  description — 0.3  miles  north  of  Washington  Boulevard,  0.2  miles  west  of  Cerritos  Ave- 
nue, northeast  of  Clearwater. 
Reference  point — Top  of  casing,  at  ground 

Elevation  of  reference  point— 86.  from  U.  S.  G.  S.  topog.  by  S.  G.  V.  P.  A. 
Use — Irrigation  and  domestic. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  Co  F.  C,  D.  No.  155Q. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

1929— 
Aug.  24 

32.1 
26.0 

22.2 

1930— 
Jan.  21 

Mar.   4 

17.8 
16  9 
24.1 
33  7 
28.3 
23  5 

1931— 
Jan.  14 

19.7 

Oct.  29 

April  13  .  . 

33  8 

Dec.  30 ._.. 

May    2 

Aug.  12 

May  14 

28.6 

Nov.24 

•    26  3 

Oct.   13 

Dec.  22 

Measurements  from  San  Gabriel  Valley  Protective  .\ssociation. 

C-865-K-11,  L.  D,  COMSTOCK.     MAP  2 

Location  and  description— 100   feet  east  of  Paramount    Boulevard,    on  north    line   of  Cole    Road, 

extended,  west  of  Downey. 
Reference  point^Top  of  blocks  over  casing.  1  8  feet  above  ground. 
Elevation  of  reference  point — 112,  from  U.  S.  G.  S.  topog.  by  D.  W   R. 
Use — Domestic, 
Diameter  of  casing — 5  inches. 
Other  numbers  used-^D.  W.  R.  Bulletins  5  and  6.  No.865-B-8;  L.  A.  Co.  F.  C.  D.  No.  1556. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Aug.  18-- 

20.7 
21.3 
18.3 

20,3 
31  5 
33.2 
28.3 
26.0 

1930— 
Jan.  18 

24  5 
21  1 
21  8 

28.7 
29,6 
38,9 
27,5 
23,6 

1931— 
Jan.     9 

26  0 

Oct.  23 

Mar.  21 

Feb.  11- 

23.5 

Dec.  20 

May  15 

•   May    4 

27  0 

July  18 

July    9 

31.2 

1929— 

Sept.  10 

Aug.    6 . 

31  9 

April  23..- -.. 

Oct.     1 

27.4 

June    7.   - 

Nov.  28 - 

Dec.    4 

Dec.  22 

28  1 

July  24 

Sept.  20 

Dec.    9 

Measxiremcnts  from  San  Gabriel  Valley  Protective  Association. 
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C-866-K-n,  MRS.  JAMES  S.  STEWART.     MAP  2 

Location  and  description — 200  feet  north  of  Stewart  and  Gray  Road.  0  41  miles  west  of  Old  River 

School  Road,  west  of  Downey.     North  one  of  two  windmills. 
Reference  point — Top  of  blocks  over  casing,  1.7  feet  above  ground 
Elevation  of  reference  point — 1 10.  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use^DomcRtic . 
Diameter  of  casing — 7  inches 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  6.  No.  866-B-8;  L.  A.  Co.  F.  C.  D.  No.  1545. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Disl.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

192&- 
Oct.  30 

21.2 
17.7 

19,1 
25,4 
28.0 
29.0 
25.6 

1930— 

»23  2 
-24,7 
"27.7 

1931— 
April  14 

•31.8 

Dec.  20 

April  25 

May  13 

•29.0 

Nov.  25 

Nov.  30     .... 

•29.3 

192fr- 

April25 

June  24 

Aug.    3 

Sept.  11 

Sept.  20 

«  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 


C-866a-K-U,  WALTER  WILEY.     MAP  2 

Log  Available 

Location  and  description — 20  feet  south  of  Stewart-Gray  Road.  120  feet  west  of  Old  River  School 

Road,  west  of  Downey. 
Reference  pDint — Top  of  pump  bas2  casting  at  edge  of  hole.  0.3  feet  above  concrete  floor.  0.5  feet 

above  ground. 
Elevation  of  reference  point — 106  0,  from  levels  by  L.  A.  D.  of  W.  &  P. 
Use— Irrigation. 
Depth  of  well— 13  3  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  .A.  Co.  F.  C.  D.  No.  1545E. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929—. 

25.8 
27  8 
25.0 
23  3 

1930— 
Feb.    4 

20.2 
21  9 
27  C 
32.5 
29  0 
25.9 

1931— 
Feb.  16     

23.6 

Aug.    1           -  - 

April   8 

AprU27 ---. 

29.2 

Oct.     2 

June    9 

June  11     

31.7 

Aug.  27 

Julv     9 

34.2 

Nov.  10 

Sept.  17     

36.6 

Dec.  22 

Nov.  11 

31.7 

Dec.  22 

28.1 

Measurements  from  San  Gabriel  Valley  Protective  Association. 
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C-872-K-11,  F.  G.  NEWTON.     MAP  2 

Location  and  description — 100  feet  north  of  Imperial  Highway.  200  feet  cast  of  U.  P.  R,  R.,  Southgate. 

Reference  point — Top  of  casing,  1  foot  above  ground. 

Elevation  of  reference  point — '^b.  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 

Use — Domcst  ic . 

Depth  of  well — 117  feet. 

IMameter  of  casing — 5  inches. 

Other  numbers  used— D.  W.  R.  Bulletins  5  and  6,  No.  872-B-8;  L.  A.  Co.  F.  C.  D.  No.  1536. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Aug.  18             

25.5 
21.0 
16.9 

17.7 
27  9 
28.7 
24.4 
20.9 

1930- 
Feb.  12 

17.0 
22.3 
29,9 
30.5 
27.0 
19.8 

1931— 

Jan.  14 

Mar.    2 

May    4 

June    4 

Nov.  24 

17.5 

Oct.  24 

April  19          

22  6 

Dec.  20         

June  21 

24.9 

Aug.  16 

30  2 

1929— 

Oct.   18 

25.9 

April  25 

Dec.  29 

Dec.  22 

23  5 

July     1     

Aug.  12 

Oct.   19. 

Dec.  20 — . 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-872a-K-U,  LOS  ANGELES  COUNTY  FARM.     MAP  2 

Location  and  description — 0.45  miles  west  of  Paramount  Boulevard,  0.35  miles  south  of  Imperial 

Highway,  southwest  of  Downey. 
Reference  point — Top  of  platform  over  well,  5  feet  below  ground. 
Elevation  of  reference  point — 87.  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use— Not  used. 
Depth  of  well~285  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used — L.  A.  Co  F.  C.  D.  No.  1537-\. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Dale 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Jan.  14 

10  8 
9.5 
13.5 
21.0 
27.0 

1930— Cent. 
Oct.  23 

19  9 
15.2 

13.1 
16.8 

1931— Coot. 

May  28 

20  3 

Mar.20 

May    8 

Dec.    4 

1931— 

Jan.  14 

Mar.   5 

Aug.  27 

Oct.     1 

Dec.  24 

30.3 
23  0 

15.9 

Sept.   4 

Measurements  from  San  Gabriel  Valley  Protective  Association. 

C-874-K-11,  C.  A.  QUILL.     MAP  2 

Location  and  description — 150  feet  south  of  Imperial  Highway.  0,12  miles  east  of  Downey  Avenue, 

southwest  of  Downey. 
Reference  point — Top  of  blocks  over  casing,  1.2  feet  above  ground. 
Elevation  of  reference  point — 101,  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Domestic, 
Depth  of  well— 1 17  feet. 
Diameter  of  casing — 5  inches. 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  6.  No.  S74-B-8;  L.  A.  Co.  F.  C.  D.  No.  1557. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  h.  P. 

to  water 
surface,  feet 

1928- 
Oct.  12... 

27.0 
20.0 

23.0 
33.0 
35.0 
29.5 

1930— 
Jan.  14  

24.0 

22.9 
25.6 
33.3 
38.7 
33.7 
29.7 

1931— 
Feb.  16 

26  2 

Dec.  20 

Feb.    4 

May    4 

31  5 

38  2 

1929— 

June  10 

Aug.  20 

41  9 

April  25- 

July  28 - 

Oct.  28 

Sept.   3 

42  3 

June   5 . 

Oct.  28 

37  2 

Sept.  11  -      .      . 

Dec.  22 

Deo.    9 

1932— 
Jan.  20 

Nov.  12 

29.0 

Measurements  from  San  Gabriel  Valley  Protective  Association. 
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C-876a-L-lI,  F.  G.  DUNBAR.     MAP  3 


Location  and  description — 300  feet  south  of  Washington  Street.  75  feet  cast  of  Ocean  Boulevard, 

Cllearwater. 
Reference  point — Top  of  casing.  1.3  feet  above  ground. 
Elevation  of  reference  point — 75,  from  U.  S.  G.  S.  topog  by  D.  W.  R. 
Use^Not  used, 
Depth  of  well— 1  50  feet. 
Diameter  of  casing — 5  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  940A. 


Date 

Dist.  U.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Sept.  7 

19  7 

1930— 
Jan.     9 

8  6 
13  5 
13.8 

1931— 
April  23 

20  S 

April  24  

May  19 

Nov.  24... 

17  6 

Nov.  25.- 

14  2 

Measurements  from  Los  Angeles  County  Flood  Control  District. 
Note. — Well  was  artesian  until  1926. 

C-877d-L-Il,  SOUTHERN  CALIFORNIA  EDISON  COMPANY,  LTD.     MAP  3 

Location  and  description — 30  feet  south  of  Washington  Boulevard.  0  28  miles  west  of  Michigan  Ave- 
nue, west  of  Clearwater. 
Reference  point — Base  of  pump,  about  1  foot  below  ground. 
Elevation  of  reference  point — 70.  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use— Irrigation. 
Depth  of  well— I  50  feet. 
Diameter  of  casings  10  inches." 
Other  numbers  used— L.  A  Co.  F.  C.  D.  No.  920A. 


Date 

DUt.  R.  P. 

to  ?rater 

surface,  feet 

Dale 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Aug.  17 

16  8 
33  9 
17.3 
12  0 
11  4 
7.9 

1930— 

Jan.    7 

Feb.    4 

6  5 

2  8 

3  1 
8  5 

15  0 

16  5 
12  7 

9.3 

1931— 
Jan.   14 

6  0 

Aug.  24 

Feb.  16 

3  1 

Sept.   5 

Mar.  25 

April  21 

Mar.    9  -       ... 

9  4 

Sept.  26 

May    4 

9.5 

Nov.    6 

June    9 

.May  28     

12  5 

Dec.  10 

July     9 

July  23 

22.1 

Nov.  10 

Oct.  28 

14  9 

Dec.  22 

Nov.  24 

10  3 

Dec.  22 

7  5 

1932— 
Jan.  20 

3  3 

Measurements  from  Sao  Gabriel  Valley  Protective  Association. 


C-877i-L-H,  PROCTOR  RANCH.     MAP  3 

Log  Available 

Location  and  description — 50  feet  south  of  Main  Street,   1500  feet  cast  of  Gibson  Street,  west  of 

Clearwater. 
Reference  point  —Top  of  2  x  4,  0.6  feet  above  ground. 
Elevation  of  reference  point— 70.  from  U.  S.  G.  S.  topog  by  D.  W.  R. 
Use — Not  used. 
Depth  of  well— 300  feet. 
Diameter  of  casing — 4  inches. 
Other  numbers  used— L.  A.  D.  of  W.  &  P.  No.  132;  L.  A.  Co.  F.  C.  D.  No.  910C. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dbt.  R.P. 

to  water 

surface,  feet 

Date 

Dial.  R.  P. 

to  water 

surface,  feet 

1923— 
April  27 

10  1 

1929— 
Mar.    6 

4  7 
15.1 

5.7 
22.9 

1931— 
Feb.  11 

7  0 

Oct.   10 

.May    5 

12.3 

1928— 

1930- 
Feb.    4 

July     7 

25  5 

Oct.  24 

Oct.   10     ..... 

20  6 

Dec.    4 

12  6 

Sept.    8     

■  Water  forcing  itself  through  gasket  on  *i-inch  gate,  which  caps  well,  1  foot  above  ground. 
Measurements  from  Los  Angeles  Department  of  Water  and  Poicer. 
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Location  and  description — 300  feet  cast  of  U.  P.  main  track,  200  feet  south  of  Jackson  Street,  I  (ynes. 

Reference  point — Top  of  iron  cap.  0.3  feet  above  ground. 

Elevation  of  reference  point — 65.  from  U.  S.  G.  S.  topog.  by  D,  W.  R. 

Use — Industrial. 

Diameter  of  casing — 12  inches 

Other  numbers  used — L.  A.  Co.  F.  C.  D.  No.  931. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Aug.    6          

»15  6 
16.5 
12.6 
14,2 

"11  0 

10  0 

8  1 

1930— 

Feb.    4 

Mar.  27 

April  8  

3.3 
3.5 
6.7 
9.7 
15.6 
23  9 
12  7 
8  7 

1931— 

Jan.  13 

Mar.   3 

6  4 

Sept.   5 

8.0 

Sept.  28 

April  6 

April  27 

17.1 

Oct.     9 

May  14 

13  3 

Oct.  23 

Nov.  26.-- 

June  25 

Aug.  12 

Oct.   14 

Dec.    9 

May    4 

June    4 

1932— 
Mar.  14 - 

10  1 

15  7 

Dec.  31  

bS  4 

»  Pumping  135  feet  south. 
*>  Measurement  by  Division  of  Water  Resources. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 


C-885C-L-U,  6lL  COUNTRY  SPECIALTIES  MANUFACTURING  COMPANY.     MAP  3 

Location  and  description — 125  feet  south  of  Artesia  Avenue.  150  feet  west  of  U.  P.  R.  R.,  south  of 

Hyncs, 
Reference  point — ^Top  of  casing.  0.3  feet  above  ground. 
Elevation  of  reference  point — 58,  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Irrigation  and  domestic.  • 

Depth  of  well — Plugged  at  80  feet. 
Diameter  of  casing— 4  inches. 
Other  numbers  used— L.  A.  Co   F.  C.  D.  No.  932B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Aug.  21 - 

13  3 
9.2 
8  3 

1930— 
Jan.     8 

4.8 
1.4 
1.2 
3  1 
6.2 
12,9 
15  8 
10  3 
7  5 

1931— 

Jan,  13 -- 

Mar.    3 

AprU21- 

5  1 

Sept.  26 

Feb.    4          -  . 

3  8 

Nov.  12 -.-- 

Mar.   5 

April   9          -  - 

14.1 
7  8 

May  15 

12  5 

July     9  --     .  - 

1932— 
Mar.  14 

Aug.  13 

Oct.   14     -     .  . 

»5  2 

Dec.  24 

»  Measurement  by  Division  of  Water  Resources. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 
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C-885C-L-U.  G.  SUTCLIFFE.     MAP  3 

160  feet  north  of  Artesia  Street,  160  feet  cast  of  Coke  Avenue  extended. 


Location  and  description- 

southw  est  of  BcUMowiT, 
Reference  point— lop  of  2M-'nch  couplins  above  well,  2.7  feet  above  ground 
Elevation  of  reference  point — 62,  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Not  used. 
Depth  of  well— 16?  feet. 
Diameter  of  casing — 5  inches. 
Other  numbers  used— L.  A  Co.  F.  C.  D.  No.  952A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

- 

Di«t.R.P. 

tomter 

surface,  feet 

1929— 
Aug.  21  .       .  -  - 

15  7 
10.9 
7-0 

1930— 
.Ian.     8 

4,7 

1.6 

9  3 

13-2 

18  0 

19  5 
12.6 

7.4 

1931— 
Jan.   13 

4  4 

Oct.   16 

Feb.    4 

May  15 

Feb.  17 

3  1 

Dec.    4 

Mar.  17 

April  27 

9  7 

May  27 _.. 

11  i 

July  29 

May    7 

10.1 

Aug.  28 

June  12 

16  0 

Oct.   14 

Dec.  24 

1932— 
Mar.  14 

•6.3 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Aug.  24 -- 

19.5 
9.5 
4  6 

1930— 
Jan.     7.- 

3  6 
+0.5 

14 

8.8 
13  5 
21.0 
16.7 

9.3 

1931— 
Jan.  13 

4  4 

Nov.   6 

Feb.  13 ---- 

Feb.  17 

3  3 

Dec.  17 

.^pril    8           -  - 

Mar.  23 

12  0 

May  27 -..- 

May  28 

12  2 

July    9 

17.2 

Aug.  12 

Oct.   14 

Dec.    9.- 

( 


"  Measurement  by  Di\ision  of  Water  Resources. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 

C-886a-L-ll,  BLANCHE  DUG  AN  RANCH.     MAP  3 

Location  and  description — 200  feet  cast  of  Cerritos  Avenue.  125  feet  south  of  Center  Street,  west 

of  Bcimower. 
Reference  point — Top  of  2-inch  outlet  pipe  at  edge  of  M-inch  hole.  0.5  feet  above  ground. 
Elevation  of  reference  point — 71,  from  V.  S  G.  S.  topog,  by  D.  W.  R. 
Use — ■Irrigation  and  domestic. 
Depth  of  weir— Q'lO  feet. 
Diameter  of  casing — 14  inches 
Other  numbers  used — L.  A.  Co  F.  C,  D.  N'o.  951.A. 


Measurements  from  8an  Gabriel  Valley  Protective  Association, 


C-887-L-I2,  R.  S.  THOMPSON.     MAP  3 

Location  and  description — 450  feet  west  of  corner  of  Artesia  Avenue  and  Woodruff  Avenue,  and  40 
feet  south  of  Ramona  Avenue,  south  of  Bcllflower.     20  feet  northwest  of  irrigation  well. 

Reference  point — ^Top  of  casing.  0.5  feet  above  ground. 

Elevation  of  reference  point — 64.4,  from  levels  by  D.  \V.  R. 

Use^ — Dtimc-stic  and  stock. 

Diameter  of  casing — 6  inches. 

Other  numbers  used— D.  \V.  R  Bulletins  5  and  6.  No  887-C-9;  State  Div.  E.  and  I.,  No.  32.  Downey 
Quad.;  L.  A  Co.  F.  C.  D,  No.  982. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surfoce,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Jan.  22          

•6.0 
8.7 
5.8 

18.7 

1930-Coot, 
Aug.  28 -. 

31  2 
9.2 
13.4 
11.8 

1931— 
Fob.  10 

7  6 

April   9 

Oct.  20 

April  28 

16  4 

May  10        

Nov.  28 

20  3 

June    9 

Dec.  30        

Dec.    2 

•13  7 

»  Measurement  from  !.o^■  Angrlcs  County  Flood  Control  District. 
Measurements  from  San  Gabriel  Valley  l*rotective  AsBOciatton  except  as  noted. 


t 
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C-888b-L-U,  SOMMERSET  WATER  COMPANY,  NO.  1.     MAP  3 

Location  and  description — 30  feet  south  of  Center  Street,  50  feet  east  of  Woodruff  Avenue,  cast  of 

Be  1 1  Howe  r. 
Reference  point — Top  of  pump  base,  0.5  feet  above  ground. 
Elevation  of  reference  point  —73.  from  U.  S.  G.  S.  topog.  by  D.  W.  K, 
Use — Domestic- 
Deptli  of  well— 840  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  981A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Sept.  12  

25.6 
18.0 
11. 1 

5  6 
S.5 
9.6 
24.1 
14  3 

1931— 
Jan.  13 

9.4 

8  1 

9  1 
-21,0 
«21  6 
"18.0 

1932- 
Jan.  12 _.- 

»12.4 

Oct.  23 

Feb.  17                  .  . 

Dec.  30 

Mar.   3 

Oct.   13 

1930— 

Nov.  10 

Feb.  13          

Dec.  17          .      . 

April   8 

April  21 

Aug.  12 

Dec.    9 

"  Measurement  from  owner. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 


C-889-L-12,  A.  L.  LEWIS.     MAP  3 


Location  and  description — 25  feet  south  of  Artesia  Avenue,  1400  feet  cast  of  Studcbakcr  Road,  north- 
west of  Artesia.      125  feet  east  of  cemetery. 
Reference  point — Edge  of  pit,  at  ground. 

Elevation  of  reference  point — 65,  from  U.  S.  G.  S.  topog  by  D,  W.  R. 
Use — Irrigation. 

Diameter  of  casing — 12  inches. 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  6.  No.  889-C-9,  L.  A.  Co.  F.  C.  D  No.  1002. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Oct.  19 

•21.0 
•15,3 

•10.7 

•10  1 

21.0 

22.1 

14.6 

1930— 
Jan.  22 

April  18 

May  18 

•16,8 
10  1 
13,3 
17.2 
26,8 
24.0 
20,4 

1931— 
Jan.  18 

16  3 

Dec.  14 

Mar.   7 

13.5 

May  10 

12  1 

1929— 
Feb.  14 

June  10 

Sept.   9 

Nov.   8 

Dec.    4 

18  5 
22  1 

AprilU 

Nov.   7 

Dec.  21 

Dec.  31 

Destroyed 

Aug.  20 

Oct.  11 

Dec.  20 

*  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  Sao  Gabriel  Valley  Protective  Association  except  as  noted. 
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,  C-891-U13,  R.  H.  STINE.     MAP  3 

Location  and  description— 100  feet  south  of  Artcsia  Avenue.  250  feet  west  of  Norwalk  [V>ulcvard, 

Artcbia. 
Reference  point      Igp  of  casing  with  screw  cap,  1.5  feet  ah^ve  ground. 
Elevation  of  reference  point— -6  from  U.  S.  G.  S.  topofi.  by  D.  W.  R. 
Use — Not  used 

Diameter  of  casing  -2  inches. 
Other  numbers  used— D.  \V.  R   Bulletins  5  and  6,  No.  891-D-9;  L.  A.  Co.  F.  C.  D.  No.  1022A. 


Date 

Dist.  K.  P, 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Dale 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Aug  21 

23.7 

20.6 

9  S 

5.1 

11.4 
255 
36  3 

21.6 
14.2 

1930— 
Jan.    8 

12  9 
7.0 

6  3 
10.7 
16,5 
24.2 
29  6 
23.4 
14  3 

1931— 
Jan.    9 - 

17.4 

Oct.   11 

Feb.    4           

Feb.  20 

9.3 

Nov  20 

Mar.  22 

Mar.   3     

12.3 

Dec.  20 

April   8          ... 

May    7 

21.2 

May  10 

23  6 

1929— 

July     1 

"36.2 

AprU25 .-. 

Sept.  10 

Oct.    6     

■27.2 

Dec.    2 

■17.2 

Aug.    1 

Dec.    9 

1932- 
Jan.   11 

Oct.  21 

Dec.  18 

•11  7 

*  Measurement  from  Orange  County  Flood  Control  District. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  not«d. 


C-894-L-13,  D.  E.  VEIGA  (FORMERLY  CLEVER  BROTHERS.)     MAP  3 

Location  and  description — 200  feet  west  of  Marquardc  Street  and  400  feet  north  of  Artesia  Avenue, 

weit  of  Buena  f^ark.     20  feet  east  of  irrigation  w%-ll. 
Reference  point — Top  of  casing.  2  0  feet  above  ground. 
Elevation  of  reference  point— t>l  7.  from  levels  by  D.  W.  R. 
Use — ^Domcst  ic. 
Depth  of  well— 98  feet. 
Diameter  of  casing — 1 1  inches. 
Other  numbers  used—  D.  W.  R   Bulletin  6,  No.  894-D-9;  L.  A.  Co.  F.  C.  D.  No.  1062. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1928— 
Aug.  21 

24.7 
21.9 
12.0 

9.2 

10.8 
25.8 
33  4 

22  5 
17  4 

1930- 
Jan.     8  

16  6 
11  4 
100 

16  1 

17  6 
28  1 
36,1 
27.6 
21,6 
16,6 

1931— 
Jan.   14 

25  6 

Oct.  11 

Feb.    4 

Feb.  24  

14.0 

Nov.  26 

Mar.  29 

Mar.  24 

24.8 

Dec.  20 

April  22              .  .. 

May    7 

22.1 

May  10 

24  S 

1929— 

June  24 

35.7 

April  18 

Aug.  13 

Sept.  16 

Dec.    7          ... 

■15  1 

June  15 

Aug.  17.... 

Oct.  21 

Dec.  31 

Nov.25 

Dec.  12 

*  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Mea-surements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 
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C-89S-L-14,  MR.  HEATH  (FORMERLY  LEON  VANDERMAELE).     MAP  3 

Location  and  description — 150  feet  south  of  Artcsia  Avenue.  0.15  miles  cast  of  Miller  Roatl.  north- 

cjyl  of  ArLcsia. 
Reference  point  ^Top  (if  casitiK.  at  ground. 
r.levation  of  reterence  point — 57.2,  from  levels  by  D.  W.  R. 
Use — Donij?tic. 

Diameter  of  casing — 4  inches. 
Other  numbers  used— D.  W.  R.  Bullelins  5  and  6,  No.  8q5-E-9;  L.  A.  Co.  F.  C.  D.  No.  1072. 


■ ^~ 

Date 

Dbt.P.P. 

to  water 

surface,  feet 

Date 

Di.it.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Aug.  21 

20,9 

28.2 

11.6 

6.9 

1929— 
April  18  . 

7,2 
39.7 

•25,4 

1931— 
April  23 

•25.9 

Oct.  24 

May  20 

'24.8 

Nov.  16 

1930- 
Oct.  24 

Dec.    7 

•22.7 

Dec.  20 

•  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 

C-896-L-13,  DURAND  BROTHERS.     MAP  3 

Location  and  description — 700  feet  north  of  Orangethorpc  .\venue  and  540  feet  west  of  Carmcnita 

.AvenuK.  east  of  Artesia. 
Reference  point — Top  of  4-inch  nipple  in  valve  on  well.  2.1  feet  above  ground,  to  and  including  August 

13.  WJO.  then,  top  of  casing.  0.9  feet  above  ground. 
Elevation  of  reference  point — 48.1  to  and  including  August  13,  1930;  then.  46.9;  from  levels  by  D. 

W  R. 
Use — Domestic  and  irrigation. 
Depth  of  well— 1101  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  6.  No.  896-D-9;  L.  A.  Co.  F.  C.  D.  No.  1054. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
\ut-  21 

21.1 
17,2 
4  7 
10 

6,8 
17.7 
27.4 
19.7 
10.7 

1930— 

7  2 

2.7 

1,8 

8.4 

12.3 

20.5 

30.5 

21,7 

10  4 

1931— 

Jan.  27.... -.. 

Feb.  17 

6  4 

Oct.   11  . 

Feb.  13 

4  5 

Nov.26 

Mar.  27 

Mar.  17     

8.8 

Dec.  21 

.A.pril22 

.\pril21 

May  12 

24.4 

May    3 

14.2 

1929— 

June  25 

Aug.  13 

Oct.   14 -- 

Dec.  24 

17.6 

May    3 

June  24     

27.9 

1932— 
Feb.  15 

.-^ug.  27 - 

Oct.     2 

•5.0 

Dec.  12. 

■  Measurement  from  owner. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 

C-896e-M-13,  R.  R.  RUSSELL.     MAP  3 

Location  and  desci iption— 300  feet  cast  of  Walker  Street,  200  feet  south  of  Orangethorpc  Avenue. 

east  of  .\rttsia. 
Reference  point — Top  of  casing,  inside  standard  pipe,  2.9  feet  above  ground. 
Elevation  of  reference  point^53.6,  from  levels  by  O.  C.  F.  C.  D,.  from  local  B.  M. 
Use — Domestic. 
Depth  of  well— 350  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used — Location  No.  1064A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
May    9 

16  3 
24.1 
32,5 
28.0 
16,8 

1931— 

Feb.  18 

.\pril   2 

8  6 
22.8 
21.8 
35,9 
28,4 
19.6 

1932— 

13  7 

June  25  _ 

Sept.  10 

Oct.    2 

Aug.  11 

Dec.    8... 

Oct.     6 

Dec.    4 

Measurements  from  Orange  County  Flood  Control  District. 
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C-897k-M-13.  E.  F.  TALBOTT.     MAP  3 

Location  and  description — ^300  feet  south  of  OraiiRctliorpc  Avonuc,  300  feet  cast  of  Beck  Street,  650 

feet  east  of  Lilofimfield  Avenue,  cast  of  Artcsia. 
Reference  point — Concrete  pump  base,  0.5  feet  above  ground. 

Elevation  of  reference  point  -45.2,  from  levels  by  O.  C.  F.  C.  D.  from  local  B.  M. 
Use — Domcstie 
Depth  of  well— 270  feet. 

Diameter  of  casing — 10  inches,  ' 

Other  numbers  used— O.  Co,  F.  C.  D.  No.  3P-24;  L.  A.  Co.  F.  C.  D.  No.  1Q34B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

Burface,  feet 

1930— 
May  10          ... 

24  7 
19,7 

1931— 
Jan.    13 

17.6 
20.8 
33.4 
28.6 
31.2 
34  4 

1932- 
Jao.  11 

14  0 

Dec.    8 

May    B 

June    2 

Oct.     6 

Dec.    2 

Measurements  from  OraDge  County  Flood  Control  District. 

C-899i-M-13,lH.*_E.  SEXTON.     MAP23 

Location  and  description — ^100  feet  south^of  Anaheim  Street,  225  feet  east  of  highway  bridge  o\'t 

Coyote  Creek,  .southeast  of  Artesia? 
Reference  point — End  of  pipe  in  casing.  0.5  feet  alx>ve  ground. 
Elevation  of  reference  point— 41,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use— Irrigation. 
Depth  of  well— 218  feet. 
Diameter  of  casing — -12  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  N'o.  1045C. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Jan.     3 

Ml. 2 
11  3 
15.5 

1931— 
April  15 

24.4 
19  3 
12.6 

April  22          .... 

May  20 

Dec.    7 

Nov.26 

•  Reference  point  1.5  feet  above  ground;  elevation,  42. 
Measurements  from  Los  Angeles  County  Flood  Control  District. 

C-900-M-13,  MR.  A.  H.  LAWRENCE.     MAP  3 

Location  and  description — 1 10  feet  west  of  Dennie  Road  extended,  325  feet  north  of  Lincoln  Avenue, 

west  of  Cypress.     North  well  of  three. 
Reference  point — Bushing  0.4  feet  above  ground,  to  and  including  January  30.  1930;  then,  top  of  4 

inch  pipe,  10.2  feet  above  ground. 
Elevation  of  reference  point — 35.4  to  and  including  January  30^  1930;  then.  45.2;  from  U.  S.  G.  S. 

lopog.  by  S.  G.  V.  P.  A. 
Use— Irrigation  and  domestic. 
Depth  of  well— 5  50  feet. 
Diameter  of  casing- — 4  inches 
Other  numbers  used — D.  W.  R.  Bulletins  5  and  o.  No.  900-D-lO;  State  Div.  t.  and  I.  No.  04.  Downey 

Quad.;  Location  No.  1046. 


Date 

Dist.  R.  P 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Dale 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Nov.  16             -  . 

4  1 

+2.9 

+2.3 
4.1 
20  1 
27.6 
17.0 
8  4 

1930— 

18 
10.0 
15.3 
28,1 
40.3 
30  2 
20  2 

16.8 
14.2 
21.6 

1931-Cont. 
AprU24 

38.0 

Deo.  22 

Mar.   7 

May  13       

26.0 

May  16 

32.7 

1929— 

June  13 

July    3 

42.6 

April  15 

Aug.  29 

Nov.    7 

Aug.    7 

Oct.     1  

46.0 

May    3 

37.1 

June    6. ....  . 

Deo.  26 

Nov.   5 

Dec.  10  

33.5 

Sept.  4 

1931— 
Jan.  IC          ... 

23  5 

Oct.  26 

1932— 
Jan.  21           

Dec.  27  .      .  . 

Feb.  20 

17.7 

Mar.  20          .  . 

Measurements  from  San  Gabriel  Valley  IVotective  AasociatioD. 
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C-900h-M-13,  OTTO  G.  HILBERS.     MAP  3 

Location  and  description — 150  feet  west  of  Dcnnic  Road,  100  feet  north  of  Crescent  Avenue,  south- 
east of  Artesia. 
Reference  point — Top  of  casing,  OS  feet  above  ground. 
Elevation  of  reference  point — 40.  from  aneroid  by  D.  W.  R. 
Use— Not  used- 
Depth  of  well— 200  feet. 
Diameter  of  casing — 5  inches. 
Other  numbers  used — O.  Co.  F.  C.  D.  No   5P-2;  Location  No.  I046.\. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 
Dec.    8 

10  5 
9.9 

1931— 

Jan.  13.. 

Feb.  19 

Mar.  13 

April   2 

May    5- 

June    2 

7  1 
3  7 
G  2 
17.5 
14  6 
15.4 

1932— 

•    Mar.  15 

«  4  2 

Dec.  23 - 

"  Measurement  by  Division  of  Water  Resources. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 

C-901g-M-12,  MONTANA  RANCH,  NO.  45.     MAP  3 

Location  and  description — 0.6  miles  east  of  Somerset  Avenue,  0.4  miles  south  of  South  Street,  350 

feet  east  of  road.  200  feet  south  of  power  line,  south  of  Bellfiower. 
Reference  point — H-i'ich  hole  bored  in  cover  over  casing.  1  foot  above  ground. 
Elevation  of  reference  point — 51,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Use— Not  used. 

Diameter  of  casing^lO  inches- 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  984. 


Date 

Dkt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Aug.  24     .     - 

24.? 

1930— 

Jan.  21 

April  23-. 

Nov.  21) 

Flowing 

Flowing 

8.1 

1931— 
April  23.. 

13  8 

May  19 

10  8 

Dec.    2 

10.1 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


C-902a-L-ll,  CALEB  GARRISON.     MAP  3 

Location  and  description — 100  feet  east  of  Paramount  Boulevard.  750  feet  north  of  South  Street 

southwest  of  BellfJower. 
Reference  point — Top  of  vitrified  pipe  on  inside  edge  of  bell.  1  foot  above  ground. 
Elevation  of  reference  point — 56.  from  U.  S.  G.  S  topog.  by  S.  G.  V.  P.  A.. 
Use — Not  used. 
Depth  of  well— 108  feet. 
Diameter  of  casing — 3  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D  No.  0438. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface  feet 

1929— 
Aug.  21 

18.9 
14,7 
11.6 

8.1 
fi.O 
7.8 
12.2 
18.8 
15.4 
14.9 

1931— 
Jan.  13 -.- 

Feb.     4 

Mar.    3 

April  21 

12  1 
11.4 
10  4 
14  6 
9.8 
10.9 
17.0 
14.3 
15.8 
10.5 

1932— 
Jan.  21 

6  7 

Oct.     1 - 

Dec.  31 

1930— 
Feb.    5 

May  15 

June    5 

Aug.    7 

Sept.  18 

Oct.     2---- 

Dec.  11 

Mar.   5 

April  9              

Aug.  13          

Oct.     1 

Dec.    9         

Measurements  from  San  Gabriel  Valley  Protective  Association. 
17—93350 


258 


DIVISION   OF    WATER   RESOURCES 


C-902b-L-l!,  MONTANA  LAND  COMPANY.  NO.   12.     MAP  3 
Log  Available 

Locatioii  and  description —20  feet  cast  of  Ci;rritos  Avcnu;.  SOO  fcjt  north  of  South  Street,  south  of 

BclUlowcr, 
Reference  point  -Top  of  platform  over  well,  0.7  feet  above  ground,  to  and  including  November  11. 

1931 ;  then,  lop  of  lx>ard  cup  over  well.  0.3  feet  above  ground. 
Elevation  of  reference  point— 75.2  to  and  including  November  11,  1*)31;  then,  75;  from  U.  S.  G.  S. 

topog,  by  S.  G.  V.  P.  A. 
Use — Not  used. 
Depth  of  well— 750  feet. 
Diameter  of  casing-  10  inches. 
Other  numbers  used — L.  A.  Co.  F.  C.  D.  No.  95J. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1929— 
Sept    5 

23  2 
8  0 
6  0 

16  5 

12.1 
11.5 
12.1 

22.7 
29.2 

1930-C3nt. 

Sept.    4               .  .  . 

41  8 

29.9 
25  7 
18.0 

205 
14  7 
18  9 

27.7 

1931— Cont. 
May  28 

24  1 

Oct    18 

Oct.   23 

June  11 

33.0 

Nov     1 

Nov.  13 

July  16 

43  5 

Dec  27 

Dec.  24   .  .  

Sept.  17 - 

33  6 

1931— 
Jan.   14          

Nov.  11 

26  1 

1930— 
Feb     7 

Nov.  25 

5  4 

Dec.    9 

3  1 

Mar.   7 

Feb.  26 - 

1932— 
Jan.     6 

April  17          

Mar.  19 - 

June  12 

.May    7 

Sealed 

July  24              -  .  - 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-902f-M-ll,   COMPTON  GUN  CLUB.     MAP  3 

Log  Available 

Location  and  description — 500  feet  east  of  U.  P.  R.  R,.  UOO  feet  south  of  South  Street.  700  feet 

west  of  Ocean  .\vcnue.  east  of  Virginia  City. 
Reference  point — Fup  of  pit.  at  ground. 
Elevation  of  reference  point — 50,  from  U.  S.  G.  S.  Jtopog.  by!-.  A.  Co.  F.  C.  D. 

Use — To  fill  duck  ponJ.  l^-J^ 

Depth  of  well — b4  feet. 

Diameter  of  casing — ^S  inches.   • 

Other  numbers  used— L.  A.  Co.  F.IC.  D.  No.  934. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 
Feb    15 

6.9 
7.5 
11  9 

1931- 
May  19-.- -.- 

11  4 

12  2 

April  13          

Nov.24 

Nov.  26 

Measurements  froKi  Las  Angeles  County  Flood  Control  District. 

C-905-M-10,  P.  VALENZUELA,     MAP  3 

Location  and  description— 700  feet  south  of  223d  Street  (Wilmington  Street).  600  feet  west  of  P.  E. 

Ry..  0,  J2  miles  south  of  Bivby  Avenue,  Long  Beach.    East  of  Los  Angeles  River. 
Reference  point — Top  of  casing,  1  foot  above  ground. 
Elevation  of  reference  point— 58,  from  U.  S.  G.  S.  topog,  by  D.  W.  R. 
Use — Domestic. 

Diameter  of  casing — 3  inches.  ,      ,    _     ^  „   „   >,      „„„ . 

Other  numbers  used— D.  W.  R.  Bulletins  5  and  6.  No.  905-A-lO.  L.  A.  Co.  F.  C.  D.  No.  897A. 


Date 

Dist.  It.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 

Aug.  20 

Deo.  24 

66  0 
63  3 

1929— 
April  19 

62  9 
64.4 
66  3 

66  9 

67  4 

1930- 

Jao.  22 

April  24 

•65  5 

Mny  13          

•65.8 

June  19 

Die.    2 

■68  5 

July   13       

Aug.    5 -..- 

•  Measurement  from  Los  .'^ngclcs  County  Flood  Control  District. 
Measurements  from  San  Gabriel  Valley  Protective  AssociatioD  except  aiS  noted. 
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C-q07f-M-II,  MONTANA  LAND  COMPANY,  NO.  13.     MAP  3 

Location  and  description — 500  feet  south  of  dirt  road,  which  is  0.5  miles  south  of  South  Street,  H-milc 

west  ot  Somerset  Avenue,  southwest  of  B;;IIflower. 
Reference  point — Top  of  casing,  at  ground. 

Elevation  of  r.ference  point — 52.  from  U.  S.  G.  S.  topog.  by  L,  A.  Co.  F.  C.  D. 
Use — Not  used. 
Depth  of  well— 717  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  964. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Di!it.  R.  P. 

to  water 

surface,  feet 

1929— 
Aug.  24 

14,9 

1930— 

Jan.  21 

April  23 

Flowing 
8,3 
12  2 

1931— 
April  23  . 

15  8 

May  19 

14  5 

Nov.  26 

Dec.    2 

10.1 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


C-908b-M-12,  MONTANA  LAND  COMPANY,  NO.  34.     MAP  3 

Log  Available 

Location  and  description — 20  feet  south  of  Bixby  Station  Road.  J^-mile  west  of  Palos  Verdes,  south- 
west of  Artesia. 
Reference  point— Top  of  2-inch  blocks  over  casing,  0.7  feet  above  ground. 
Elevation  of  reference  point — 45.  from  U.  S.  G.  5.  topog.  by  S.  G.  V.  P.  A. 
Use — Domestic  and  stock. 
Depth  of  well— 717  feet. 
Diameter  of  casing — 12  inches 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No  986. 


Date 

Di,3t.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist,  R.  P. 

to  water 

surface,  feet 

1928— 
Oct.  11 

18,2 
9  9 

11,0 
19.4 
24.1 
18.0 

1930— 

Feb.    5 -- 

April  10 - 

13,3 
13,0 
14  5 
21  3 
23.5 
20  1 

1931— 
Jan.  13 

19  1 

Dec.  24 

Mar.  19 

18,7 

June  11 

Aug.  13 

Oct.   14           ... 

Mav  29 

22  6 

1929— 

July  10... 

28  8 

April  18 

Sept.  18 

29  4 

Dec.  24 

Nov.  12 

27.3 

Sept.   4 

Deo.  11  . 

24  6 

Dec.  12.. 

1932— 
Jan.   21 

20  9 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-908C-M-12,  MONTANA  LAND  COMPANY,  NO.  30.     MAP  3 

Location  and  description — 2700  feet  south  of  Bixby  Station  Road,  700  feet  east  of  Somerset  Avenue, 

southwest  of  Artesia. 
Reference  point — Top  of  pump  head  at  edge  of  ^g-inch  hole  inside  pump  frame,  1  foot  above  ground. 
Elevation  of  reference  point — 37,  from  U.  S.  G.  S.  topog,  by  S,  G.  V.  P.  A. 
Use — Irrigation. 
Depth  of  well— 622  feet. 
I>iameter  of  casing — 12  inches- 
Other  numbers  used— L.  A.  Co.  F.  C,  D.  No.  977A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 

•W.  22 

Oct.  22 

24.1 
19.2 
17.1 

1930— 

Jan.  22 

April  10 

14  n 
IJ  0 

15  5 
22,4 
20,6 

1931— 

Jan.   13 

Mar.   3 

17.9 
17.5 

Dec.  18 

June  25 

May    7 

23  3 

Sept.  16 - 

Nov.25 

Aug.    7 ._.. 

26  3 

Oct.  30 

25  5 

Nov.  30 - 

23,3 

Measurements  from  San  Gabriel  Valley  Protective  Associatipn. 
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C-908e-M-12,  MONTANA  LAND  COMPANY,  NO.  72.     MAP  3 
Log  Available 

Location  and  description — 0.25  miles  cast  of  Pioneer  Boulevard  and  30  feet  south  of  Carson  Street. 

stjuth  of  Artcsia, 
Reference  point  —  Tup  of  iron  plate  over  well,  1  foot  above  ground. 
Elevation  of  reference  point — 33,  from  U.  S.  G.  S.  topog.  by  S.  G.  V.  P.  A. 
Use   -DomciLic, 
Depth  of  well  —700  feet 
Diameter  of  casing— 12  inches. 
Other  numbers  used — L.  A.  Co.  F.  C.  D.  No.  1016. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dut.  n.  i>. 

to  water 
surface,  feet 

Date 

Dist.  R,  P. 

to  water 

surface,  feet 

1929— 
Aug.  22 

19  4 
15  1 
0  3 

1930— 
Feb.     5 

0.7 

0.7 

"6  6 

•20  6 

"11.0 

1931— 
May  13 

10.7 

Oct    18 

April    1 

10  4 

Dec.  31 

May  16 

Nov.30 

9.7 

July  30 

Nov.  26   ..     .  . 

"  Pumping  500  feet  west. 

b  MeiLsurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  San  (jabriel  Valley  Protective  Association  except  as  noted. 


C-909-N-13,  J.  P.  LABOURDETTE.     MAP  3 

Location  and  description^ — 0  27  miles  west  of  Los  Alamitos  Boulevard.  30  feet  south  of  Spring  Street, 
50  feet  west  of  Los  Anficles  county  line  at  Spring  Street,  south  of  Artcsia. 

Reference  point— Top  of  hydrant,  2.3  feet  above  ground,  to  and  including  April  16,  1929;  then,  top 
of  tec,  0  3  feet  above  ground. 

Elevation  of  reference  point— 23  8  to  and  including  April  16,  1929;  then,  21 .8;  from  levels  by  D.  W.  R. 

Use — Domestic. 

Depth  of  well— 332  feet. 

Other  numbers  used — State  Div.  E.  and  I.  No.  54,  Downey  Quad.;  D.  W.  R.  Bulletins  5  and  6. 
No.  t)09-D-l  1 ;  L.  A.  Co.  F,  C.  D,  No.  1028. 


Date 

DLst.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Aug.  21 

3.0 

1.6 
+4.9 
+6.9 

+6.9 
14.7 
9  7 
4  5 

1930— 

Jan.     7... 

Mar.    5.... 

May  16 

Aug.  13 

Sept.  17.. 

Oct.    15 

Dec.    9     .... 

+2.7 
+7  5 
+5.2 

11  6 

12  7 
0  8 
1.0 

1931— 
Jan.   14   

+2.0 

Oct.  11 

Mar.   3 

+4.2 

Nov.  16 

Mar.  31..               .   . 

12  6 

Deo.  22 

May  16 

4.0 

July  10  - 

19  8 

1929— 

Oct.   16 

11  6 

April  16 

Dec.  24 

1.4 

July  24 

1932— 
Jan.  21 

Aug.  15 

Oct.  30 

+  17 

Measurementa  from  San  CJabriel  Valley  Protective  Association. 


,.1. 
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C-909C-M-12,  BIXBY  LAND  COMPANY.     MAP  3 
Log  Available 

3300  feet  south  of  Carson  Street,  about  H-mile  west  of  Pioneer  Boulevard, 


Location  and  description- 
south  of  Artcsia. 
Reference  point — Top  of  platform.  1  3.5  feet  above  ground. 
Elevation  of  reference  point— 44.  from  L).  S.  G.  S.  topog.  by  D.  W.  R 
Use — ^Not  used. 
Depth  of  well — 675  feet 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L   A.  Co.  F.  C  D.  No   1017. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 
Jan.    8 

13  3 
8.4 
14-0 
29  5 
26,6 
15.0 

1931— 

Jan.  16 

Mar.    6 

April  10 

13.3 
12.0 
30.1 
20.0 
38.1 
27.0 
15.8 

1932— 
Jan.     7. 

14  1 

Mar.   7 

May    2 

Aug.  15 

May  15 ..- 

July  24 

Oct.  22 

Dec.  24 

Oct.     3 

Dec.  26.... -. 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-910b-O-13,  HELLMAN  RANCH.     MAP  3 

Location  and  description — 10  feet  south  of  Westminster  Road.  5  feet  west  of  Los  Alamitos  Road, 
northeast  of  Seal  Beach. 

Reference  point — (a)  Top  of  2-inch  to  1-inch  bushing.  0.8  feet  above  ground;  (b)  Top  of  2-inch  coup- 
ling. 0.4  feet  above  ground;  (c)  Top  of  2-inch  horizontal  suction  pipe  at  elbow.  1  foot  above  ground. 

Elevation  of  reference  point — (a)  10.8;  (b)  10.4,  (c)  11.0;  from  estimate  by  S.  G.  V.  P.  A. 

Use — Domestic. 

Depth  of  well— 320  feet. 

Diameter  of  casing — 10  inches. 

Other  numbers  used — L.  A.  Co.  F.  C.  D.  No.  514. 


»  Reference  point  (a)  used. 
*•  Reference  point  (bl  used. 
•"  Reference  point  (c)  used. 
Measurements  from  San  Gabriel  Valley  Protective  Association, 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Nov.  10 

•+1.1 
"+3,9 

«+7.1 
'+2.1 
"0.2 
b5.7 
"3.7 
tO.l 

1930— 

'+3.3 

c+4  6 

«+3  8 

'+4  1 

=+1.7 

H  7 

n  1 

M  2 

>>2.0 

1931— 

Mar.   4... 

Mar.  25 

Deo.  22 

Mar.  12.... 

April  24 

i>0  1 

April  22 

'•3.i 

1929— 

May  16... 

June  24 

Aug.  16.... 

Sept.  16 

Nov.  12 

May  23 

M)  6 

April  18 

June  13 

"l  5 

June    8 

Julv  25 

Sept.  19 

Nov.    6 

Dec.  24... 

1932— 
Jan.     9 

bi  7 

Aug.    2 

Sept.  12 

i>9.0 
"6.8 

Oct.  10 

Dec.  10  .  .  - 

"O  7 

Dec.  13... 

Flowing 
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C-9I0C-N-12,  F.  H.  BIXBY.     MAP  3 

Location  and  description—  450  feci  soulh  of  Ocean  Avenue  {7lh  Street).  0.65  miles  west  of  San  Gab- 
riel Ri\'cr.  north  of  Seal  Beach 

Reference  p>oint--l-,i.iKe  of  .■4-inch  hole  in  suction  pipe  on  north  side,  1  ,f>  feet  above  ground,  to  and 
including  July  II.  !'-)2'^,then.  edge  of  i^-inch  hole  in  suction  pipe  on  north  side,  ^.^  feet  below  ground. 

Elevation  of  reference  point — 24  to  and  including  July  II,  I'?29.  then.  12,5,  from  U.  S.  G.  S  topog. 
by  D.  W.  R 

Use — IrriKation  and  tlomestic. 

Depth  of  well— 100  feet. 

Diameter  of  castng^8  inches. 

Other  numbers  used— L.  A.  Co  F,  C.  D.  No.  492A. 


Date 

DLst.  H.  P. 

to  water 

surface,  feet 

Dale 

Dist.  R.  I'. 

to  water 

surface,  feet 

Dale 

DUt.  R.  P. 

to  water 

.surface,  feet 

1928— 
Sept.  22 

24  8 
16  0 

17.7 
20  5 

25  4 
20  0 
13  8 

1930- 

.lan.  22 

Feb.  10 

6.8 
4.0 
5  6 
8  0 
15  7 

1931— 
Nov.30 

Sealed 

Dec.  24 

April  23 .- 

1929— 
April  18 - 

May  28...- 

Aug.  16 

May  24 

July  11 -. 

Sept.  3 

Nov.  29 

Measureraents  from  San  (labriel  Valley  I*rotective  Association. 


C-910d-O-12,  ASSOCIATED  OIL  COMPANY— HELL  MAN  NO.   L     MAP  3 

Log  Available 

Location  and  description— 1  50  feet  north  of  city  limits  of  Seal  Beach.  530  feet  west  of  Westminster 

Boulevard       Old  oil  well 
Reference  point — ^lop  of  2-inch  tee  on  west  side  of  casing  under  building,  1.5  feet  above  ground. 
Elevation  of  reference  point — 20,  estimate  by  S  G.  V^  P.  A. 
Use — Not  used. 

Depth  of  well— 5742  feet      Plugged  at  994  feet. 
Diameter  of  casing — R->  inches. 
Other  numbers  used— L   A  Co  F.  C.  D.  No   504B. 


Date 

Di.<t.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Nov.  10       . 

22  2 
18  4 

16  8 

23  4 
33  3 
31  0 
28  6 

1930  - 

Jan.  30 

Mar.  28 

23.1 
22  3 
20  6 
28  1 
37  3 
35  3 

1931— 

Jan.   12 

Feb.  18  .   .  .       . 

32  8 

Dec.  22 

29.1 

.\1av  28 

April    1 

32.7 

1929— 

Aug.  16  .  ... 

June  13  

34.2 

AprillS  

Oct.   15 

AuK.    8 

38.9 

June  28 

Dec.  10       ... 

45.5 

Sept.  26 

Nov.  14 

45  3 

Nov.  29 

Dec.  11   

40.3 

Dec.  19 

1932- 
Jan.    16 

31  6 

Measurements  from  San  Gabriel  Valley  Protective  A?-sociatioii. 
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C-910J-O-12,  HELLMAN  RANCH    (R.  ABBEY,  LESSEE).     MAP  3 

Location  and  description^ 3 10  feet  north  of  and  1 100  feet  east  of  lurn  to  west  in  Westminster  Boule- 

varJ  at  point  0  hS  miles  northeast  of  P.  tl.  Ry  .  Seal  Beach. 
Reference  point — Top  of  casing,  1.5  feet  above  ground. 

Elevation  of  reference  point  — 17.8.  from  levels  by  O.  Co.  F.  C.  D.  from  local  B.  M. 
Use — IrriRation  and  domestic. 
Diameter  of  casing — 12  inches- 
Other  numbers  used^O.  Co.  F.  C.  D  No.  2P-51 ;  Location  No.  51  5A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P, 

to  water 

surface,  feet 

Date 

Dist.  R  P. 

to  water 

surface,  feet 

1930— 
Nov.    8...   . 

15  1 
12.fi 

1931— 

.Ian.  26 

Feb.  17 

9  3 
8  8 
11  8 
11  8 
18  3 
13  4 

1932— 
Jan.   12 

10  1 

Dec.  22.. 

April   3. 

June    2 

Sept.  11 

Dec.  10. 

Measurements  from  Orange  County  Flood  Control  District. 


C-910n-O-12,  ASSOCIATED  OIL  COMPANY.     MAP  3 

Location  and  description — 0.6  miles  northeast  of  State  Highway  (Coast)  bridge  over  San  Gabriel 

River  and  500  feet  southeast  of  east  levee  of  river.  Seal  Beach. 
Reference  fwint — Top  of  casing.  \A  feet  above  ground. 

Elevation  of  reference  point — 8.4.  from  levels  bv  O.  Co.  F.  C.  D.  from  local  B.  M. 
Use^Not  used. 

Diameter  of  casing — 8  inches. 
Other  numbers  used— O.  Co.  F.  C.  D,  No.  2P-57;  L.  A.  Co.  F.  C.  D.  No.  494A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 

Nov.    8 

6.5 
6.0 

1931— 

Jan.     9 

Feb.  17 

4.5 
2.8 
3.4 
4.7 
4  9 
5.2 
8.6 
5.9 

1932— 
Jan.   12 

3  8 

Nov.  26 

Mar.    2 

April   3 

May  1.5 

June    2 

Sept.  11 

Dec.  10 

MeaBurements  from  Orange  County  Flood  Control  District. 


C-910O-O-I2,  SEAL  BEACH  OIL  COMPANY.     MAP  3 

Location  and  description — 35  feet  east  of  Main  Street.  75  feet  south  of  State  Highway  (Coast). 
Seal  Beach. 

Reference  point — Bottom  of  3-inch  horizontal  discharge  pipe.  8.7  feet  above  ground,  to  and  including 
December  1 1 .  1^28;  then  H-'nch  hole  on  southwest  side  of  casing,  3,3  feet  above  ground. 

Elevation  of  reference  point — 15.7  to  and  including  December  II,  1928;  then.  8.3;  estimate  by  State 
Div.  E.  and  1. 

Use — Abandoned  oil  casing. 

Diameter  of  casing — 8  inches 

Other  numbers  used — State  Div.  E.  and  I.  No.  8,  Las  Bolsas  Quad.;  O.  Co.  F.  C.  D.  No.  5P-40;  Loca- 
tion No.  495A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1926— 
Feb.  25 

"1,7 
■11.0 

1928— 

May    3.... 

Dec.  11 

•15  0 
•17,8 

1931— 

Feb.  18 

June    2 

July     7 

21.1 
22  I 

1927— 

Destroyed 

Nov.   9 

*  Measurement  from  Division  of  Water  Resources. 
Measurements  from  Orange  County  Flood  Control  District  except^as'noted. 
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C-91I-0-13,  N.  R.  YORBA.TMAP  3 

Location  and  description  —250  feet  south  of  Ocean  Avenue,  360  feet  west  of  Los  AlamiN     ''      '        i  i 

4000  feet  west  of  hkliman  Avenue,  northeast  of  S.al  Beach.    South  well;  5  feet  norili 
Reference  point—Fop  of  three-way  elbow,  0  4  feet  above  ground,  to  and  including  Ma>  .  m, 

top  of  2-inch  pipe,  at  Rround. 
Elevation  of  reference  point — 12  2  to  and  inclu  linK  May  1,  1928;  then.  1L8.  from  levels  by  O.  C-o 

F,  C.  D.  from  local  B.  M. 
Use — Not  used 
Depth  of  well— 112  feet. 
Diameter  of  casing — 2  Inches 
Other  numbers  used~0   O)  I-.  C.  D.  No    lP-52;  State  Div.  E.  and  L  No.  53,  Downey  Quad  ;  D.  W 

R.  Bulletin  b.  No.  9I1-D-12;  Location  No.  512A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  U.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 
to  water 

surface,  feet 

1922— 
June  22  . 

•+23  2 

•+5  5 

•+4  6 

»+5  1 

•+5  7 
b+3  6 

1929- 

June    8 

Aug.    2 

Sept.  12 

Dec.  19 

1930— 
.Ian.     2 

1-1  I 
''3  1 

■■o.e 

bl    1 

>>0  6 

+3  5 

+0.3 

7  9 

2.4 

1931— 

Feb.  17 

April   3 

0  0 

4  2 

1924— 

SO 

Nov.  14 

Sept.  11 

10  8 

Oct.     3  .       ... 

9  6 

1926— 

Dec.  10 

4  8 

Feb.  18 

1932— 
Jan.   12 

May  16 

1927— 

1.5 

Deo.    7 

Oct.     2 

Dec.  22,. 

1928— 
May    3 

Dec.  22 

^  Measurement  from  Division  of  Water  Ueoources. 
*>  Measurement  from  San  Gabriel  Valley  Protective  As.sociation. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 


C-911b-N-13,  F.  H.  BIXBY.     MAP  3 

Location  and  description — 5  feet  south  of  Bi.xby  Avenue  and  10  feet  west  of  Los  Alamitos  Boulevard 

(Norwalk  Boulevard),  northeast  of  Seal  Beach. 
Reference  point — Top  of  ^i-inch  tec.  2  6  feet  above  top  of  (lange  and  ground,  to  and  including  March 

17.  1931  ;  then,  bottom  cdfic  of  pump  base,  0  2  feet  above  ground. 
Elevation  of  reference  point  — 16  4  to  and  including  March  17.  1931;  then,  14;  from  aneroid  by  D. 

W.  R. 
Use — Irrigation  and  domestic. 
Depth  of  well  — 1>03  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used^Location  No.  521 . 


Uate 

Dist.  R.  P. 

to  water 

surface,  feet 

Dale 

Dist.Tl.  P.; 

trj  water 
surface,  feet 

Dale 

Dist.  R.  P. 

to  water ' 

surface,  feet 

1929— 
July  16 

3.2 
10  4 
7.4 
2.8 

1930- 

Jan.     2 

Feb.  10       ... 

0  9 
+15 
+2.4 
+  1.1 

14 

4.4 
13.0 

5.5 

1931— 
Mar.  17 

8  4 

Sept.  19  - 

April  29 

10  4 

Oct.  18 

April  10 

Scaled 

Deo.  12 

July   14 

Aug.  29 

Sept.  17 

Nov.  26  .     . 

Measurements  from  San  Gabriel  Valley  Protective  Association. 
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Location  and  description 

north  of  Seal  Beach 


C-9Uf-0-12,  BRYANT  RANCH.     MAP  3 

—100  fccL  west  of  San  Gabriel  River,  0.45  miles  south  of  Anaheim  Street, 


Reference  point — Opening  in  side  of  2-inch  pipe  near  top,  1.5  feet  above  ground. 

Elevation  of  reference  point — 7.  from  L).  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.-D. 

Use— Not  used 

Diameter  of  casing— 2  inches. 

Other  numbers  used— L.  A.  Co.  F.  C.  D  No.  503C. 


Date 

Dist.  R.  P. 

to  water 

sarface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 

2  5 

1930— 
Jan.  22 

Flowing 

Flowing 

Flowing 

2.0 

1931— 
May  21 

Apra23 

June  28 

Dec.    1 

1932— 
Mar.  11 

2.8 

Nov.26 

Flowing 

Measurements  from  Los  Angeles  County  Flood  Control  District. 


C-912b-0-13,  HELLMAN  RANCH  NO. 


WELL  NO.  9.     MAP  4 


Location  and  description — 1  5  feet  south  of  Ocean  Avenue.  0.84  miles  west  of  Hansen  Road,  200  feet 

west  of  Springdale  Street,  northwest  of  Westminster. 
Reference  point— Top  edge  of  part  in  cut-off  inside  valve  on  north  side  of  elbow  in  suction  pipe,  1.8 

feet  above  ground,  to  and  including  December  22.  1928;  then,  top  of  3-^-inch  plug  in  2-inch  outlet 

plug  in  pump  head,  2-2  feet  above  ground. 
Elevation  of  reference  point — 23.1  to  and  ir>cIuJing  D.;cember  22,  1928;  then,  23  .5;  estimated  by  S.  G. 

V.  P.  A 
Use — Domestic  and  irrigation. 
Depth  of  well— 921  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used — Location  No   572. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Sept.21 

8,8 
5.1 
0  4 

0.9 
6  9 
U  2 
15  4 
13.2 
104 

1930- 
Feb.  10          .  - 

5  8 
7.1 

6  6 

12  4 
19  3 
17  6 

13  4 

1931— 

Feb.  10 

April  29 -.- 

11  4 

Nov.  10 - 

April  11 

20  8 

Dec.  22  . . 

May  16       -  - 

May  23 

16  1 

1929— 

July  14 

Sept.  17 

July  24 

Aug.  18 

22.7 
25  5 

AprillS 

Oct.  30 

Oct.  30 

22  5 

May  24 

Deo.  24 --- 

Dec.  11 

18  3 

June  28 

1932— 
Jan.  30 

Aug.  26 

Oct.  30 

13  3 

Dec.  19 

Measurements  from  San  Gabriel  Valley  Protective  .Association. 
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C-912C-0-13,  HELLMAN  RANCH.     MAP  3 

Location  and  desciiption — 30  feet  south  of  Ocean  Avenue,  25  feet  west  of  Bolsa  Chica  Street,  south 

of  Los  Alamitos. 
Reference  point — Top  of  discharge  pipe,  edge  of  ^-inch  outlet  hole  near  pump  head.  !  4  fccr  above 

ground 
Elevation  of  reference  point — 2L4,  estimate  by  S.  G.  V.  P.  A. 
Use  -Irrigation. 
Other  numbers  used — I-ocation  No,  552. 


Date 

Dist.  R.  1'. 

to  water 

surface,  feet 

Date 

Dii<t.  K.  P. 

to  water 

surface,  feet 

Date 

I)i5t.  It.  P. 

to  water 
surface,  foct 

1928— 
Sept.  21   .  . 

8  5 
+0  2 
+5.0 

+0.1 
+3.1 
9,2 
11.3 
15  7 
3  8 

1930— 
Jan.   10 

F.-b.  10 

April  11 

1  8 
+2  8 
+0  9 

2  3 
+0  1 

0,9 
17  0 
11.8 

8.1 

1931— 

Jan.    14... 

Feb.  10 

Mav    8 

3.0 

Nov.  10 

l.« 

Dec.  22 

11.7 

May    5 

May  16 

July  11   

1«.2 

1929— 

Aug.  22 

22.3 

April  15 

June  24 

Oct.     3. 

Dec.  24 

1932- 
Jan.  30 

17.4 

Sept.  17 

Oct.  30 - 

6.0 

June    8 

July  24 

Nov.  26 

Sept.   4 

4.0 

Deo.  19 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-912e-0-13,  HELLMAN  RANCH.     MAP  3 

Log  Available 

Location  and  description^ — On  south  line  of  Westminster  Boulevard.  0.51  miles  west  of  Bolsa  Chica 

StrccL.  northeast  of  Seal  Beach. 
Reference  point — Top  of  l-inch  hole  in  bushini?  In  pump  head.  1  R  feet  above  ground. 
Elevation  of  reference  point — 15  3,  estimate  by  S  G,  V,  P.  A. 
Use — IrriKation, 
Depth  of  well— 1^15  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used — Location  No   544, 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Sept.  22 

0  9 
+6  4 

+2,1 
8,8 
7,0 
8  3 
19 

1930- 

Jan.   10 - 

Jan.   16 

Julv  31 

0  0 
Flowing 
14 
8,5 
15  3 
13  4 
11  5 

1931- 

Jan.  21   - 

Feb.  25 

April  29 

:!  5 

Dec.  22.. 

:<  6 
9  :t 

1929— 

Aug.  29 

May  23 

Julv   11 

.W22 

<)  ;{ 

Aug.    2 

Aug.  20 

Oct.     3 

.'^ept.  17 

Oct.    2 

Dec.  10  . 

S  6 
20  4 
22  0 

Nov.   7 

Nov.  16 

21  8 

Dec.  19 

Dec.  11 

1932— 
Jan.  22 

13  4 
4  0 

Measvirenietits  from  San  Gabriel  Valley  Protective  Association. 
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C-912h-N-13,  F.  H.  BIXBY. 


Location  and  description— 10  feet  south  of  Bixby  Avenue 

south,  southeast  of  Los  Alamitos, 
Reference  point — Top  of  discharge  casting  at  edge  of  ?-^-inch  hoi 

1 .4  feet  above  concrete  floor  and  ground. 
Elevation  of  reference  point — 25.4.  estimate  by  S.  G.  V.  P  A. 
Use — Irrigation. 
Depth  of  well — 834  fcei. 
Diameter  of  casing —  10  inches. 
Other  numbers  used— Location  No.  551B. 


MAP  3 

5  feet  west  of  Moody  Street,  extended 
between  flange  and  pump  head. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
July  15.. 

13  4 
18  9 
12  5 
5  1 

+  1  7 
2.2 
15 
9,5 

1930— Cont. 

July  30... 

Aug.  29 

Oct.  30 

Dec.  24 

1931— 
Feb.  24 

18.0 
20.0 
13  7 

6  7 

3  2 
12  8 
20.7 

1931-Cont. 

May  15 

June  10 

Aug.    7 - 

Oct.     2 

Dec.  11 - 

1932— 
Jan.     5 

10  8 

Sept.   4 

16  1 

Oct.     2 

Dec.  18 

1930— 
Feb.  10 

26  4 
20.0 
10.0 

April  23 

May  16 

Mar.  25 

April22 

19  1 

June  24 _ 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-913C-N-11,  PEOPLES  ICE  COMPANY.     MAP  3 

Location  and  description— 100  feet  north  of  Anaheim  Street.  100  feet  west  of  head  of  Freeman  Ave- 
nue, Long  Beach.     In  32-foot  pit  near  south  entrance  to  engine  room. 
Reference  point — Top  of  pit,  at  ground- 
Elevation  of  reference  point — 38,  from  U.  S,  G,  S,  topog.  by  L.  A.  Co.  F.  C.  D. 
Use —  indu-itrial 
Depth  of  well— I  30  feet. 
Diameter  of  casing — 5  inches. 
Other  numbers  used — L,  A.  Co,  F,  C.  D.  No   441. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface  feet 

1929— 
Oct.  — 

36 

1930— 

April  25 

Dec.    5 

■36  5 

37  6 

1931— 

May  22 

Dec.     1 

37  7 

33.6 

"  Pump  stopped. 
Measurements  from  Los  Angeled  County  Flood  Control  District. 


C-914b-N-12,  BRYANT  RANCH.     MAP  3 

Location  and  description — 0,45  miles  north  of  Anaheim  Street,  5000  feet  west  of  Palo  Verde  Avenue. 

Long  Beach.     300  feet  back  of  ranch  house. 
Reference  point — Top  of  casing.  0. 1  feet  above  top  of  concrete  pump  base  and  1  foot  above  ground. 
Elevation  of  reference  point— 37,  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use — Domestic. 
Depth  of  well— 1  500  feet. 
Diameter  of  casing — 12  inches 
Other  numbers  used— L.  A.  Co  F,  C.  D.  No.  471 . 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P.' 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Aug.  26 

•30  2 

1930— 

Jan.  21 

April  23 

17.3 
17.1 
24  9 

1931— 
May  22 

27  2 

Dec.     1 

26  6 

Nov.26 

■  Pumping. 
Measurements  from  Los  Angeles  County  Flood  Control  District. 
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C-916-N-I2,  F.  H.  BIXBY  RANCH.     MAP  3 


Location  and  description — 60  feet  cast  of  intersection  of  din  road  and  Spring  Street,  H-niilc  west  of'. 

S<'niLT->ct  Avenue.  20  feet  south  of  Spring  Street,  cast  of  SiRnal  I  lill.  \ 

Reference  point — Top  of  casint;.  1  foot  alxjve  ground. 
Elevation  of  reference  point — 29.0.  from  levels  by  D.  W.  R. 
Use — DomLsiic. 
Diameter  of  casing — 4  inches. 
Other  numbers  used  -  Slate  Div.  E.  and  I.  No.  49.  Downey  Quad  ;  D.  W.  R.  Bulletin  6,  No.  916-3-11 ; 

L   A   Co  F.  CI)  No.  968, 


Date 

Di.st.  R.  I'. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

tomtcr 

surface,  feet 

1928- 
.\ug.  21 

12.0 
12  3 
7.4 

12.0 
13.1 
21  9 
25  4 

1930— 

Jan.     3 

Feb.  15 

AprU23 

Nov.  26      ... 

•13.2 
•10  2 
•10.0 
•18.5 

1931  — 
April  23 

•24.5 

Oct.   11 

May    8  . 

•18  8 

Dec.  24 

May  19 

•21. « 

Dec.    2  . 

•IS  t 

192B— 

April  18       

May  13 

July  16 

»  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 


C-916g-N-I2,  F.  H.  BIXBY.     MAP  3 

Location  and  description — 75  feet  south  of  Spring  Street,  200  feet  cast  of  a  dirt  road  J^-mile  east  of 

Somerset  Avenue,  east  of  Signal  Hill. 
Reference  point — Top  of  ?4-inch  pipe  in  cement  cap.  1  foot  above  ground. 
Elevation  of  reference  point — 25,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co  F.  C.  D. 
Use — Dumcsiic, 
Diameter  of  casing — 4  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D  No.  983. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929- 
Sept,  26 

8  4 

1930— 

Jan.  21 

April  23 

1  5 
0  0 

8  2 

1  SSI- 
April  23 

13  G 

May  19  ... 
Dec.    2 

10  4 

Nov.  26 

7  3 

Measurements  from  I>os  Angeles  County  Flood  Conb-oi  District, 
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Log  Available 

Location  and  description — ^1170  feet  cast  of  Cherry  Avenue,  120  feet  cast  of  U,  P.  R.  R..  0,8  miles 
south  of  San  Antonio  Drive  and  0  47  miles  north  of  Bixby  Station  Road,  north  of  Signal  Hill. 

Reference  point — Top  of  casing  and  concrete,  0  2  feet  above  ground,  to  and  including  May  24,  1929; 
then,  top  of  2-inch  board  cover  over  well.  0. 1 8  feet  above  top  of  casing  and  concrete,  0.4  feet  above 
ground,  to  and  including  September  26.  1929;  then,  top  of  recorder  platform,  0.42  feet  above  con- 
crete. 0.6  feet  above  ground. 

Elevation  of  reference  point — 70.  to  and  including  May  24.  1929;  then,  70.2,  to  and  including  Sep- 
tember 26.  1929,  then.  70.4;  from  U.  S.  G.  S.  topog.  by  S.  G.  V.  P.  A. 

Use— Not  used. 

Depth  of  well— 841  feet. 

Diameter  of  casing — 14  inches. 

Other  numbers  used— D.  W.  R.  Bulletins  5  and  6,  No.  926-B-lO;  L.  A.  Co.  F.i;C.  D.  No.  936. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Aug.  21 

74  7 
63  1 

56. e 

72.1 
79  1 
86.6 
82.3 
71  5 

1930— 
Feb.    7 

Mar.  10 

58  6 
55.2 
55  5 
67.8 
84.5 
73.0 

1931— 
Jan.    16     .     .   . 

65.5 

Dec.  24 

Feb.  19 

60  9 

1929— 
April  18     .     ... 

May    9 

April  16 

70.7 

June  13. .. 

May    7.- 

65.9 

Sent.  12 

June  11 

July  16 

72.6 

June  28 

Dec.    5... ---. 

75.0 

July  2(1      .... 

Aug.  27 

Oct.     1 

91.0 

Sept.  26 

82.3 

Oct.  18          

Dec.    9 

73.5 

Dec.  27 

1932— 

67.1 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-927a-N-14,  ARTESIA  LAND  COMPANY.     MAP  4 

Location  and  description — 500  feet  south  of  KateUa  Avenue,  35  feet  west  of  Hansen  Street,  west  of 

Stanton. 
Reference  point — Top  of  casing,  at  ground,  to  and  including  November  10,  1928;  then,  .^-^-inch  hole  in 

1  M-inch  plug  in  pump  head.  0.4  feet  above  concrete.  1 .4  feet  above  ground. 
Elevation  of  reference  point— 53  7.  to""and  including  November  10,  1928;  then,  55.1;  from  levels  by 

O.  Co.  F.  C,  D,  from  local  B.  M.       " 
Use — Irrigation. 
Depth  of  well— 1 100  feet. 
Other  numbers  use<J— O.  Co.  F.  C.  D.  No.  3P-52;  Location  No.  108^M. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Sept.  21 

32.4 
22.7 
16.1 

16  5 
21.1 
33.4 
37.6 

1930— 
Jan.     2 

27.6 
20.9 
22.8 
25.5 
35-3 
•39.6 
38.9 
29.7 

1931— 
Feb.  27 

Mar.  23 

°24.6 

Feb.  10 

"16.1 

Dec.  21 

Mar.  12 

May  15 

•33  1 

May  16 

June  11. 

Julv    9 

June    1 

MO.  6 

1929— 

July    9.- 

•39.6 

April  15 

May    3     .     . 

Nov.  12 

June    8 

Dec.  10 -. 

July  17 

a  Measurement  from  Orange  County  Flood  Control  District. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 
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C-927C-N-14,  BIXBY  RANCH,  NO.  3.     MAP  4 

Location  and  description--20  feet  west  of  Hansen  Rojid.  20  feet  »>uth  of  Bixby  Avenue,  southwest 

of  Stanton. 
Reference  point— Top  of  casing.  0.3  feet  above  ground,  to  and  including  May  31.  1928,  then,  bottom 

of  pump  base.  2.3  feet  alxjve  ground. 
Elevation  of  reference  point — 45  to  and  including  May  31.  1928;  then.  47.3;  estimated  by  S  G.  V. 

P   A 
Use — IrriKation  and  domestic. 
Depth  of  well— 500  feet 
Diameter  of  casing — 12  inches, 
Other  numbers  used — State  Div  E.  and  I.  No.  68,  Downey  Quad.;  Location  No.  581B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  li.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922— 

"+4,0 

■4.8 

"6.8 

"10.0 

■18,0 
26  8 
18  6 
12  3 

1929— 
April  20 

13  7 
17  0 
47  4 

31  8 
52  I 
33  4 

32  2 

33  5 
24  3 

193(>- 
Feb.  10 

16.4 

May    3 

April  10        

18.8 

1924— 

June  24 

30.7 

Nov.  13 

July  11 

July  24 

Au«.  29.. 

Oct.     2 

37.3 
2S.6 

1926— 

Aug.    2 

Dec.  10       .  . 

24.6 

Feb.  19     

Sept.  19 

Oct.    10 

Dec.  12 

IU31- 

Jan.  20 

Mar.  17  

1327— 

21  9 

Dec.    8 

29. S 

May    8 

29.4 

U28— 

July  24 

47.0 

May  31 

Aug.  21 

Nov.    6 

1932- 
Jan.  21 -.    .   - 

47  1 

Sept.  25 

36.9 

Nov.  10 - 

Dec.  21 

24  2 

»  Mexsiircment  from  Division  Water  Resources. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 


C-927k-N-14,  MR.  RENETTE.     MAP  3 

Location  and  description— 1400  feet  south  of  Ball  Road,  1980  feet  west  of  Hansen  Road.  20  feet 

southwest  from  C-927J-N-14,  west  of  Stanton, 
Reference  point — Top  of  casing.  1-5  feet  above  ground  to  and  including  December  12.  1929;  then,  top 

of  platfurm,  0  2  feet  hijihei". 
Elevation  of  reference  point ^57.  to  and  including  December  12,  1929;  then.  57.2;  estimate  by  D.  W.  R. 
Use^NoL  used, 
Depth  of  well—  1  50  feet . 
Diameter  of  casing—  10  inches 
Other  numbers  used— ^Loci*tion  No.  108SB. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Di.st.R.P. 

to  water 

surface,  feet 

1929— 
Dec.  18 - 

1930— 
Jan.     2 

20  4 

21  1 
14  7 
17  li 
28.0 
.35  9 
31  7 
23,2 

1931  — 

Jan.    ll> 

Feb.  20 .. 

May  15 

June  12 

20  0 
18  0 
25  2 
35,5 
42  4 
3(1  4 
30  5 
22  !) 

1932— 
Jan.    11 

21  4 

Mar.    7 

Aug.    7 

May    9 

Sept.  11 

(Tct.  23 

Aug.  29 

Oct.   17 -. 

Dec.  12     .     . 

Dec.  21   . 

Measurements  from  San  Gabriel  Valley  Protective  Association. 
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Location  and  description — 85  feet  north  of  Smith  S:reet.  22  feet  west  of  Linden  Avenue.  2200  feet 

north  of  South  Street,  Long  Beach. 
Reference  point — Top  of  casing,  at  ground,  to  and  including  September  26,  1929;  then,  top  of  platform 

2,^  feet  aLxjve  lop  of  casing. 
Elevation  of  reference  point — 54.  to  and  including  September  26.  1929;  then.  $7;  from  U.  S.  G.  S. 

topog.  by  S.  G.  V.  P.  A. 
Use — Not  used. 
Depth  of  well— 1800  feet 
Diameter  of  casing — I  2  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  9n. 


Dote 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929- 

Aug.  20.... -. 

Oct.  23 

58  0 
57.0 
48,5 

43  9 
40  9 
42  6 
51,5 
S8  7 
57.2 
52.2 

1931— 
Feb.  19 

45,7 
53,9 
56,7 
62,8 
68,2 
63.2 
53.1 

1932— 
Jan.     0 

49,4 

Dec.  28 

1930— 
Feb.    8 

June  11 

July     9 

Aug.  27. 

Oct.    12 

Dec.  16 

April  3 

May    8 

July    3 

Sept,  11 

NVv.  13. 

Dec.  24 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-935f-M-10,  MR.  LINEBERGER.     MAP  3 

Location  and  description — 100  feet  west  of  Long  Beach  Boulevard,  25  feet  south  of  Home  Street. 

Long  Beach. 
Reference  point — ^Top  of  hand  pump  platform,  north  side,  at  ground. 
Elevation  of  reference  point — 43.  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 
Use^Domcstic. 
Depth  of  well— 400  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used— L.  A.  D.  of  W.  &  P.  No.  94;  L.  A.  Co.  F.  C.  D.  No.  905B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.R.P. 

to  water 

surface,  feet 

1923— 
July  22 

6-4 

1930— 
Oct.  16 

12  1 

1931— 
.May  21       . 

10  2 

July     7 

Sept  29 

11.6 
13  7 

Nov.  23 

13,2 

Measurements  from  Los  Angeles  Department  of  Water  and  Power. 
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C-937b-N-ll,  CITY  OF  LONG  BEACH— CITIZENS  NO.  2.     MAP  3 

Log  Available 

Location  and  description — 700  feet  cast  of  Newport  Avenue.  70  feet  south  of  Spring  Street,  cast  of 

Siftnal  I  lill. 
Reference  point— Top  of  cast  iron  cap  over  well,  1 .5  feet  above  ground. 
Elevation  of  reference  point — 3  5.1,  from  levels  by  owner. 
Use — Municipal, 
Depth  of  well— 456  feet. 
Diameter  of  casing^l4  inches. 
Other  numbers  used— L.  A.  Co  F.  C.  D.  No.  958A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
July  25 - 

81  4 
84  6 
71,6 
54  9 

48  1 
43  5 
50  6 

1930-Cont. 

Aug.  13 - 

Oct.     1 

70  5 
66  0 
58.1 

56.1 
50  5 
60  2 
65.5 

1931— Cont. 
June  12 

71  6 

Aug.  29          .  - 

July  24 

80.7 

Oct    22 

Dec.    9 

Sept.  18     .. 

78  8 

Dec.  12 

1931— 
Jan.   14- - 

Oct.   16 

70  4 

Dec.  11 

60  1 

1930— 

1932- 
Jan.  21 

Jan.  15 

Feb.  10--.. 

April  28 

Mar.  18      

52  4 

May    3 

May  22 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-938C-N-11,  CITY  OF  LONG  BEACH— ALAMITOS  NO.  S.     MAP  3 

Log  Available 

Location  and  description^  1 020  feet  east  of  Bennett  Avenue,  1240  feet  north  of  Stearns  Street,  Long 

B.ach, 
Reference  point— Top  of  platform.  3.5  feet  above  ground,  and  0.5  feet  above  top  of  casing. 
Elevation  of  reference  point — 26,  from  U.  S.  G.  S.  topog.  by  L.  A.  Co.  F.  C.  D. 
Us2  — Xot  used 
Depth  of  well— 094  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  460B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Oct.  26 

27,6 
25,9 

21  8 

22  7 
14  1 
14  3 

19  7 

1930-Cont. 

23.8 
30.8 
32.1 
27.8 
26.6 

23  3 
18  3 

1931-Cont. 
April   9 

26.0 

Nov.    9 

Aug.  29-- 

May  28 - 

24  4 

Dec.    6 

Sept.  26 

June  11 

30  6 

Oct.   17 

Aug.  27 

Oct.     1 

■  37  0 

1930— 

Dec.    5 

1931— 
Jan.   16 

32  6 

Jan.    3      - 

Dec.  16 

24  0 

Jan.  31 

1932— 
Jan.  13 

Mar.    7       . 

AprU  11 

Feb.  12 

21.9 

Measurements  from  San  Gabriel  Valley  Protective  Association. 
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C-940b-N-12,  CITY  OF  LONG  BEACH.     MAP  3 

Location  and  description — 75  feet  south  of  Spring  Street  and  855  feet  cast  of  Studcbaker  Road,  cast 

of  Long  Beach. 
Reference  point — Edge  of  ^^-inch  to  2-inch  bushing  in  3-inch  tee,  2.5  feet  above  ground. 
Elevation  of  reference  point — 24. 5.  from  U.  S.  G.  S.  topog.  by  S.  G.  V.  P.  A. 
Use — Not  used. 

Diameter  of  casing — 3  inches. 
Other  numbers  used— L.  A.  Co.  F.  C  D.  No,  100')A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Oct.  18 

4.0 
0.4 

+3.9 

+6,1 

+2  8 

0  4 

6  8 

1930— Cont. 
Oct.     1 

7,1 
2,5 

14 

0  9 
0,3 
5.9 

1931— Cont. 

July  24..._ 

Aug.    7 

Oct.     2 

10  7 

Dec.  31 

Dec.  24 

13.3 

1931— 
Jan.    14 

12  3 

1930— 
Feb.     5 

Nov.  12 

Dec.  24 

1932— 
Jan.   21 

11.6 
6  1 

Mar.27 

June  11... --, 

Mar.   3 

May  15 

July  12 

3.4 

Sept.  17 

Measurements  from  San  Gabriel  Valley  Protective  Association. 

C-942a-K-14,  UNITED  LOAN  AND  MORTGAGE  COMPANY.     MAP  5 

Location  and  description^!  50  feet  cast  of  Valley  View  Avenue  and  400  feet  north  of  Santa  Gertrudes 

Road,  southwest  of  Santa  Fe  Springs. 
Reference  point — Bottom  of  pump  base.  05  feet  above  ground. 
Elevation  of  reference  p>oint — 144.  from  aneroid  by  D.  W.  R 
Use — Domestic  and  irrigation. 
Depth  of  well— 800  feet. 
Diameter  of  casing — lb  inchcs. 
Other  numbers  used— L.  A  Co.  F.  C.  D.  No.  lt)78. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Aug.  17 

45  7 

55  1 
60  9 
59  2 
60.0 
58.9 

1930— 

April  21 

June  23                  .  . 

56  8 
59.5 
65.2 
63.2 

60  7 
65  1 
64.0 

1931— Cont. 
June  11 

Sept.  17 

65  8 

72.5 

1929— 

Sept.  30._.  

Oct.  28 

69.1 

Dec.  22          .      . 

Nov.   4 

71.5 

Aug.  17 

Sept.  25 

Oct.  29 -.- 

Dec.  17 

1931— 

Feb.  16 

April  13 

Dec.  22 

1932— 
Jan.   29 

66.5 
65.3 

May    4 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-948f-L-14,  J.  NEIGHBORS.     MAP  3 

Location  and  description — ^50  feet  west  of  Western  Avenue.  200  feet  south  of  Artesia  Avenue,  Buena 

Park. 
Reference  point^Top  of  casing.  0.2  feet  above  ground. 

Elevation  of  reference  point — 72,0,  from  levels  by  O.  Co.  F.  C.  D.  from  local  B.  M. 
Use— Not  used- 
Depth  of  well— 60  feet. 
Diameter  of  casing — 5  inches. 
Other  numbers  used— O.  Co  F.  C.  D.  No.  5P-5;  Location  No   10'52. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  {>. 

to  water 

surface,  feet 

1931— 
Jan.  14 

30.4 
27.3 
32.4 

1931— Cont. 
June    2-         - 

35.7 
41.2 
38.0 

1932— 
Jan.   11 

38.7 

Feb.  19  

July     1 

April   2 

Dec.    4     

Measurements  from  Orange  County  Flood  Control  District. 
18—93350 
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C-948n-L-14.  STANDARD  OIL  COMPANY  -NORTHAM  WELL  NO.  2.     MAP  3 

Location  and  dcscription^KiJ^  feet  south  of  Center  Street.  3400  feet  east  of  Miller  RoiJ  (Valley 

\'ictt  A\cnuc).  northwest  of  Buena  Park.     35  feet  south  of  boiler  house 
Reference  point  -Welded  plate  over  casing  for  air  lift.  1  foot  above  ground. 
Elevation  of  reference  point — 65.  from  U.  S.  G.  S.  topog.  by  S.  O.  Co. 
Use    -Industrial. 
Depth  of  well— 1049  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used— L  A.  Co,  F.  C.  D  No   1081B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P 

to  water 

surface,  feet 

1922— 
April    1 

+  13.0 

+4-3 
7.8 

1.2 

15.7 

1926— 

Feb.  10 

Aug.  12 

11  9 
22  9 

12  2 

7.7 
17.7 

1929— 
Mar.   5 

19  2 

1930— 

.Mar.  25 

Sept.  5. 

1924— 
Feb.    1          - 

1927— 
Feb.  13             -  . 

24.1 

Aug.  23 

34.9 

1925— 
Feb.    4          

1928- 
Feb.    7 

1931— 
Mar.  18 

30.0 

.\ug.    4 

Aug.    8       ..... 

Measurements  from  Standard  Oil  Company. 


C-949-M-14,  CENTRALIA  SCHOOL.     MAP  3 

Location  and  description — 1 100  feet  south  of  La  Palma  .Avenue.  100  feet  east  of  Hansen  Road,  south 

of  Buena  Park. 
Reference  point— Top  of  casing.  0.6  feet  above  ground. 

Elevation  of  reference  point— -^7.9.  from  levels  by  O.  C.  F.  C.  D.  from  local  B.  \i. 
Use—Domestic. 
Diameter  of  casing — 6  inches. 
Other  numbers  used— O  Co.  F.  C.  D.  No.  lP-21 ;  Location  No   1095. 


I 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
May  19 

13  8 

17  7 

18  6 
18  2 
15.8 

ia3i— 
Feb.  18... 

14.7 
16.7 
20.2 
20  6 
19  6 
17  3 

1932— 
Jan.   11 

15  7 

July  16 

May  29 

Sept.  11 

Oct.     2 

July    1 

Aug.  11 

Dec.  22 

Oct.     6 

Dec.    2 -.     . 

Measurements  from  Orange  County  Flood  Control  District. 


C-949C-M-14,  EDWARD  SEIDLITZ.     MAP  3 

Location  and  description — 1200  feet  west  of  Western  Avenue.  150  feet  south  of  Lincoln  Avenue. 

north  uf  Stanton. 
Reference  point— Top  of  ?i-inch  block  over  casing.  0.6  feet  above  ground. 
Elevation  of  reference  point — 70.9,  from  levels  by  O.  Co.  F.  C.  D.  from  local  B.  M. 
Use  -Domestic. 
Depth  of  well—  1 14  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used— O.  Co  F  C  D.  No   3P-37;  Location  No.  1096A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

towatCT 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
May  14 

20  2 
30  1 
33  7 
25  9 
21.6 

1931— 
Jan.  13 

22  2 

20  0 

21  4 
22.9 
25  8 

1931— Cont. 

.Vpt.    2 

Oct.     6 

Dec.    2 

1932— 
Jan.  11 

30.7 

June  13      

Feb.  18 

27.6 

Sept.  11 

Mar.   4       

23  5 

Not.  12  

Maj-  29 

Dec.  22 

June    2       

21  5 

MeasuremcDts  from  Orange  County  Flood  Control  District. 
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C-950a-M-14,  GEORGE  McNEIL.     MAP  3 

Location  and  description — -1200  feet  cast  of  Hansen  RoaJ,  900  feet  south  of  Orang-jthorpc  Avenue, 

southwest  of  Buena  Park- 
Reference  point — Top  edge  of  I|2-inch  outlet  hole  in  east  side  of  pump  head.  0,3  feet  above  concrete 

U  feet  above  ground. 
Elevation  of  reference  point — 70  3.  estimate  bv  -    G.  V.  P.  A. 
Use^lrrifiation 
Depth  of  well— 48";  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used — Hoy  No.  43;  Location  ^-lo.  1094. 


Date 

DLst,.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Nov    9 

37.8 
26.4 

25,8 
47  9 
58.0 
49.8 
39.6 

1930- 
Jan.   15. 

Mar.27.... 

May  15       

35-4 
31.2 
37.4 
49  9 
62  5 
64,3 
58  5 
43.2 

1931— 
Jan.  13.-- 

36  9 

Dec.  17 

Feb.  10 

Mar.  10 

April  21    -   . 

34.8 
38  5 

1929 

June  25 

63  0 

April  15 

July  29          

May    6- --. 

46  9 

AuB.  28 

Oct.  14       

June  10 

Aug.    7-- - 

Oct.     2 

62  4 

Aug   15 

73  5 

Oct    18 

Dec.    9 

60  5 

Dec.  18 

Nov.  13.. 

Dec.  11- 

1932— 
Jan.     5 

53  5 

45  1 
42  1 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-950d-M-13,  C.  E.  GOTTERBA.     MAP  3 

Location  and  description — -0.2  miles  east  of  Walker  Street,  650  feet  north  of  Lincoln  Avenue.  Cypress. 
Reference  point— Top  of  wood  clamp  around  4-inch  pipe.  0  5  feet  above  top  of  concrete  curb.  1  b  feet 

above  ground,  to  and  including  June  6,  1929;  then,  top  of  flange  on  casing.  0-2  feet  b.;Iow  top  of 

concrete  curb,  to  and  including  October  1,  1930;  then,  top  of  1-inch  tee  over  well,  0.4  feet  above 

concrete  curb. 
Elevation  of  reference  point— 51.  to  and  including  June  6.  1929;  then.  50.3  to  and  including  October 

1.  1930.  then.  50  9;  estimate  by  D.  W.  R. 
Use — Irrigation, 
Depth  of  well— 600  feet. 
Other  numbsrs  used — Location  No.  1066C. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
May    4 

June  20 

11  1 

19,9 
26  3 
19,7 
13,8 

1930— 

Feb.  13 

Mar.  27 

8  9 
8  5 
12,6 
19,8 
26,8 
20.1 
11.7 

1931- 

Jan.    13 

Feb.  10 

Mar.  24 

May  13 

Oct.   13 --- 

11  7 
10  2 

Aug.  29 

.May  15 

15,3 

Oct.  30 

June  25 

16  0 

Dec.  18 -  .. 

Aug.  28 -- 

20,4 

Oct.     1 

Nov.30 

15  2 

Dec.    9 

Me^urements  from  San  Gabriel  Valley  Protective  Association. 
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C-950e-M-I3,  MAUDE  IBBETSON.     MAP  3 

Location  and  description — 30  feet  west  of  Walker  Street,  10  feet  south  of  La  Palma  Avenue,  north 

of  Cyprcs-s. 
Reference  point— Top  of  cap  screw  hole  in  flange  at  pump  head.  1  foot  above  bottom  of  pump  base  on 

beams,  1.2  feet  above  ground,  lo  and  including  June  28.  1*529;  then,  top  of  pump  base  plate.  0.9 

feet  bi-Iow  old  reference  point. 
Elevation  of  reference  point — 49.2,  to  and  including  June  28,   1920;  then.  48.3;  estimate  by  S.  G. 

V.  P.  A. 
Use — I  rriftation. 
Depth  of  well— 909  feet. 
Other  numbers  used — Location  No.  1065. 


Dale 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUl.  R.  P. 

to  water 

surface,  feet 

192»- 

May    3 

1.6 
14  !) 
21.2 
16.0 

11  3 

5.2 
9.5 

1930— Cont. 
June  25     .  . 

14  5 
23  5 
19.7 

13.6 
11  4 

19,2 

1031— Coat. 
June  23.     _ 

23.0 

Sept.  16 

Nov.  25 

1931— 
Jan.  13 

.Sept.   4 . 

Nov.  13  . 

29.9 

Sept  18 

24  9 

Nov.  13 

Dec.  23 

18.2 

1930— 

1932— 
Jan.  21 

Jan.  15 

Feb.  24      

IS  4 

Mar.  17          -  - 

May  27 

May  15  

Measurements  from  San  Gabriel  Valley  Protective  Association. 

C-950n-M-14,  A.  G.  RANDALL.     MAP  3 

Location  and  description — 75  feet  north  of  Lincoln  Avenue,  25  feet  west  of  Holder  Street,  east  of 

Cypress. 
Reference  point — Top  of  casing.  0.5  feet  above  ground. 

Elevation  of  reference  point— 64  2.  from  levels  by  O.  Co.  F.  C  D.  from  local  B.  M. 
Use- — Irris^tion. 
Depth  of  well— h:>00  feet. 
Diameter  of  casing  — 14  inches. 
Other  numbers  used— O.  Co.  F.  C.  D.  No.  3P-38;  Location  No.  1086A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feel 

1930- 
May  14 

31  3 
48  « 

52  1 

53  9 
36  7 

1931— 
Jan.  30 

32  1 
31  0 

35  li 
4l>  1 
62  2 

1931— Cont. 
July     1 

62  4 

June  13 

Feb.  18 

Sept.  2          ... 

63  0 

July  12          

Mar.  12 

Nov.   3 

54  9 

Oct.     2 

May  29 

June    2 

Dec.    2 

42  4 

Dec.  22 

1932— 
Jan.    11 - - 

37.3 

Measurements  from  Orange  County  Flood  Control  District. 

C-950p-L-14,  B.  J.  HINDS.     MAP  3 

Location  and  description — 0.37  miles  west  of  Hansen  Road.  0.13  miles  cast  of  Holder  Street  extended, 

17')  feet  north  of  Orangcthorpe  .Avenue,  southwest  of  Buena  Park. 
Reference  point— Top  of  casing.  0.7  feet  above  ground. 

Elevation  of  reference  point — b3.1,  from  levels  by  O.  Co.  F.  C.  D.  from  local  B.  M.  ^ 

Use— Domestic.  I 

Depth  of  well— 180  feet  f 

Diameter  of  casing — 4  inches. 
Other  numbers  used— O.  Co.  F.  C.  D.  No.  3P-17;  Location  No.  I084E. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DLst.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 
M»y    0 

21.2 
27.0 
35.6 
40.0 
34.9 

1931- 
Jan.   13 

23.8 
20  3 
29  2 
31  9 
47.7 

1931— Cont. 
Oct.    6 

40.1 

Feb.  18 

Nov.  3     

38.1 

July  12 

May    6 

Dec.    4 -- 

29  9 

Sept.  10          

June  12  

1932— 
Jan.  11 

Nov.  3 

Aug.  U 

24-6 

MeaBUremento  from  Orange  County  Flood  Control  District* 
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C-957-H-11,  CALIFORNIA  WATER  SERVICE  COMPANY.     BELVEDERE  NO.  3.     MAP  2 

Location  and  description — 300  feet  soulh  uf  Brooklyn  Avenue,  50  feel,  east  of  Rowan  Avenue,  west 

of  Montchcllo. 
Reference  point — -Concrete  floor  of  pump  house,  at  ground. 
Elevation  of  reference  point — 303.0,  from  levels  by  owner. 
Use — [>3mcstic  and  irrigation. 
Depth  of  well— 420  feet. 
Diameter  of  casing^ll  inches. 
Other  numbers  used— D  W.  R,  Bulletins  5  and  6.  No.  957-A-5;  L.  A.  Co.  F.  C.  D.  No.  281  5. 


Date 

Dist.R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 

Aug.  31 

Sept.  30 

Oct    31 

84,0 
83,3 
69.6 
71.5 
83.3 

1930— 

Jan.  31 

Mar.31 

May  31 

84.0 
84,0 
85  5 
87,0 
85.0 

1931— 

85.0 

Feb.  28 

84.0 

Mar.31  . 

86.0 

Nov.    1 

Sept.  30 

May  31 

85.0 

Dec  31 

Nov.30 

July  31  . 

87.0 

Sept.  30 

86  0 

Dec.  31 

1932— 
Jan.  31 

84.5 
85.5 

Feb.  29 

85.0 

Measurements  from  owner. 


C-958-I-11,  CALIFORNIA  WATER  SERVICE  COMPANY,  BELVEDERE  NO.   1.     MAP  2 

Location  and  description — 70  feet  north  of  Whittier  Boulevard,  200  feet  east  of  Eastman  Street 

(Laguna  Street),  west  of  Montebello.     West  one  of  v^o  wells. 
Reference  point — Floor  of  pump  house,  at  Kround. 
Elevation  of  reference  point — ll'i.X,  from  levels  by  owner. 
Use — Irrigation  and  domestic. 
Depth  of  well — \7'o  feet. 
Diameter  of  casing — 18  inches. 
Other  numbers  used— D.  W.  R.  Bulletins  5  and  6.  No.  958-B-6;  L.  A.  Co.  F.  C,  D.  No.  2817. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Aug.  31. 

121.0 
120.2 
130,5 
132.0 
130.0 

1930— 
Feb.  28 

128.0 
130,0 
135.0 
133.0 
133,0 

1931— 
Feb.  18 

133.0 

Sept.   1 

132.0 

Nov.    1 

Aug.  31 

Oct.  31 - 

Nov.31 

136.0 

Nov.30 

Dec.  31. 

Aug.  31 

Oct.  31 

Dec.  31 

1932— 

Jan.  31 

Feb.  29 

135.0 
136  0 

134.0 

134,0 
134.0 

Measurements  from  owner. 
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C-960-I-n,  CALIFORNIA  WATER  SERVICE  COMPANY,  BELVEDERE  NO.  14.     MAP  2 


Location  and  description     70  feet  west  of  Brannick  Street.  30  feet  south  of  Telegraph  Road,  west 

Monicbello, 
Reference  point  -Floor  of  pump  house,  at  ground. 
Elevation  of  reference  point — ^192.9,  from  levels  by  owner. 
Use —Domestic  and  irrigation. 
Depth  of  well      10b  feet 
Diameter  of  casing      lt>  inches 
Other  nurtib^rs  used— D   W   R   Bulletins  5  anJ  6,  No  QJO-B-6;  L.  A  Cxy  F  C  D  No   2828. 


of 


Date 

Dist.  U.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

siirface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929- 
Aug.  31 -, 

104  0 
104  .3 
122  0 
108  3 
108.0 

104.0 
106  0 

1930~Cont. 

Mur.31 

Mav  31   

104  0 

108  0 
112  0 
lU.O 

109  0 

108  0 

110  0 

1931— Cont. 
April  30 

109  0 

111  0 

Oct.  31 

Sept.  30 

Aug.  31       

114  0 

Nov.    1 

Oct.  31 

Dec.  31 

1931— 
Feb.  28 

Oct.  31 

113  5 

Dec.  31 

1930- 
Jan.  31   . 

Dec.  31 

1932— 
Jan.  31 

III  0 
111.0 

Feb.  28 

Mar.  31 

Feb.  29 

107.0 

Measurements  from  owner. 


C-961-I- 


CALIFORNIA  WATER  SERVICE  COMPANY,  BELVEDERE  NO.  6.     MAP  2 


Location  and  description — 75  feet  cast  of  John  Street.  150  feet  north  of  Whiiticr  Boulevard,  west 

of  Montebello. 
Reference  p>oint^Floor  of  pump  house,  at  ground. 
Elevation  of  reference  point— 197.1.  from  levels  by  owner. 
Use — Domestic  and  irrigaiicjn 
Depth  of  well— 410  feet. 
Diameter  of  casing— 12  inches 
Oth;r  numbers  U32i— D  W   R   Buileti  is  5  and  6.  No  9bl-B-b.  L   A   Co,  F  C   D,  No.  2837. 


Dist.  R.  P. 

DUt.  R.  P. 

Dist.  R.  P. 

Date 

to  water 

Date 

tc  water 

Date 

to  water 

surface,  feet 

surfait .  fpi  ■ 

surface,  feet 

1929- 

1930- 

1931— 

Aug.31 

95  6 

Jan.  31 

103  2 

Feb.  28. ... 

107  5 

Scpt.30 . 

94.3 

Feb.  38 . 

99  0 

May  31 

1100 

Oct.  31 

95  f. 

Mar.  31 

102  6 

Scpt.30 -.. 

112  0 

Dec.  31..-- 

102  3 

May  31 

1  II)  .i 

Oct.  31 

113  5 

Oct.  31 

112  0 

Dec.  31 

108  0 

Dec.  31 

109  0 

1932— 
■Ian.   31 - 

no. 

Feb.  29 

107.5 

Measurements  from  owner. 
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C-962-I-11,  CALIFORNIA  WATER  SERVICE  COMPANY,  BELVEDERE  NO.  7.     MAP  2 

Location  and  description — 125  feet  east  of  La  Vcrnc  Avenue,  175  feet  north  of  Whittier  Boulevard. 

west  of  MontebcUo, 
Reference  point — Floor  of  pump  house,  at  ground. 
Elevation  of  reference  point — 1*^  0.  from  levels  by  owner. 
Use — Domestic  and  irrigation. 
Depth  of  well— 407  feet. 
Diameter  of  casing — 14  inches. 
Other  numbers  used— D.  W.  R.  Bulhtins  5  and  6.  No.  Q62-B-6;  L.  A,  Co.  F.  C.  D.  No.  2837A. 


Date 

Dist.  R.P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Aug.  31 

Sept.  30 

104.6 
102  3 
102.3 
106  2 

104  3 
101.6 
104.0 

1930— Cont. 
June  30 

108  0 
112  8 
112  0 

109  0 

108.0 
104  5 
109.8 

1931— Cont. 
April  30 

109.0 

Aug.  31 

May  31 

Aug.  31.... 

Sept.  30 -- 

Oct.  31. -- 

110.0 

Oct.  31 

Oct.  31 

117  0 

Dec.  31 

Dec.  31 

1931— 

Jan.  31.... 

Feb.  28 

111.7 

118.0 

mo- 
Jan.  31 

Nov.  30 

Dec.  31 

114.0 
111.5 

Mar.  31       ... 

April  30 

Mar.31 

Measurements  from  owner. 


C-962C-I-U,  CALIFORNIA  WATER  SERVICE  COMPANY,  BELVEDERE  NO.  17.     MAP  2 

Location  and  description — 30  feet  north  of  Whittier  Boulevard,  120  feet  east  of  Gerhart  Street,  west 

of  Montebello. 
Reference  point — Top  of  concrete  floor  at  ground. 
Elevation  of  reference  point— 191.7  from  levels  by  owner. 
Use— Domestic  and  irrigation. 
Other  numbers  used— L   A  Co  F.  C.  D.  No   2858. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Aug.  31  ... 

92.0 
90.0 
93.0 

88.0 
90  0 
89.0 

1930— Cont. 
April  30 

90.0 
93.0 
95.0 
93.0 

93.0 
94.0 

1931— Cont. 
April  30  . 

93  5 

Oct.  31 

Dec.  31 

1930— 

Jan.  31.-.. 

Feb.  28 

Mar.31 

June  30 

Oct.  31 

Dec.  31.. 

1931— 

Feb.  28 

Mar.31 

May  31 

July  31 

Nov.30 -.-. 

1932— 

.Ian.  31 

Feb.  29.... 

94  5 
98.0 
98.0 

97.5 
96  5 

Measurements  from  owner. 
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C-%3-1-11,  CALIFORNIA  WATER  SERVICE  COMPANY,  BELVEDERE  NO.  15.     MAP  2 

Location  and  description — 150  feet  north  of  Fourth  Street,  100  fset  west  of  Amelia  Avenue.  200  feet 

east  of  Atlantic  lioulcvard.  wrst  of  Montebcllo, 
Reference  point —F-'Uxir  of  pump  house,  at  sround. 
Elevation  of  reference  point — 228.4,  fronri  levels  by  owner. 
Use — Domestic  and  irrigation. 
Depth  of  well— 375  feet 
Diameter  of  casing — \b  inches 
Other  numbers  used— D,  W.  R   BulLlins  5  and  6.  No  %3-B-6:  L.  A.  Co.  F.  C.  D.  No.  284b 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  P.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Aug.  31. 

146  3 
143,2 
145.0 

145  0 

125  0 
131  8 
137,9 
149  5 

147  2 

1031— 

Jan.  31.. 

Feb.  28 

151  8 
147  2 
151,8 
151  8 
137  9 
140  3 
147  9 
137.9 

1932- 

Jan.  31 - 

Feb.  29 

137  9 
137.0 

Nov     1 

Mar.  31 

May  31 

1930— 
J»n.  31           

July  31 

Si!pt.30 - 

Oct.  31 

Dec.  31 

Feb.  28 

Mar.  31          

May  31 

Sept.  30          

Nov.30 

Measurements  from  ovner. 

C-963e-H-12,  SOUTHERN  CALIFORNIA  EDISON  COMPANY.  LTD.     MAP  2 

Location  and  description— 250  feet  west  of  GarfieJJ  Boule\ard.  1.3  miles  south  of  Garvey  Avenue. 

at  Newm  irk  substation  of  South;:rn  California  EJison  Co.,  Monterey  Park. 
Reference  point  —Cadvct,  at  ground. 

Elevation  of  reference  point — 370.  from  aneroid,  by  D   \V.  R, 
Use^Not  used. 
Depth  of  well— 300  feet 
Diameter  of  casing — lb  inches. 
Other  numbers  used— L.  A.  Co.  F  C  D.  No.  2875. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
July  15 

17.0 

1930— 

April  24 

Nov.26. .- 

14  8 
19,2 

1931— 

April20 

May  20 

Nov.  30          .... 

10  5 
152 
20.7 

Measurements  from  Los  Angeles  County  Flood  Control  District. 

C-964e-I-II,  CALIFORNIA  WATER  SERVICE  COMPANY,  BELVEDERE  NO.  18.     MAP  2 

Location  and  description  —50  feet  east  of  Gjrhart  Street  extended,  50  feet  south  of  Beverly  Boulc- 

\ard,  west  of  Montcbello, 
Reference  point — lop  of  concrete  floor,  at  pump  base. 
Elevation  of  reference  point — 235.9,  from  levels  by  owner. 
Use— I^omeslic  and  irriKation. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  2857A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DLst.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Nov.  30 

130  0 
130.0 

127.3 
129  3 
132  5 
137,8 
139.0 
134.0 

l'.)31  — 

Feb.  28 

ApriUO 

133,0 
13«  5 
141.0 
146  2 
140.4 

1932- 

Jan.  31 

Feb.  29 

137,5 

Deo.  31 

135.2 

1930— 

Feb.  28 

Nov.  30  .   . 

April  30 

June  30 

Aug.  31 

Oct.  31 

Dec.  31 

Measurements  from  owner. 
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C-965-I-11,  CALIFORNIA  WATER  SERVICE  COMPANY,  BELVEDERE  NO.   10.     MAP  2 

Location  and  description — 75  feet  souch  of  Washington  Boulevard,  125  feet  west  of  Ayers  Avenue, 

west  of  Monte5cl!o. 
Reference  point^Floor  of  pump  house,  at  ground. 
Elevation  of  reference  p)oint— 160.4.  from  levels  by  owner. 
Use— Domestic  and  irrigation. 
Depth  of  well — c^3  feet. 
Diameter  of  casing — ^14  inches. 
Other  numbers  used— D  W.  R.  Bulletins  5  and  6.  No.  965-B-6;  L.  A.  Co  F.  C.  D  No.  2829. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929- 
Nov.  30 

65,8 
65.0 

62,8 
62  2 
62  5 
66.0 
69,8 

1930— Cont. 
Aug.  31 

71,3 
70  8 
71,0 
67,5 

65.5 
69.0 

1931— Cont. 
June  30 

72,3 

Dec.  31 

Sept.  30 -. 

AuR.  31 - 

Sept.  30 

75,7 

Oct.  31- 

Dec.  31 

74  3 

1930— 

Nov.  30 

1932— 
Jan.  31  . 

71,0 

Jan.     1 

1931— 
Feb.  28     -- 

Feb.  28 

Mar.  31 

69.0 

May  31 

April  30 

Feb.  29 

67.8 

July  31 -- 

Measurements  from  owner. 

C-966-I-n,  CALIFORNIA  WATER  SERVICE  COMPANY,  BELVEDERE  NO.   13.     MAP  2 

Location  and  description — 250  feet  south  of  Washington  Boulevard.  600  feet  east  of  Atlantic  Boule- 
vard, west  of  MonLcbello. 
Reference  point^  Floor  of  pump  house,  at  ground. 
Elevation  of  reference  point — 145.7,  from  levels  by  owner. 
Use — Domestic  and  irrigation. 
Depth  of  well— 81  5  feet. 
Diameter  of  casing — 14  inches. 
Other  numbers  used— D  W.  R.  Bulletins  5  acd  6.  No.  966-B-6;  L.  A.  Co  F  C.  D.  No.  2839. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Aug.  31 

64.0 
70.0 
65.0 
59.0 

55  0 
53,0 
58  5 
63.0 

1930— Cont. 

Aug.  31 

Sept.  30 

78.0 
68,0 
75,0 
72  0 

60,0 
65.0 
63.0 

1931— Cont. 
May  31 

67.0 

Oct.  31 

Aug.  31 

76.0 

Not.    1 

Oct.  31 

Oct.  31 

74.0 

Dec.  31. 

Dec.  31 

68.0 

1931— 

Jan.  31 

Mar.31 

Dec.  31 

65.0 

1930— 
Jan.   31 

1932— 

Jan.  31 

Feb.  29 

Mar.  31. 

64  0 

April  30 

62  0 

June  30. 

Measurements  from  owner. 


C-%6a-I-ll,  SOUTHERN  CALIFORNIA  EDISON  COMPANY,  LTD.     MAP  2 

Log  Available 

Location  and  description — 185  feet  south  of  26th  Street.  400  feet  east  of  Atlantic  Boulevard. 

A,  T.  &  S.  F.  Ry  .  crossing,  cast  of  Maywood     Open  casing  under  tank. 
Reference  point — Top  of  casing  at  top  of  concrete  block.  0.7  feet  above  ground. 
Elevation  of  reference  point— 148.  from  U.  S.  G.  S.  topog.  by  L.  A  Co.  F.  C.  D. 
Use — Domest  ic . 
Depth  of  well— 277  feet. 
Diameter  of  casing— 12  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No    1  520. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
July    2 

38.2 

1930— 

Jan.   18 

April  22 

38  5 
39,6 
42,4 

1911— 
April  18 

44  0 

May  13 

38  2 

Nov.  24 

Dec.  16 

45  4 

Measurements  from  Los  Angeles  County  Flood  Control  District. 
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C-968-K-15,  W.  P.  ESPOLT.     MAP  5  ( 

»  ■ 
Location  and  description — 100  feet  south  of  Whittier  Boulevard,  and  100  feet  cast  of  Walnut  Avenu^ 

La  Hahra. 
Reference  point — Top  of  casing.  1.3  feet  above  ground. 

Elevation  of  reference  point — 350.9,  from  levels  by  State  Div.  E.  and  I.  ;; 

Use  —Not  used  ; 

Depth  of  well  -  1  ^O  fett  ■ 

Diameter  of  casing— 7  inches  * 

Other  numbers  used-Siatc  Div  i'.   and  I    No.  41.  Corona  Quad  .  D,  W.  R.  Bulletin  5.  No  968.F-8;f 

I-ocaLion  No.  174feA. 


Date 

Disl.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1927— 
Oct    18 

•68  6 

■69.9 

1930— 
Mar.  24 

70  2 

69  8 
70.0 
69  9 

1931— 
Jan.  30 

70  2 

May  26 

70.0 

1928 

Oct.   13 

July  17  

69  5 

Dec.  13 

Dec.  20 

Sc[)t.  30 

66.0 

Oct.  20 

68.9 

Nov.20 

68.2 

a  Measurement  from  Division  of  Water  Resources. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 

C-969-K-16.  R.  E.  HODSON.     MAP  5  1 

Location  and  description^ — 500  feet  north  of  Central  Avenue,  175  feet  east  of  Palm  Street,  east  of 

La  Habra. 
Reference  point^Top  of  cement,  at  ground. 

Elevation  of  reference  point — 384  4,  from  levels  by  State  Div.  E.  and  I. 
Use— Not  used. 
Depth  of  well— 200  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used — State  Div  E.  and  I.  No.  32.  Corona  Quad  ;  Location  No.  1776. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

D  St.  R.  P. 

to  water 

surface,  feel 

1922— 

■'79.5 

"104.0 

92  8 

1930— 

Mar.24 

April  10           

91  7 
85.5 
92.8 
93.7 
93  1 

1931— 

Jan.  30 

.Mar.30 

99  7 

101  7 

1927— 

Sept.  13 ._.. 

Oct.    13 

May  26     

108  5 

Oct.  21         

July  17 -.-. 

9S.1 

Dec.  20. 

Sept.30           

97  4 

1928— 

Oct.  20 

90.0 

Dec.  13 

Nov.  20           

99.7 

» Measurement  from  Division  of  Water  Resources. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 


C-971-K-16»  J.  D.  SEIVER. 


MAP  5 

ilcs  south  of  P. 


E.  Ry..  cast  of 


Location  and  description — 100  feet  east  of  Palm  Street  and  0.2 

La  Habra. 

Reference  point — Top  of  clamp.  1 .4  feet  above  ground. 
Elevation  of  reference  point — 308.3,  from  levels  by  Slate  Div.  E.  and  I. 
Use^Oomc-st  ic. 
Diameter  of  casing — 7  inches 
Other  numbers  used— D.  W.  R.  Bulletin  5.  No  971-G-8;  State  Div.  E.  and  I.  No  31.  Corona  Quad.; 

Location  No   1778. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P, 

to  water 

surface,  feet 

1928— 
Dec.  13 -- 

21  8 

1930— 
April  11 

19  5 
26.0 
24  0 
24  2 

1931— 
Jan.  30 

24.0 

Sept.  12 

Oct.    13 

Dec.  20 

Mar.30 

25.1 

May  26       

24.6 

July   17 

28  7 

Sept.  30 

25  3 

Nov.20 

25.9 

Meaaurcmenta  from  Orange  County  Flood  Control  District. 


L 


SOUTH    COASTAL    BASIN    INVESTIGATION 


283 


C-973b-L-l6,  MRS.  TOMBS.     MAP  3 

Location  and  description — 250  feet  north  of  Madison  Avenue,  extended  250  feet  west  of  Placcntia 

Avenue,  north  of  Placentia. 
Reference  point— Bottom  edge  of  pump  base  on  concrete.  0.2  feet  above  ground. 
Elevation  of  reference  point — 24^.  estimate  by  S.  G.  V.  P.  A. 
Use — Irrigation  and  domestic. 
Depth  of  well— 200  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used — Location  No    15621. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Nov.    1 

85  0 

1930— 

.Ian.    16... 

April  28 

87  9 

88  4 

89  1 
89,8 

July  29 

Nov.    3 

Measurements  from  Sin  Gabriel  Valley  Protective  Association. 


C-974g-L-16,  MRS.  S.  MATTER.     MAP  3 

Location  and  description — 65  feet  south  of  Dorothy  Lane.  200  feet  west  of  Raymond  Avenue.  2800 

feet  north  of  Chapman  Avenue.  Fullerton. 
Reference  point — Top  of  casing  and  concrete.  0  5  feet  above  ground. 
Elevation  of  reference  point — 260,  estimate  by  S.  G.  V.  P.  A. 
Use — Not  u-scd 

Diameter  of  casing — 5  inches. 
Other  numbers  used — Location  No,  1 191 . 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Nov.    5 

116  2 
116  6 

1930— 

April  28 

122.0 
123.4 
124  4 
125.3 

Dec.  14 

Julv  29 

Sept.    3... 

Oct.   28 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-974  l-M-16,  ANAHEIM  UNION  WATER  COMPANY,  CROWTHER  NO.   L     MAP  3 

Log  Available 

Location  and  description — 50  feet  south  of  Orangcthrope  Avenue,  50  feet  west  of  Placentia  Avenue. 

northeast  of  Anaheim. 
Reference  point — -Top  of  casing.  0,0  feet  above  ground. 
Elevation  of  reference  point — 197.8,  from  levels  by  Hoy. 
Use — Not  used. 
Depth  of  well — 408  feet. 
Diameter  of  casing — 16  inches 
Other  numbers  used — State  Div.  E.  and  I.  No.  244a,  Corona  Quad.;  Location  No.  15614C. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1926— 
Jan 

135.0 
120.0 
127  0 
131  2 

1927— 
Mar.    1 

124.2 
111,4 
126 
125 

1928— 
.April  18 

115  0 

May    7 

Mav  14 

Aug.  26 

Nov.  12.. 

Aug.  14          -  . 

"136. 0 

July  19 

Nov.  15 

"1.30  5 

Sept.  30 

1929- 
Fcb.     I          

•130 

"  Measurement  from  Orange  County  Flood  Control  District. 
Measurements  from  Hoy  except  as  noted. 
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C-974m-L-lb.  FULLERTON  UNION  HIGH  SCHOOL.     MAP  3 

Location  and  description— 040  fctt  north  of  Chapman  Avenue  and  100  feel  wesi  of  Harvard  Avenue, 

Fullerton. 
Reference  point— Air  Kauge  1-4  feet  above  concrete  floor  and  ground. 
Elevation  of  reference  point  —180.  from  aneroid  by  D.  W.  R. 
Use — rX:>i'ncstic. 
Depth  of  well— 500  feet. 
Diameter  of  casing — 12  inclics. 
Other  numbers  used— O,  Co.  F.  C.  D.  No.  5P-45;  Location  No.  11 8213. 


t 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1926— 
Nov.  27 

119.0 

120.0 

113.0 
109  0 
119.0 

1929— 

135.0 
140,0 

138.0 

137.0 

140.0 

153 

148 

149 

1931— 
Jan.     1 

147  0 

Dec.  29          

Feb.     1 .- 

145.0 

1930— 
Mar.  17 

April   7 

April    1 

148  0 

Dec    19 

152.0 

156  0 

1928    ■ 

Oct.     1 

158.0 

April  14  

Nov.    1 

1932— 
Mar.    1 

161.0 

July    9 - 

Aug.    1 

Oct.     2 

Dec     1 

Dec.  29     

148  0 

Measurements  by  owner  and  obtained  from  Orange  County  Flood  Control  District. 


C-974n-M-16,  ANAHEIM  UNION  WATER  COMPANY— CROWTHER  NO.  5.     MAP  3 

Log  Available 

Location  and  description — 100  feet  west  of  Placcntia  Avenue.  55  feet  south  of  Orangcthorpc  Avenue, 

northeast  of  Anaheim,     10  feet  east  of  pump  house. 
Reference  point — Top  of  casing.  0.9  feet  above  ground. 

Elevation  of  reference  point — 197.3,  from  levels  by  O.  Co.  F.  C.  D.  from  local  B.  M. 
Use — N'lunicipal 
Depth  of  well— 510  feet. 
Diameter  of  casing— 20  inches 
Other  numbeis  used— O.  Co  F.  C.  D.  No   3P-2;  Location  No    15bl4D 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

DUt.R.  P. 

to  water 

surface,  feet 

1930— 
Feb.     1 

148. 1 
146.3 
159.9 
157.9 

1931— 

Jan.  27 

Feb.  26 

May    6. 

156.3 
155  2 
157,4 
159.0 
167  5 

1932— 
Jan.     4     .     . 

164.7 

May    7 

Sept.  17 

Dee.  18 

Nov.20 

Measurements  from  Orange  County  Flood  Control  District. 
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C-975a-L-15.  ALPHONSE  HILTSCHER.     MAP  3 

Location  and  description — 90  feet  east  of  Euclid  Avenue  and  140  feet  north  of  Orangcthorpc  Avenue, 

north  of  Anaheim. 
Reference  point^Ca)  Top  of  tin  cover  over  casing,  0.6  feet  above  ground;  (b)  Edge  of  concrete,  at 

ground;  (c)  Top  of  2"  x  3"  on  top  of  casing. 
Elevation  of  reference  point — (a)  134,0.  (b)  133.7;  (c)  133.4;  from  levels  by  O.  Co.  F.  C.  D.  from 

local  B.  M. 
Use — Domestic. 
Depth  of  well — 113  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used— O.  Co.  F.  C.  D.  No.  3P-22:  Location  No.  1 1  54. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 

July  28 

Nov.  23 

"180.7 
'■164.3 

•■173.6 
■>183.9 
•■188.1 
•■188.9 
•■186.7 

1930— 

Feb.   18 

May  20 - - 

•■179  4 
■"'82.9 
•■190.1 
■■196.0 
•194.3 
•■191.6 
•■190.2 

1931— 

Jan.  21 

Feb.  25 

Mar.  24 

'■■189.0 
''■187.8 

Deo.  13 

June  14 

Aug.  30 

Oct.     3 

Nov.  28 

Dec.  11 

|>^190  6 

May  12 

''■191.3 

Mag- 

June  12 

'"196  3 

April  15         

July  10 

<■  ■'100.3 

June  29 

Sept.  18 

"'■'103  1 

Aug.  22 

Nov.  10 

"•100. 3 

Sept.  13 

1932— 
Jan.  19 

Nov.  30         

"•94.9 

*  Reference  point  (a)  used. 

*»  Reference  point  (b)  \ised. 

"  Reference  point  (c)  used. 

■^  Measurement  from  San  Gabriel  Valley  Protective  Association. 

"  Measurement  from  Orange  County  Flood  Control  District. 


C-97Sb-L-15,  C.  G.  COGGESHALL.     MAP  3 

Location  and  description — 500  feet  west  of  Spadra  Road  and  100  feet  north  of  Orangethorpe  Avenue, 

north  of  Anaheim. 
Reference  point — Top  of  casing.  2  feet  above  ground,  to  and  including  April  26,  1930;  then,  top  of 

2-inch  block,  2.2  feet  above  ground. 
Elevation  ot  reference  point — 150.9,  to  and  including  April  26,   1930;  then,   151.1;  from  levels  by 

O.  Co.  F.  C.  D.  from  local  B.  M. 
Use — Domest  ic . 
Diameter  of  casing — 7  inches. 
Other  numbers  used— O.  Co.  F.  C,  D.  No.  3P-8:  Location  No.  11 74. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Nov.    6 

"58  1 
•59  1 

1930— 
Jan.   15 

April  26 

•61.5 
•62.2 
62.4 
77  4 
(13.3 
63.7 

1931— 
Jan.  23 

63  8 

April  16 

64.1 

1929— 

May  21 

May    6 

64  2 

April  22 - 

July  10 

.Aug.  14 

Nov.  10 

1932— 
Jan.  19 

66.6 

Oct.     8 

67.6 

Dec.  27 

65.5 

66.6 

*  Measurement  from  San  Gabriel  Valley  Protective  Association. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 
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C-97Sh-M-16.  S.  M.  CARPP.     MAP  3 

Location  and  description — ^180  feet  west  of  Raymond  Avenu;,  1700  feet  north  of  Norton  Street  (La 

Piilma  Avenue),  north  of  Anaheim 
Reference  point^  fop  of  ouilet  hole  in  pump  head,  0.5  feet  above  ground. 
Elevation  of  reference  point — 171,  estimate  by  S.  G.  V.  P.  A. 
Use — Irrigation, 
Depth  of  weU~378  feet 
Diameter  of  casing— lt»  inches. 
Other  numbers  used — Location  No.  1 194B, 


Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  K.  1'. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surfa«e,  feet 

1928— 
Sept.29  

116  7 
112.1 

111.7 

1930— 

Jan.    15 

April  28 

124  4 
126  8 
132  7 
137  2 

1931— 

Jan.  23 

Feb.    6 

130  9 

Dec.  17 

130.4 

July  28 

1929— 
April  15 

Oct.  28 

Measurements  from  San  Gabriel  Valley  Protective  Association. 

C-975  l-L-15,  PAUL  NICOLAS.     MAP  3 

Location  and  description  —  340  feet  we^t  of  Nicholas  .Avenue  (Euclid  Avenue).  0.6  miles  north  of 

Orangcthorpc  Avenue,  370  feet  south  of  A.  T.  &i  S.  F.  Ry.,  Fullcrton. 
Reference  point — "Fop  of  casing,  at  ground. 
Elevation  of  reference  point— 139.  estimate  by  S.  G.  V.  P.  A. 
Use — Irrigation  and  domestic. 
Depth  of  well— 240  feet 
Other  numbers  used— Location  No,  n53A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
May    4 

70  4 
79.3 
82.5 
88.3 
83.4 
82.5 

1930— 
Jan.     3 

80  3 

75  3 
74  7 

76  3 
87  4 
90  4 
99.0 
91.4 
84.3 

1931— 

Feb.  25 -. 

Mar.24 

.May  15 

81  4 

June  29 

Feb.  18 

Mar.22..._ 

May    6 

June  28 

84  7 

85  6 

Aug.  29  

Aug.    7 

Sept.  18 

Nov.  13... 

Dec.  23 

1932— 
Jan.  29 

97  1 

Sept.  26 

101  0 

Nov.  3D 

Oct.     3       . 

98  9 

Oct.  31.. 

90  2 

Nov.  13       

Dec.  11 

8S.1 

Measaremsots  from  Sio  Gabriel  Valley  Protective  Association. 


C-975n-L-16,  EDWARD  SELLS.     MAP  3 

Log  Available 

Location  and  description — 200  feet  north  of  Orangcthorpc  Avenue,  3  50  feet  east  of  A.  T.  &  S  F.  Ry.. 

north  of  Anaheim, 
Reference  point — Top  of  casing.  17  feet  above  ground. 

Elevation  of  reference  point— 168,2,  from  levels  by  O.  Co.  F.  C,  D.  from  local  B.  M. 
Use — Domestic 
Depth  of  well— 200  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used— O.  Co,  F  C.  D.  No.  3P-7;  Lo::ation  No   1 194D. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1928— 
Nov.   6 

■105  3 
■105  1 

•104.7 

1930— 
Jan.  15       .... 

•114  9 
•115  0 

•117  6 
121.6 
122  6 

1931— 
Feb.  21 

122  6 

Dec.  13          

April  28 

April  16.. 

123  2 

July  28 

June    9 

123  9 

1929— 

Nov.  12 

July  10.... 

Aug.  14 

1932— 
Jan.   19 

125  1 

April  15 

Dec.  27 

126.6 
•129.6 

•  Measurement  from  San  Gabriel  Valley  Protective  Association. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 
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C-976C-M-15,  CITY  OF  FULLERTON  NO.  1.     MAP  3 

Log  Available 

Location  and  description™ 363  feet  north  of  La  Palma  Avenue  and  122  feet  west  of  Palm  Avenue 

(Spadra  Road),  Fultcrton. 
Reference  p>oint — ^At  ground. 

Elevation  of  reference  point — 1  52.9.  from  levels  by  City  of  Fullerton. 
Use — Municipal, 
Depth  of  well— 424  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used — Location  No.  1 175D. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1924— 
Oct.     1 

84 

77 

90.5 
94 
80 

90 
101 
106 
106 

103 
96 
103 

1928— 
Jan.     1 

June    1 

92 

90 
100 
106 

97 

96 
104 
108.5 
117 
HI 

1930— 
Feb.    1 

108.8 

April    1 

107.6 

1925— 

Sept.   1 

Dec.    1.-.. 

1929— 

Feb.     1.. 

AprU    1 

June    1.. 

Aug.    1 

Oct.  24 

Dec.    9 

118 

Feb.    1 

Aug.    1 

Oct.   15 

Dec.  13 

1931— 

Feb.  15.... 

April  28       

127 

AprU  1 

123 

July    1 - 

Nov.    1 

117 

1926— 
Feb.    1      ... 

114 
119 

AprU   1 

June  24 

Aug.  25. 

Oct.  11.. 

Dec.  28 

1932— 
Jan.  25 

127 
135 

Nov.— 

129 

1927— 
Jan.     1 

122 

121 

Aug.    1 

Measurements  from  City  of  Fullerton. 


C-978-M-I6,  HENRY  WAGNER.     MAP  3 
Log  Available 

Location  and  description-^ 50  feet  west  of  Placentia  Avenue  at  end  of  Wagner  Street,  east  of  Ana- 
heim.    Casing  in  open  pit. 

Reference  point — Hole  in  side  of  pump,  0.5  feet  above  ground,  to  and  includirig  .'\prii  23.  1928;  then, 
top  of  1  M-inch  plug  in  cast  side  of  pump  head,  at  ground,  to  and  including  October  28.  1930;  then, 
air  gage,  at  ground. 

Elevation  of  reference  point — 174.5.  to  and  including  April  23.  1928;  then,  174.0;  from  levels  by  O.  Co. 
F.  C.  D  .  from  local  B.  M. 

Use— Irrigation. 

Depth  of  well— 408  feet. 

Diameter  of  casing — 16  inches. 

Other  numbers  used— D.  W.  R.  Bulletin  5.  No,  978-G-lO,  State  Div  E.  and  1.  No.  112,  Corona  Quad.; 
Location  No    1  5617. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Mar.   2 

■112  0 
"105.0 
bug  2 
bus. 7 

1-114  6 

1930— 
Jan.  15 

i'129.4 

'■130.3 

l'142,2 

135.9 

1931— 

Feb.  26 

Mar.  24 

136  1 

April  23 

April  28 

139  4 

Nov.   3     . 

Oct.  28 

May  25 

136  4 

Dec.  17 

Dec.  18 

June    9 

Aug.  22 

137  4 

132  5 

1929— 

Oct.   19 

131.4 

April  15  . . . 

1932— 
Jan.     4           

129.4 

*  Measurement  from  Division  of  Water  Resources. 
**  Measurement  from  San  Gabriel  Valley  Protective  Association. 
Measurements  from  Orange  C«>unty  Flood  Control  District  except  as  noted. 
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C-978a-M-I6,  MRS.  ANNETTA  HOSKINS.     ?viAP  3 

Location  and  description — 225  feet  souch^of  Ball  RoaJ.  850  feet  west  of  Los  Angeles  Street,  south 

of  Anaheim. 
Reference  point — Lower  edge  of  lower  flange  on  pump  head,  0.3  feet  above  concrete  floor  and  1  foot 

above  ground. 
Elevation  of  reference  point — 150.  estimate  by  S.  G.  V.  P.  A. 
Use — Irrigation  and  domestic. 
Depth  of  well— 468  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used — Location  No.  1 188. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dbt.  R.  P. 

to  water 

surface,  feet 

1928- 
Nov.   5 

104.7 
99.5 

99.6 

1930— 
Jan.   15 

110  1 
112  5 
120  5 
124  4 

1931— 
Mar.  16 

117  9 

Dec.  17 

April  26 

April  17 

125  1 

July  28     ..  . 

May  15 

118  9 

1929— 

Sept.   3 _ 

Jvrne  12  .  .  . 

124  C 

April  23 --- 

Oct.     6 

Nov.   3 

130  ! 
131.4 

Dec.  21 

1932— 

•Ian.     4 

Feb.     2..._ 

122.2 

120.7 
119.6 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-979b-M-15,  E.  J.  MORTON.     MAP  3 

Location  and  description— 260  feet  east  of  Euclid  Avenue,  1 30  feet  south  of  Orange  Avenue,  west 

of  Anaheim 
Reference  point — ^Bottom  edge  of  flange  on  pump  head.  1  foot  above  ground,  to  and  including  October 

31.  1430;  then,  top  of  casing,  at  ground. 
Elevation  ot  reference  point — 126  to  and  including  October  3!,  1430.  th.;n.  125;  estimate  by  S.  G. 

V   P,  A. 
Use — Domestic. 
Depth  of  well— 113  feet. 
Diameter  of  casing — 8  inches. 
Other  numbers  used — ^Location  No.  1 167. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Sept.  28 

76  4 
75.3 

73  0 
77.1 
81.0 
84.0 
83.4 

1930— 

Jan.   17 

Mar.  22 

May    6 

85  9 
81  3 
83  1 
85  4 
87  7 
91   1 
89.5 

1931— 
Feb.  25 

87  6 

Dec.  13 

April  21           

91  1 

May  15 

90.2 

1929— 

July  15 

June  12  

92.5 

April  15              .  . 

Aug.  18 

Oct.  31 

Dec.  11 - 

Aug.  21 

96.1 

June  22 - 

Nov.  13       

98.0 

Aug.  22           

Dec.  23... 

1932- 
Jan.   29 

96  0 

Oct.    3 

Nov.  15          

94  4 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


i 


I 


ii 
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C-979C-M-15,  F.  K.   DAY.     MAP  3 

Location  and  description— 150  feet  west  of  Euclid  Avenue,  900  fccC  north  of  Crescent^Avenue,  west 

of  Anaheim. 
Reference  point— Top  of  casing.  0,8  feet  above  ground. 
Elevation  of  reference  point — 141,  estimate  by  S.  G.  V.  P.  A. 
Use — Domestic. 
Depth  of  well— 143  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used — Location  No.  1 1  55A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Sept.  28 -- 

70.8 
71.7 

71.6 
72.2 
88.0 
88.4 
86.7 

1930- 
Jan.   24 

Mar.  22          

85.2 
84.2 
84  9 
90.3 
93,0 
95-8 
92.9 

1931— 
Feb.  25 

April  21  .          .  . 

90.9 

Dec.  13 

96  3 

May  17 

May    7 

94  3 

1929— 

June  14 

June  12 

96  9 

April  15 

Aug.  18 

Oct.   31 

Dec.  11 

July  24 

100  6 

June  22 

Sept.  13 -.- 

Sept.  18 

Nov.   5 

Dec.  23 

1932— 
Jan.  29 

102  9 
103.4 

Nov.  15- - 

Dec.  20 

100.0 
98.2 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-979e-M-15,  MRS.  CONSTANCE  ALLGEYER.  MAP  3 

Location  and  description — 75  feet  north  of  La  Palma  Avenue,  110  feet  east  of  Brookhurst  Avenue, 

4  feet  north  of  automatic  pressure  system  well,  west  of  Anaheim. 
Reference  point — Top  of  casing,  1  foot  above  ground. 
Elevation  of  reference  point — 1 18  b.  estimate  by  S.  G,  V.  P.  A. 
Use — Not  used. 
Depth  of  welL— 160  feet. 
Diameter  of  casing. — 4  inches. 
Other  numbers  used — Location  No.  1 14')B 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Sept.  28 

56.4 
54.2 

60,1 
51.4 
57  3 
63,9 
50.5 
51,7 
64.9 
50,6 

1930— 

Jan.  24 

Mar.  22. 

April  24 

52,0 
59  8 
66,8 
.53,5 
67,8 
49  6 
61,1 
50,7 
50,5 

1931— 
Jan.    12 

Feb.  18 

April21 

50  8 

Nov.22 

50,9 
51.5 

1929— 

June  14 

June  12 

55  4 

April  22 _ 

July  15 

Aug.  18 

Sept.  18 

Oct.   16 

Dec.  11 

July  24 

72  5 

May  25 

Sept.   4 

93  4 

June    7 

Nov.  28 

86  4 

Aug.  15 _ 

Dec.  23 

83,8 

Sept.   5 .— 

Oet.  11 

Nov.    1 

1932— 
Jan.   29 

81  9 

Dec.  20 

Measurements  from  Ran  Gabriel  Valley  Protective  Association. 
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C-979h-M-lS,  C.  G.  PORTER.     MAP  3 


f 


Location  and  description — 165  feet  west  of  Euclid  Avenue.  1450  feet  north  of  La  Palma  Avenue,  115 

feet  north  of  "cmncy  Drive,  northwest  of  Anaheim. 
Reference  point-liottom  cdfic  of  pump  base  at  concrete.  0.5  feet  above  ground. 
Elevation  of  reference  point  — 134  0.  estimate  by  S.  G.  V.  P.  A. 
Use — LX)mLstic 
Depth  of  well— 100  feet. 
Diameter  of  casing — 6  inches. 
Other  numbers  used— Location  No   1155B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Nov.   6 

68  3 
08.2 

07  S 

69  2 

70  8 
71.8 
72.9 

1930- 
Jan.   17 

69  0 

73  8 

74  0 

75  4 
76.7 
78  0 

1931— 

Jan.  21 

Mar.24 

78.2 

Dec   17 

Mar.  22 

78.3 

May  29 

May  22 

Nov.  28 

78.9 

July   31         

80  1 

April  22 

June  22 

Oct.     3 

Dec.  11 

Aug.  22 

Oct.  11 

Dec.    7 

Measurements  from  San  Gabriel  Valley  Protective  ,\ssociation. 


C-980-L-15,  MORRIS  SMITH.     MAP  3 

Location  and  description — 200  feet  west  of  Brookhurst  .Avenue  and  100  feet  north  of  Orangcthorpe 

AvLHue.  norihwc^t  of  Anaheim, 
Reference  point — ^ Top  of  ca'^ing.  1  2  feet  above  ground. 
Elevation  of  reference  point — 1 15.3,  from  levels  by  State  Div.  E.  and  I. 
Use  —Domestic  and  irrigation- 
Depth  of  well  -385  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used— D.  W.  R  Bulletin  5.  No.  980-F-<);  State  Div.  E.  and  I.  No.  105.  Corona  Quad  ; 

Location  No.  1144. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1927— 
Nov.   8 

"56.2 

"58  0 
67  1 
51.0 

57.0 
69  3 
7(i  5 

1929— Cont. 
Sept.   5 -- 

78  1 

74.7 
70  8 

68  7 
63  1 
65  4 
78.3 
81  5 

1930— Cont. 
Aug.  18 

Oct      3 

80.1 

Nov.    1 

Dec.  14 

1930— 
Jan.   17 

83  7 

1928 

Dec.  11 

72  9 

April  26. ._ 

1931^ 
Feb.  18 

Nov.    6 

Dec.  22 

69.3 

Mar.  13 

.May    6 

Mar.  18 

73.1 

1929 

April  14 

82.4 

April  22 

June  14 

Julv  15 

May    7 

74  6 

km.    8...    .    ... 

»  Mi-asurement  from  Division  of  Water  Resources. 
Measurements  from  Sao  Gabriel  Valley  Protective  Association  except  as  noted. 
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C-980a-M-14,  D.  R.  WILLIAMS.     MAP  3 

R.  R  .  200  feet  west  of  Magnolia  Avenue,  south 


location  and  description— 100  feet  nortli  of  S.  P 

of  Buena  Park. 
Reference  point — Top  of  casing.  0  8  feet  above  ground. 
Elevation  of  reference  point — 97.3.  estimate  by  S.  G.  V 
Use — IrriGaiiun  and  domestic. 
Depth  of  well— UO  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used — Location  No.  1 124. 


P.  A. 


— i 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 

Sept.27 

Dec    12 

19.1 
18  5 

19.1 
20.5 
21.6 
22.0 
22.2 

1930— 
Feb.  10 

April  24 

21.7 

22  2 

23  6 

24  4 
24.4 

1931— 
Jan.  28 

24.4 

Mar.  24          

24  8 

July  15 

Sept.  18 

Nov.  28 

Nov.28 

26,9 

1929- 
April20    . 

Aug.    8 

Oct.   17 - 

Dec.  14 

Measurements  from  San  Gabriel  Valley  Protective  Association. 

C-981d-L-14,  F.  DAGGI.     MAP  3 

Location  and  description — 1 20  feet  north  of  Valencia  Drive  and  3  5  feet  east  of  Dale  Avenue  extended, 

south  o(  liucna  Park. 
Reference  point — Top  of  iron  clamp  around  2-inch  pipe  in  well.  1.8  feet  above  ground. 
Elevation  of  reference  point — 88  I,  estimate  by  S.  G,  V.  P.  A. 
Use — 13om.scic. 
Depth  of  well— 160  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used — Location  No.  1113. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Nov.    9 

47.5 

35  2 

50  8 
56  9 
57,3 

51  2 

1930— 

Feb.   11. 

Mar  22 

41  3 
39  4 
48  7 
56  4 
63  0 
58  2 
50.1 

1931— 
Jan.  12 .- 

48.7 

Feb.  25 

May    7 

June  12 

Aug.    7 

Oct.     2 _ 

Nov.   5 

1932— 
Jan.     5 

45  7 

1929— 

May  17 

51.6 

April  20     . 

June  14-. - - 

Aug.  30 

Oct.  31 _.-_ 

Dec.  11 - 

61.6 

69.0 

Aug.    8 

66  3 

Sept.  19 

64  6 

Dec.  14 

53,1 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-98lm-M-I4,  JAMES  WATSON.     MAP  3 

Location  and  description — 175  feet  south  of  Orangethorpe  Avenue  and  200  feet  cast  of  Stanton  Ave- 
nue, south  of  Buena  Park. 
Reference  point — Top  of  casing.  1.2  feet  above  ground. 

Elevation  of  reference  point — 82.2,  from  levels  by  O,  Co.  F.  C.  D..  from  local  B.  M. 
Use — Domestic. 
Diameter  of  casing — 7  inches. 
Other  numbers  used— O.  Co.  F.  C,  D.  No,  lP-29;  Location  No.  1 104A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
April  28... 

2fi  4 
30  1 
32.5 
34  4 
33.8 
30.0 

1931— 

Jan.  13 

Feb.  19 

April   2 

29.1 
27.3 
31.1 
32.1 
37  4 
36.4 
32.7 

1932— 
Jan.   11     

30  1 

June  13. _ _ 

July  16 

Sept.  10.. 

Oct.     2 

Aug.  11 

Oct.     6 

Dec.    4 

Dec.    8. 

Measurements  from  Orange  County  Flood  Control  District. 
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C-982a-M-I4,  FRED  LAW.     MAP  3 

Location  and  description — 2000  feet  south  of  Lincoln  Avenue,  100  feet  east  of  Stanton  Avenue,  north 

of  Stanion. 
Reference  point— Top  of  4-inch  casing,  0.7  feet  above  cround. 
Elevation  of  reference  point  —78,  estimate  by  S.  G.  V.  P.  A. 
Use— Domestic. 
Depth  of  well— 87  feet. 

Diameter  of  casing — 4  inches.  ' 

Other  numbers  used— Location  No.  1107. 


Date 

Dist.  H.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DLsl.  R.  P. 

to  water 

surface,  feet 

1928— 
Sept.  27 

28.8 
23  2 

23  2 
30  9 
37  4 
.30  8 

29  8 

1930— 
Feb.  11 

25.7 
25.5 
30.2 
38  3 
34  8 
30.0 

1931— 
Feb.  18  . 

28.5 

Dec.  12 

Mar.24 

Mar.24 

35.5 

May  29 

May  29  . 

31  9 

1929— 

July  IS 

June  12 

38  4 

April  20 

Oct.   16 

Aug.    7 

42  5 

July  12 

Dec.  10 

Oct.     2 

36  0 

July  27 

Dec.  23 

32  1 

Oct.  17           -     -. 

1932— 
Jan.  29  

Dec.  19 

30  6 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-982b-M-14,  TIM  DALY.     MAP  3 

300  feet  east  of  Stanton  Avenue.  600  feet  north  of  Crescent  Avenue,  south 


Location  and  description 

of  Buena  Park. 

Reference  point — ^Top  of  coupling  on  casing,  0.2  feet  above  ground 
Elevation  of  reference  point — 82.  estimate  by  S.  G.  V.  P.  A. 
Use — Domjstic. 
Depth  of  well— P5  feet. 
Diameter  of  casing — ^4  inches 
Other  numbers  used — Location  No,  1  lOS. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DLst.  R.  P. 

to  water 

surface,  feet 

1928— 

Sept.27...-  - 

Dec.  12 

26  1 
22,7 

22  6 
27.7 
29  1 
28.6 
27.7 

1930— 

Mar.  13 

May  17 

June  11 

Aug    29 

26.1 
26,0 
.30  0 
31  4 
31.0 
28  5 

1931— 
Jan.  12       . 

28  5 

Feb.  25 

April  14 

27,7 
31  2 

1929 — 

June  12 

July  24.... -. 

Sept.  18 -- 

Oct.  29 

31  7 

April  20 

Oct.    16 , 

Dec.  10.... 

33  1 

June  29  .  _  

33.8 

Aug.    3 

31  8 

Oct.   11 

Dec.  23 - 

1932- 
Jan.  29 

30  6 

Dec.    7 

29  5 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


II 
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C-9821-M-14,  GEORGE  McGUIRE.     MAP  3 

Location  and  description — O.I  miles  cast  of  Dale  Avenue,  100  feet  north  of  Lincoln  Avenue,  south  of 

Bucna  Park. 
Reference  point — Top  of  blocks.  1.5  feet  above  ground,  to  and  IncludinK  August  27,  1925;  then,  top 

of  casing,   1    foot  above  ground,  to  and  including  November  12.   1930.  then,  top  of  concrete  base. 

0.4  feet  above  ground. 
Elevation  of  reference  point — 92.2,  to  and  including  August  27,  1925;  then.  91,7.  to  and  including 

November  12,  1930;  then,  91.1 ;  from  levels  by  Hoy. 
Use — Domestic. 
Depth  of  well— 1 1  5  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used— O.  Co  F.  C.  D.  No.  3P-33,  1  loy  No.  13;  State  Div.  E.  and  I.  No.  219.  Corona 

Quad.;  Location  No.  11I6B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1921— 
May  19 

«22.4 
"21.2 
•30  3 
>31.7 

•18.5 
•22.0 
•26  1 
•24,5 

'18.9 
•28.8 
•25  4 

•30.1 
•26.0 

•25.8 
31.8 

1926— 
May  21- 

>'35.9 

m.6 

'■35, 7 
M3.5 

i>30.4 
1-27.0 
i>39.5 
i>30  8 

''28. 6 
i'33.9 
39,3 
33.4 

31  5 
36.3 
40.7 
43.1 

1930— 
Jan.   18.--  

37.7 

June    8 

July     2       

Mar.    7 

35  2 

July  22 

Oct.     4 

May  13 

36.1 

Sept.  28 

1922— 

Nov.  13 

June  13 

42.0 

1927— 

Jan.     1.... - 

April  10 

Sept.  11 

Nov.  12 

42.2 
44  2 

Mar.  20.-- --- 

1931— 
Jan.   13 

May  31 

Aug.    8 --- 

July    9 

39.4 

Nov.  23      . 

Nov.    8 

Feb.  18 

36  4 

1928— 
Jan.  19 

April   2 

44.2 

1923— 

May  29 

41  1 

Feb.  28 

June    2 

43  7 

Aug.  17 

Nov.  28 

April  24 -- 

July     1 

46  8 

Sept.  14 

Sept.   2 

49  5 

Oct.     6 

45.4 

1924— 

1929— 
Feb.  18 

Nov.   3 

47.5 

Aug.  26 

Dec.    2 

43  1 

Deo.    4 

1932— 
Jan.   11 

May  31 

1925— 

Aug.  23 

41  8 

Feb.  10 

Nov.  15 

Deo.  31 

a  Measurement  from  United  States  Geological  Survey. 
*>  Measurement  from  Division  of  Water  Resources. 
Measurements  from  Orange  County  Flood  Control  District,  except  as  noted. 


C-983-M-14,  MR.  GRUENING.     MAP  3 

Location  and  description — 100  feet  north  of  Lincoln  Avenue  and  80  feet  west  of  Magnolia  Avenue, 

south  of  Bucna  Park. 
Reference  point — Top  of  casing,  L3   feet  above  ground,  to  and  including  January  28.   1931;  then. 

bottom  of  2-inch  piece  on  casing,  0.5  feet  abo\'e  ground. 
Elevation  of  reference  point — 93.4.  to  and  including  January  28,  1931;  then.  92.6;  from  levels  by 

O.  Co.  F.  C.  D..  from  local  B.  M. 
Use — Domest  ic . 
Depth  of  well — 140  feet. 
Diameter  of  casing — 6  inches. 
Other  numbers  used— D.  W.  R.  Bulletin  5,  No.  983-E-lO;  State  Div.  E.  and  I.  No.  39,  Corona  Quad.; 

Location  No.  1126. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dbt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1927— 
Nov.    8 

•32.2 

•29.5 
•31.6 
34.2 
33.4 

38.9 
33.9 
42.1 
39.4 

1930— 
Jan.  11 

38.1 
36.6 
40  3 
43,6 
44.3 
42.4 

1931— 
Feb.  18 

NO  1 

Mar.  24 

April   2 

^42  9 

1928— 

June  28 

'•13  1 

Mar.   8 

Aug.  30 

Oct.  31 

Aug.  11 

^47  2 

April  24 

Sept.    2 

M7  7 

Nov.  22 

Dec.  11       -      -  - 

Oct.     6 

t'45  8 

Dec.  12 - 

Dec.    2 

Hi  6 

1929- 
April20 

1932— 
Jan.  11 

H3  4 

May    3 

Aug.    8 

Oct.  17 

»  Measurement  from  Division  of  Water  Resources. 
*>  Measurement  from  Orange  County  Flood  Control  District. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 
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C-983a-M-14,  AUGUST  JUNGKEIT.     MAP  3 

Location  and  description — 300  feet  west  of  Magnolia  Avenue.  1  50  feet  south  of  Orange  Avenue,  north 

of  Stanton, 
Reference  point — Bottom  of  !-inch  cleat  nailed  to  timbers  across  pit  under  pump  at  pit  level  and 

ground,  to  and  including  February  12.  1931;  then,  top  of  H-inch  pipe  beside  pump  base,  0.8  feet 

above  ground. 
Elevation  of  reference  point — 84.  to  and  including  February  12.  1931 ;  then.  84.8;  estimate  by  S.  G. 

V,  P.  A. 
Use^lrrigation. 
Depth  of  well— 160  feet. 
Diameter  of  casing — 7  inches 
Other  numbers  used — Location  No.  1 127. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  I(.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Sept.  27 

51.3 
40.7 

40  2 
51.2 
60.1 
68.4 
54.7 
50,3 

1930— 
Feb.  11 

45.2 
47.2 
63  8 
60  1 
53.5 

1931— 
Feb.  I! 

49.6 

Deo.  12 

May  17 

May    7 

55.4 

July  15 

69.9 

1929 — 

Sept.  18 

Aug.    7 

71  0 

April  15 

Nov.  28 

Oct.     2 

64.9 

Dec.  10 

1932— 

57.4 

Aug.    8 

Sept.  5 

Oct.  24 

55.9 

Dec.  14 - 

Measurements  from  San  Gabriel  Valley  Protective  .Association. 


C-983e-M-15,  STOLT  AND  HEIN  WELL  COMPANY.     MAP  3 

Location  and  description — 200  feet  south  of  Lincoln  Avenue,  800  feet  west  of  Brookhurst  Avenue, 

west  of  Anaheim. 
Reference  point — Top  of  hole  in  pump  head  for  air  line  near  pump  base  on  east  side,  0.5  feet  above 

ground,  to  and  including  June  22.  192^1;  then,  top  of  2-inch  outlet  hole  in  pump  head.  1  foot  above 

ground,  to  and  including  March  31.  1931 ;  then,  top  of  2-inch  outlet  hole  in  pump  head  for  airline, 

1.5  ftret  above  ground. 
Elevation  of  reference  point — 107.5,  to  and  including  June  22,  1929.  then.  108.0  to  and  including 

March  31.  1931 ;  then.  10S,5;  estimate  by  S.  G.  V.  P.  A. 
Use^I  rrigation. 
Depth  of  well— 402  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used — Location  No.  1136. 


Date 

Di.st.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Sept.  28 

69.4 
59.0 

58.7 
69.9 
78.7 
79.3 
75.4 
720 

1930— 
Jan.     3 

74,0 
66  0 
68  0 
74  4 
84.9 
82.7 
71.1 

1931— 
Jan.  21 

70.9 

Dec.  17 

Feb.  11 

Feb.  12 

69.6 

May  17 

Mar.  24     .. 

73.8 

1929— 

May    6 

78.3 

April  22 

Sept.  18 

Oct.   16 

July  24 

94.5 

Sept.  18 

92.4 

Dec.  11 

Oct.   15 

90.1 

Sept.  13  

Deo.  23 

79.7 

Oct.  17 

19.32- 
Jan.   29 

Dec.  14 

78.1 

Measurements  from  San  Gabriel  Valley  Protective  Association. 
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C-983f-M-14,  B.  B.  WINTERS.  MAP  3 

Location  and  description — 1 10  feet  west  of  Magnolia  Avenue.  1400  feet  south  of  La  Palma  Avenue. 

south  of  Bucna  Park. 
Reference  point — Top  of  casing.  0,7  feet  above  ground. 
Elevation  of  reference  point — 98,  estimate  by  5.  G.  V.  P.  A. 
Use— Domest  ic . 
Depth  of  well — 90  feet. 
Diameter  of  casing — 4  inches. 
Other  numbers  used — Location  No.  1 125. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 

Sept.  27 

36.2 
35  0 
34.5 

34.7 
37.9 
38.9 
39.7 

1930— 

37.9 
38.1 
38.7 
41,4 
41.9 
42.1 

1931— 
Jan.  21 

41.3 

Not  22 

Mar.  13 — 

May  17 

Mar.   4 

40.9 

Dec.  12 

May    7 

42.3 

July  31 

Sept.  18 

Nov.  13 

.July  24 

43.8 

1929 

Oct.     2 

44.7 

April  20 

Oct.  29 

Sealed 

JuDe  22 - 

Nov.    8 

MeasuremcDts  from  San  Gabriel  Valley  Protective  Association. 


C-983p-M-15,  PETE  ORTIZ.     MAP  3 

Location  and  description — }^  mile  north  of  Ball  Road.  200  feet  uest  of  Brookhurst  Avenue,  west  of 

Anaheim. 
Reference  point — Top  of  clamp,  0.5  feet  above  base,  at  ground. 

Elevation  of  reference  point — 1047.  from  levels  by  O.  Co.  F.  C.  D..  from  local  B.  M. 
Use — Domestic. 
Depth  of  well— 100  feet. 
Diameter  of  casing — 5  inches. 
Other  numbers  used— O.  Co.  F.  C.  D.  No.  2P-2S;  Location  No.  1 147. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date    • 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Oct.    8 - 

63.3 
63.5 

1931— 
Feb.  21 

62.5 
64.4 
64.7 
67.5 
68.4 

1932— 
Jan.  19 

67.6 

Dec.  29 

April  16 

Sept.  21       

Nov.  10 

Measurements  from  Orange  County  Flood  Control  District. 

C-984b-N-14,  T.  W.  CLARK.     MAP  3 

Location  and  description^-420  feet  south  of  Cerritos  Street,  100  feet  west  of  Western  Avenue,  10 

feet  northwest  of  C-'^84a-N-14.  west  of  Stanton. 
Reference  point — Top  of  5i-inch  hole  in  north  side  of  casing.  1 .2  ft:et  below  ground. 
Elevation  of  reference  point — 58.9,  estimate  by  S.  G.  V.  P.  A. 
Use — Not  used. 

Diameter  of  casing — 6  inches. 
Other  numbers  used — Location  No.  1099A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Sept.  25 

31.0 
22.7 
19.4 

19.3 
32.5 
38.5 
31.7 

1930- 
Jan.  22 

23.7 
22.3 
29.8 
35.5 
39.4 
36.6 
28.4 

1931— 
Jan.  20 

27  1 

Nov.  16 

Mar.   6 

Feb.  24 

26.2 

Dec.  12 

May  28 

.\prU21 

39.1 

July  12 

May  15 

31  8 

1929— 

Aug.  13 

July  10 

46  6 

April  15 

Oct.     1 

Aug.    21     . 

45  8 

Deo.  10 

Nov.  30 

32.9 

Sept.  13 

Nov.  13 ---. 

Measurements  from  San  Gabriel  Valley  Protective  Association. 
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C-985-N-14,  JOSEPH  DESPORT.     MAP  4 

Location  and  description — 300  feet  east  of  S.  P.  R.  R.,  100  feet  south  of  Katella  Avenue.  Stanton. 
Reference  point — Top  of  casing,  at  ground,  to  and  including  September  \  1.  1931 ;  then,  hole  in  pump 

base,  0.8  feet  above  ground. 
Elevation  of  reference  point^59.8.  to  and  including  September  II.  1931;  then.  bO.6;  from  levels  by 

O  Co.  F.  C.  D  ,  from  local  B.  M. 
Use — Irrigation. 
Depth  of  well—  I  3 1  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used— O.  Co  K.  C  D  No  3P-5I ;  Slate  Div.  E.  and  I.  No  29.  Corona  Quad  ;  D.  W. 

R,  Bulletin  5.  No.  985-E;-I  I :  Location  No.  1 109C. 


Date 

Dist.  R,  P. 

to  water 

surface,  feet 

Date 

DUl.  R.  P. 

to  w.ater 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922— 

•9.1 

"22.4 

«21.0 

•12.4 
•17.7 
b21.6 
1>10.4 

1929— 
April  20 

1'17  8 
t'26.4 
i>32,4 
''27. 6 
1>24.7 

b23.4 
20  2 
25.3 
36,4 
32.8 
270 

1931- 
Jan.     6 

26.5 

June    8 .  .- 

Mar.  23 

30  0 

1925— 

Aug.  15 

April  18 

May  15 

34.8 

Sept.  21 

Oct.    3 

28.6 

Dec.  12 

July     6 

36.1 

1927— 

1930- 
Jan.     9 

Aug.  10 

38.2 

Oct.  28 

Oct.    3 

36.8 

Deo.    5     

30.S 

1928— 
Mar.   8 

Mar.21 

April  24 

Sept.    5 

Nov.  10 - 

Oct.     3 

Dec.  21 

Deo.  22  . 

«  Mpasurement  from  Division  of  Water  Resources. 
I'  Measurpmcnt  from  San  Gabriel  Valley  Protective  Association. 
Measurements  from  Orange  County  Flood  Control  District,  except  as  noted. 


C-986-N-14,  ORANGE  COUNTY  NURSERY  CFORMERLY  MR.  HILL).  MAP  4 

200  feet  south  of  Katclla  Avenue,  200  feet  west  of  Magnolia  Avenue, 


.  M. 


Location  and  description 

Stanton. 
Reference  point — Top  of  casing.  0.7  feet  above  ground. 

Elevation  of  reference  point — 79.2.  from  levels  by  O.  Co.  F.  C.  D.  from  local  B 
Use — Domestic. 
Depth  of  well — I  50  feet. 
Diameter  of  casing — 6  inches. 
Other  numbers  used— O   Co.  F.  C.  D.  No.  3P-50:  State  Div.  E.  and  I.  No.  27.  Corona  Quad, 

W.  R.  Bulletin  5,  No.  9Sb-E-l  I ;  Location  No.  1 129. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922— 
June  14 

•15.8 

•22.6 

•27.5 

•28.0 

>>25.2 
•29  0 
31.3 
29.1 

1929- 
April20 

29.4 
34  4 
36.5 
35.8 
35.2 

34.1 
t'33.1 
36.9 
40  0 
39.5 
37.5 

1931— 
Jan.  14 

37.4 

Juno  21 

Feb.  17 

''36.6 

1924— 

Sept.  13  

April   2 

''40.2 

Oct.  23 -.-- 

Oot.   17 

Sept.  11 

'>43.4 

Dee.  18 

Nov.    9 

N3.2 

1925— 

1930— 
Jan.   15  .       .       . 

Dee.    5 

''41.5 

Sept.  21  

1932— 
Jan.   12 

1927— 

Mar.  20 

M2.2 

Nov.   8 

June  11 - 

Aug.  29 

1928— 

Oct.   15  

Mar.   8 

Deo.  10 

April24 

Nov.  10 

Deo.  21 

, 

■  Measurement  from  Division  of  Water  Resources. 
b  Measuromant  from  Orange  County  Flood  Control  District. 
Moaauremeutti  from  San  Gabriol  Valley  Protective  Association  except  as  noted. 
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Location  and  description — 350  feet  north  of  Ccrritos  Avenue,  1200  feet  cast  of  Magnolia  Avenue, 

east  of  Stanton. 
Reference  point — Top  of  screw  casing,  0.6  feet  below  nround. 
Elevation  of  reference  point — 85.  estimate  by  S.  G.  V.  P.  A. 
Use — irrigation  and  domestic. 
Depth  of  well— 170  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used — Location  No.  1 128A. 


Date 

Di,?t.  R.  P. 

to  water 

sarfacc,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Dale 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Sept.25 

45  0 
36.2 

35.8 
51.5 
64.2 
48.0 
48.8 

1930- 
Jan.    8 

43.7 
40.9 
42.8 
65.6 
52.5 
49.7 

1931- 
Jan.  14 

46.7 

Deo.  12 

Mar.   6 

Feb.  24 

45  8 

May    5 

Nov.  28 

53.3 

loss- 

July  30 

April  15 

Oct.   15 

June  22 

Nov.  26 

Aug.    9    .     -  .  . 

Oct  24 

Deo.  31     

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-986C-N-15,  F.  A.  BOWMAN.     MAP  4 

Location  and  description — 60  feet  south  of  Katella  Avenue.  0.32  miles  east  of  Brookhurst  Avenue, 

east  of  Stanton. 
Reference  point^Bottom  edge  of  pump  base  on  timbers  at  ground. 
Elevation  of  reference  point — 100,  estimated  by  S.  G.  V.  P.  A. 
Use — Irrigation  and  domestic. 
Depth  of  well— ISO  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used — Location  No.  1 149. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Nov.  3 

57.7 
53.4 

53.0 
65.6 
68.1 
64.8 
67.6 
64.6 

1930- 
Jan.     2 

64,1 
60.6 
61.7 
74.5 
68.3 

1931— 
Jan.   14 

66.7 

Dec.  21.  .. 

Mar.  12 

May    5 

Feb.  24 

66.1 

May    8 

69.2 

1929— 

Aug.  13 

June    5 .. 

72.7 

April  20 

Dec.  10 

Sept.  18 _. 

78.6 

June  22 

Nov.  28 

74.1 

Aug.  15 ---- 

1932— 
Jan.  19 

Sept.  19 

Oct.  17 

72,6 

Deo.  12. 

Measurements  from  San  Gabriel  Valley  Protective  Association. 
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C-986e-N-lS,  HEDSTROM  CORPORATION.     MAP  4 

Location  and  description — 250  feci  west  of  Eiuclid  Avenuj.  100  feet  south  of  Kacclla  Avenue,  east 

of  Stanton. 
Reference  point — Top  of  casing,  0.5  feet  above  ground,  to  and  including  June  11.  1930;  then,  bottom 

edge  of  clamp  on  air  line,  1.4  feet  above  ground. 
Elevation  of  reference  point— HI  0,  to  and  including  June  II.  1030;  th;n.  1 1 1'l;  estimated  by  S.  G. 

V.  P.  A, 
Use — Irrisation. 
Depth  of  well— 180  feet. 
Diameter  of  casing — 8  Inches. 
Other  numbers  used — Hoy  No  25 ;  Lo;;ation  No.  1 1  59B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Nov    3 

67.1 
63.6 

63.6 
70.2 
76.4 
73  6 
74.5 
75.1 

1930— 
Feb.  21  

704 
71.2 
77.2 
91  0 
83.1 
80  4 

1931— 
Jan.  27 

78.2 

Dec.  21 

April  10. 

Feb.  24 

77.6 

April22 

84.2 

1929— 

ifay  29 

81.5 

July  10 

87.1 

Dec.  10 

Aug.    7 

89.9 

Oct.   15 

88.6 

Sept.  26             -  ... 

Dec.  10 

1932— 
Feb.    2 

85.5 

Oct.  17 

Dec.    4      

83.1 

Mea-surements  trom  San  Gal.Tie!  Valley  Protective  Association. 


C-987-N-14,  W.  J.  HANSLER.     MAP  4 

Location  and  description — 0  25  miles  north  of  Ocean  Avenue.  200  feet  west  of  Magnolia  Avenue. 
west  of  Garden  Grove. 

Reference  point — (a)  Top  of  10-inch  casing.  0  6  feet  above  ground,  (b)  Top  of  Ji-inch  boards  on  con- 
crete curb  over  v.cll,  0.^  feet  above  ground. 

Elevation  of  reference  point— (a)  68  8;  (b)  09.1;  estimated  by  S.  G.  V.  P.  A. 

Use — Dotnestic. 

Depth  of  well—  1 1 6  feet. 

Diameter  of  casing — 7  inches. 

Other  numbers  used— Hoy  No  33;  State  Div.  E.  and  I.  No.  33,  Corona  Quad.;  D.  W.  R.  Bulletin  5, 
No.  q87-E-ll ;  Location  No.  14422. 


Dale 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1927— 
Oct,  28 

•=29.9 

•"33.8 
•37.1 
•29.3 
•26.5 

•27.4 
•43  0 
•49.9 
•42.4 
•36.5 

1930— 
Feb.  10- - 

•31,7 
•37.0 
•49  2 
bJo.e 
M8,6 
'•47,3 
i>38,8 

1931— 
Jan.  20 .- 

WO 

April  11 

Feb.  18 

W.7 

Mar.  17 

H9.9 

April  24 

Aug.  29 

April  29 

i>43.9 

Sept  24 

Oct.     2 

June  13 

i>53.9 

Nov,  15 

Nov.  12 

Aug.  10 

Oct,    5 

•J58.2 

Dec  22 

Deo.  10 

•<154.1 

Nov,    4 

■J51.6 

1929 

Dec.  10      

'M2.7 

April  20 

1932— 
Jan.  12 

Aug     9 

•■■40.9 

Oct,  10 

Deo,  13     

•  Referencp  point  (a)  used. 
*>  Reference  point  (b)  used. 

c  Me.isurptncnt  from  Division  of  Water  Keaources. 
^  Measurement  from  Oranj^e  County  Klood  Control  District. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 
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C-987d-0-14,  MR.  KAWAHARA.     MAP  4 

Location  and  description — 0.42  miles  west  of  Huntington  Beach  Boulevard.  300  feet  south  of  Ocean 

Avenue,  north  of  Westminster. 
Reference  point — Bottom  cf  discharge  pipe  at  end  of  discharge  into  concrete  standpipe  south  of  pump 

house.  1 1  b  feet  above  pump  base, 
Elevation  of  reference  point — 65.6,  estimated  by  S.  G.  V.  P.  A. 
Use — Irrigation, 

Diameter  of  casing — 12  inches. 
Other  numbers  used — Location  No.  14402. 


Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

1928- 
Sept.21 

41,9 
26,9 

28,1 
44  0 
46,5 
52,2 
44,6 
38,2 

1930— 

Feb.  10 

April  23 

31,6 
39,9 
35,9 
45,5 
54,4 
49,5 
39,5 

1931— 
Jan.  20 

37.1 

Dee.  22 

Feb.  18.     .  . 

37  4 

May    5 

June  24 

Mar.  25 

49.6 

1929— 

Sept.  18 

56.5 

April  15 

Aug.  16 

Nov.    6 

51  2 

June  21 

Oct.  30 

Dec.    1 

45.1 

Aug.    3 

Dec.  10 

1932— 
Jan.    5 

Sept.  5 - 

Oct.  30 

40  4 

Dec.  13 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-988a-0-14,  N.  M.  CLINTON.     MAP  4 

Location  and  description — 1  >0  feet  west  of  Cannery  Street,  400  feet  south  of  Westminster  Avenue, 

east  of  Westminster. 
Reference  point— -Bottom  of  small  iron  clamp  holding  oil  and  air  lines,  0.4  feet  above  ground. 
Elevation  of  reference  point — 55,  estimated  by  D.  W   R. 
Use — Irrigation  and  domestic. 
E>epth  of  well— 1  53  feet 
Diameter  of  casing — 10  inches. 
Other  numbers  used — Location  No,  14424A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1929— 
July  11  

34,7 
38,3 
30.2 
28,4 
25,7 

20,6 
31.7 

1930— Cont, 
June  11  .  _ 

37,3 
42,6 
35.6 
27.3 

25.7 
39.1 
31.9 

1931— Cont. 
June  12       -      . 

40  0 

Aug.  26 

Aug.  29 

July  11 

43.9 

Sept.  19 

Oct.  30 

Sept.  18 

42.9 

Nov.  14 

Dec.  10 

Dec.    1 

31.4 

Dec.  19 

1931— 
Jan.  12 

1932— 
Jan.    5 

1930— 

28  6 

Jan.  30 

Mar.  18 

April  24 

May    8 

Measurements  from  San  Gabriel  Valley  Protective  Association. 
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C-989a-0-14,  SOUTHERN  PACIFIC  COMPANY.     MAP  4 

Location  and  description — 30  feet  west  of  S   P.  R.  R  ,  }4  mile  north  of  Bolsa  Avenue,  Westminster. 
Reference  point — Pop  of  4-inch  pipj.  1  foat  above  ground,  to  and  including  November  2*),  1^29;  then, 

cdfie  ofH-'neh  hole  in  cap  on  well.  1   f(x>t  above  ground. 
Elevation  of  reference  point — Jb.O.  from  levels  by  0.  Co.  F.  C,  D.  from  local  B.  M. 
Use^Not  used. 
Depth  of  well— 1  50  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used — Hoy  No.  73;  Location  No.  14405A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  P.P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Sept.  22               

15.9 
7.1 
4  5 

6.2 
15.8 
22.6 
21,7 
17.8 
12.1 

1930- 
Jan.    2 

13  1 
7.8 
16,2 
13.3 
15.8 
11.7 
21.3 
26.4 
21.4 
13.3 

1931- 
Jan.  12 

12.1 

Nov.  15 

Jan.  30       

Feb.  12 

April  8 

15.4 

Dec  24 

Mar.  12 

28  7 

Mar.  28       

May    8 

17.6 

1929 — 

April  24 

June  12 

29.6 

April  20 

May    5           

July  11 

Aug.    8 

28.3 

May  24 

30.2 

July  24 

July  31 

Oct.   17 

21.9 

Oct.     2 

Dec.  24 

1932- 
Jan.  22 

14.7 

Oct.  24 

Deo.  10 

Dec.  13 -- 

13.4 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-989J-0-14,  F.  R.  SKINNER.     MAP  4 

Location  and  description — 200  feet  cast  of  Huntington  Beach  Boulevard.  0.35  miles  south  of  West- 
minster Avenue,  Westminster. 
Reference  p>oint — Top  of  casing.  0.5  feet  above  ground. 

Elevation  of  reference  point — 37.6,  from  levels  by  O.  Co.  F.  C.  D  ,  from  local  B.  M. 
Use — Domestic. 
Depth  of  well— 1 1 3  feet 
Diameter  of  casing — 4  inches. 
Other  numbers  used— O.  Co  F  C.  D  No.  5P-51 ;  Location  No.  14414. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1930— 
Mar.  17 

•10.7 
MO  0 
■21.6 
•27.6 
•25.6 
•20  0 
•14.7 
•12,3 

1931- 
Fch.  19 

14.3 
30  0 
14.1 
20.3 
26.8 
28.8 
23.6 
24.4 
15.4 

1932— 
Jan.   12       .  . 

13.3 

May  12 

April   3 

Afay  15 

July  31     .. 

Sept.  3 - 

July     7 

Oct.  25      ..    -  - 

Sept.  1 1 

Nov.  21 

Oct.     5 

Dec.  11 

Nov.    4 

Dec.  10 

»  Measurement  by  Hoy. 
Measurements  from  Orange  County  Flood  Control  District. 
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C-990-O-I3,  ANAHEIM  SUGAR  COMPANY.  MAP  4 

Location  and  description — 100  feet  west  of  Springdale  Street.  150  feet  south  of  Bolsa  Avenue,  south- 
west of  Westminster. 

Reference  point — Top  of  casing,  2.9  feet  above  ground,  to  and  including  April  16.  4929.  then,  top  of 
casing,  0.5  feet  above  ground 

Elevation  of  reference  point — 23.7.  to  and  including  April  16,  1929;  then.  22-3 ;  from  levels  by  Hoy. 

Use — Not  used. 

Diameter  of  casing— 7  inches. 

Othernumbers  used— State  Div.  E.  and  I.  No.  5,  Las  BolsasQuad.;  D.  W.  R.  Bulletin  5,  No.  990-E- 
12;  Location  No   575. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1927— 
Dec.    7 

•1.6 

■2.1 
12.4 
5.2 
3  3 

1929— 
April  16 

1.2 
9.9 
17.8 
14  0 
9  2 

1930— 
Feb.  10 

3  5 

June  21 

April  11 

5  4 

1928— 

Sept.   3 

Aug.  29 

Oct.   16 

Nov.  13 

20  2 

May    2 

Oct.   16 

16  7 

Sept.  22  _-. 

Dec.  19 

15  I 

Nov.  15 

Nov.  28 

Destroyed 

Dec.  22 

»  Measurement  from  Di\'ision  of  Water  Resources. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 


C-991-0-13,  MR.  CHRISTOPHER.     MAP  3 

Location  and  description^l  50  feet  east  of  Bolsa  Chica  Street.  0.48  miles  north  of  Smcltzcr  Avenue. 

east  of  Seal  Beach. 
Reference  point — Top  of  casing.  1 .9  feet  above  ground. 
Elevation  of  reference  p)oint^l6  7,  from  levels  by  D.  W.  R, 
Use — Stock  and  domestic. 
Diameter  of  casing — 2  inches- 
Other  numbers  used — State  Div.  [£.  and  1.  No.  6,  Las  Bolsas  Quad-.  Location  No.  556. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922— 
June  28 -.. 

•4-9.4 
•-fO.3 

1927— 
Dec.    7 

1928— 

May    3 

Dec.  11 

■2.2 

'+2.4 
■3.6 

1930— 
April  16 

1  1 

May  17 

0.9 

1926— 

July  16 

6.2 

Feb.  25 

Sept.   3 

'■20  0 

Nov.   3 

M4.7 

»  Measurement  from  Division  of  Water  Resources. 
*>  Gun  Club  pumping. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 


302 


DIVISION   OP   WATER   RESOURCES 


C-991e-0-13.  A.  L.  KAVANAUGH.     MAP  3 

Location  and  description— 1600  feet  west  of  Graham  Avenue,  600  feet  south  of  Bolsa  Street.  1000 

feet  cast  of  Bolsa  Chica  Road,  cast  of  Sea!  Beach. 
Reference  point — Top  of  casing.  0-8  feet  above  ground,  to  and  including  January  21.  1930;  then,  top 

of  platlorm.  Ill   feet  above  ground. 
Elevation  of  reference  point —  16.  to  and  including  Januarv  21,  1950;  then.  26.3;  from  aneroid  by 

D  W   R 
Use  —Not  used. 
Depth  of  well— 400  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used — l-ccation  No.  565A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
July  19 

70 
16  0 
13.4 

7.6 

1930— 
Jan.  21 

0.6 
12.6 
11  0 
15  3 
18,8 
28.3 
23,9 
18.7 

1931— 
Jan.  16 

13.8 

Aug.  30     ,. 

Feb.  28       ... 

Feb.  27 

15.8 

Oct.  11 

May  16 

May  15 

18.2 

Dec.  27  .  . 

June  27        

July  17       

24.7 

July  25 

Sept.   4 

31.3 

Aug.  29 

Oct.  22 

26.9 

Oct.  24 

Dec.  10 

18.2 

Dec.  26 

1932— 
Jan.     7 

14  7 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-992-P-14,  F.  J.  LEWIS.     MAP  4 

Location  and  description— 140  feet  west  of  Golden  West  Avenue,  300  feet  south  of  Smcltrer  Avenue. 

siiuih  of  Wcstminsrer. 
Reference  point—  Top  of  faucet.  3.6  feet  above  ground. 

Elevation  of  reference  point — 24.8.  from  levels  by  O.  Co.  F.  C.  D  ,  from  local  B.  M. 
Use — [>imc-siic. 
Depth  of  well— 400  feet 
Other  numbers  used— State  Div.  E   and  I.  No.  4,  Las  Bolsas  Quad  .  D  W,  R.  Bulletin  5.  No,  992-E- 

1 3.  Location  No,  597. 


Date 

Dist.  P.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surlace,  feet 

1927— 
Dec.  7 

"1.2 

•2,4 
6.8 
2.0 

1929— 
April    1 

2.4 
7.5 
11.4 
8.7 
6  3 

1930— 
Jan.     2 

6  4 

Aprilll 

1928— 

Sept.   4         

May    2 

Oct.     3 

Dec.  19       

Sept.25 

Dec.  24 

»  Measurement  from  Division  of  Water  Resources. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 
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C-992b-P-14,  F.  J.  LEWIS.     MAP  4 

Location  and  description — 160  feet  west  of  Golden  West  Avcnui;.  300  feet  south  of  Smck::cr  Avenue. 

20  feet  west  of  well  C-9Q2-P-14,  south  of  Westminster. 
Reference  point — ^Top  of  casing.  0.8  feet  above  ground. 
Elevation  of  reference  point — 22.5.  estimated  by  O.  Co.  F.  C.  D. 
Use — Irrigation. 
Depth  of  well— 277  feet. 
Diameter  of  casing— 12  inches. 
Other  numbers  used— L.  A.  Co  F.  C  D.  No   597A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  P.  P. 

to  water 

surface,  feet 

1929— 
Oot.  31 

-9  0 
■6.4 

■3.7 
9.5 
11.7 

1930— Cont. 
Sept.  3 

16.4 
18.0 
24.4 

12.3 
13  4 

1931— Cent. 
June   3 

14.1 

Dec.  19 

Oct.     2 

Dec.  23... 

1931— 
Feb.    3 

Aug.  12 

Oct.     9 

26.7 

16  4 

1930— 

Dec.  15 

1932— 
Jan.   13 

11.8 

April  16 

May  19 

10  1 

"  Measurement  from  San  Gabriel  Valley  Protective  Association. 
Measurements  from  Orange  County  Flood  Control  District,  except  as  noted. 

C-992e-P-13,  MR.  EDWARDS.     MAP  4 

Location  and  description — 75  feet  west  of  Springdalc  Street,  25  feet  south  of  Smeltzer  Avenue,  south- 
west of  Westminster. 
Reference  point— Hole  in  wooden  cover.  0.5  feet  above  ground. 
Elevation  of  reference  point — 19,  from  aneroid  by  D,  W.  R. 
Use — Not  used. 
Depth  of  well — 23  3  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— O.  Co.  F.  C.  D.  No.  5P-13;  Location  No   577. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist. !  .  P. 

to  water 

surface,  feet 

Dale 

Dist.  P.  P. 

to  water 

surface,  feet 

1931— 
Jan.  20 

2  0 
5.1 

1931— Cont. 
July     7 

9.3 
14.3 

1931— Cent. 
Nov.    6 

10  0 

May  15 

Sept.  12 

Dec.  25          

4.6 

Measurements  from  Orange  County  Flood  Control  District. 


C-993-P-14,  MR.  HEILES   (FORMERLY  L.  B.  DRAPER).     MAP  4 

Location  and  description — 500  feet  cast  of  Huntington  Beach  Boulevard.  25  feet  south  of  Smcltzcr 

Avenue,  south  of  Westminster. 
Reference  point — Top  of  casing,  at  ground,  to  and  including  February  19,  1931 ;  then.  gage.  1.2  feet 

above  ground 
Elevation  of  reference  point — 27.3.  to  and  including  February  19.   1931;  then.  28,5;  from  levels  by 

D.  W,  R 
Use — Domestic. 
Depth  of  well— 400  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used — State  Div.  E.  and  1.  No.  18.  Corona  Quad.;  Location  No.  14417. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922— 
June  13. 

■+4.1 
■1.5 
•7.7 
«2  4 

1928— 
April27 

•3.0 
■3.6 

16.4 
18.0 
16.7 
11.6 

1391— 

11  0 

Nov.28 

April   7 

23.5 

1924— 

1930— 
July  22 

15.7 

Oct.  21 

Aug.  12 

23  0 

19.7 

1925— 

Sept.   8 

Dec.    5 

14  0 

Sept.  21 

Oct.     2 

1932— 
Jan.   13 

Dec.  23 

1927— 
Nov.  15. 

12,7 

*  Measurement  from  Division  of  Water  Resources. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 
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C-995a-P-13,  MR.  MIKAWA  (FORMERLY  MR.  DIXON).     MAP  4 

Location  and  description — 0.49  miles  west  of  Springdale  Sircct.  425  feet  south  of  Wintcrsburg  Ave- 
nue, west  of  WintersburR. 

Reference  point^fop  of  4-inch  cap  on  well.  \.\  feet  above  ground,  to  and  including  August  14.  1929; 
then,  top  of  5^-inch  pipe  in  cap.  0.23  feet  higher. 

Elevation  of  reference  point — 6.1.  to  and  including  August  14,  1929;  then.  6.3;  estimated  by  S.  G. 
V.  P.  A. 

Use — Not  usfd. 

Depth  of  well — 45  feet. 

Diameter  of  casing — 3  inches. 

Other  numbers  used — Location  No.  568. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

1928— 
Sept.  24  .. 

+0.4 
+2.3 

+4.3 

+2.1 

1.6 

Flowing 

mo- 
Jan.   10 

+1.9 

+3.5 

+2.1 

+3.6 

+0,8 

2.6 

1.3 

0.2 

1931— 
Feb.    5  . 

+1  7 

Deo.  24 

Jan.  30 

April29 

0.2 

Mar.  28 

June  13 

Flowint 

1929— 

May  29 

Aug.    8 

April  20     .. 

July  31 

Sept.  5 

4  8 

June  21 

Aug.  29 

Nov.    6 

2.5 

Sept.   4 

Oct.  31 

Dec.    1 

0  6 

Nov.   8 

Dec.  10 

1932— 
Jan.     9 

+  1.6 

Jan.  16 

Sealed 

Measurements  from  San  GalHriel  Valley  Protective  Association. 


C-995e-P-14,  MR.  BUCK.     MAP  4 

Log  Available 

Location  and  description — 0.3  miles  east  of  Springdale  Avenue,  300  feet  south  of  Slater  Avenue, 

.southwest  of  Wintcrsburg 
Reference  point — lop  of  L  on  valve.  1.4  feet  above  ground. 

Elevation  of  reference  point — 6  0.  from  levels  by  O.  Co.  F.  C.  D.,  from  local  B.  M. 
Use — Irrigation. 
Depth  of  well~500  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used— -O.  Co.  F.  C.  D.  No,  lP-9;  Location  No.  589C. 


I 
J 


• 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
May  17 

•+6.0 

Flowing 

5  4 

5.8 

1931— 
Jan.  15 

16  0 

1.9 

0.8 

0  1 

Flowing 

July     9 

Jan.  26 

Sept.  3 

Mar.   3 

Nov.    7 

April  28 

July     8 

*  Estimate  by  owner. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 


I 
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C-995k-P-l3,  CITY  OF  SUNSET  BEACH.     MAP  3 

Location  and  description — 800  fjet  north  of  Los  Patos  Avenue.  0.18  miles  west  of  Alganquin  Avenue. 

Sunset  Beach, 
Reference  point— Top  of  flange  3H  ft^ct  above  ground. 

Elevation  ot  reference  point — 11.6,  fronn  levels  by  O.  Co,  F,  C.  D..  from  local  B   M. 
Use — Not  used 
Depth  of  welV— 165  feet 
Diameter  of  casing — 5  inches. 
Other  numbers  used— O  Co  F.  C    D  No  2P-70;  Location  No    548. 


Date 

Dist,  R.  P. 

to  water 
surface,  feet 

Date 

Dist,  R.  P, 

to  water 
surface,  feet 

Date 

Dist.  R,  P, 

to  water 

surface,  feet 

1930— 
Not.   8 

9  1 

8.5 

1931— 
Feb.    3 

7.4 

8.1 
8.1 
9  9 
9.3 
8.8 

1932— 
Jan.   12 

8.1 

Dec.  22              

April  4_ 

June    3 

Sept.  12 

Nov.    6 

Dec,  15 

Measurements  from  Orange  County  Flood  Control  District. 

C-995m-P-13,  GEORGE  J.  McDONALD.     MAP  3 

Location  and  description — Ob  miles  south  of  Smeltzer  Avenue  and  100  feet  east  of  Bolsa  Chica  Ave- 
nue. 450  feet  south  of  Heil  Avenue,  east  of  Sunset  Beach. 
Reference  point— Top  of  pipe  0  7  feet  above  ground- 
Elevation  of  reference  point — 18.2.  from  levels  by  D,  W   R. 
Use^Not  used. 
Depth  of  well— 200  feet. 
Diameter  of  casing — 10  inches 
Other  numbers  used — O.  Co.  F.  C.  D.  No.  lP-6;  Location  No.  557C. 


Date 

Diiit,  R,  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P, 

to  water 

surface,  feet 

Date 

Dist.  R,  P, 

to  water 

surface,  feet 

1930— 
May  17       

0  0 
0  3 
11  6 
16,9 

1931— 

Jan,     5.. 

Feb.  17 

16  0 

7  6 
10  0 

8  0 
8.4 

1931— Cont. 
Sept,  12 

19.2 

July  16 

Nov.    6                .  .. 

22.4 

Sept.   3 

April   4 

Dec,  15 

17.9 

Nov.   3 

1932— 

Jan,   12,. 

July     7 

8  9 

Measurements  from  Orange  County  Flood  Control  District. 


C-996b-P-14,  F.  J.  MALLETT.     MAP  4 

Location  and  description — 100  feet  south  of  Wintersburg  Avenue,  100  feet  west  of  Goldcnwest  Street 

Wintersburg 
Reference  point — Top  of  ^^-inch  coupling.  0  5  feet  above  ground  on  east  side  of  casing. 
Elevation  of  reference  point — IVb.  estimated  by  S.  G.  V.  P.  A. 
Use — Domestic 
Depth  of  well— 120  feet. 
Diameter  of  casing^7  inches. 
Other  numbers  used — Location  No.  588A. 


Measurements  from  San  Gabriel  Valley  Protective  Associution. 
20 — 93350 


Date 

Dist.  R,  P. 

to  water 

surface,  feet 

Date 

Dist,  R,  P, 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Sept,  24 

2.9 
+0  7 

+0,6 
4  0 
6.4 
4.8 
5.1 
2.9 

1930— 
Jan,  30 

10 
16 
4.2 
7.8 
5  8 
4.9 

1931— 

Jan,  12 

Mar,  18 

May  15 

3  0 

Dec,  24. 

May  17 

10.2 

June  28 

5.5 

1929— 

Aug,  29.. 

July  11 

Sept,   5 

8.9 

April  16 

Oct,  31 

10.0 

June    8 

Dec,  10 

Oct,   17 

8  1 

Aug,  26 

Dec,  11 

1932— 
Jan.  16 

5  6 

Sept,  26 

Oct,   11. 

Dec,  19 

3.7 
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C-997-P-I4.  A.  STECK.     MAP  4 

Location  and  description — 300  fuct  west  of  Golden  West  Street  and  100  feet  south  of  I'albcrt  Avenue, 
norih  (if  1  luncington  Beach. 

Reference  point — Top  uf  casing,  0  3  feet  alxjvc  ground. 

Elevation  of  reference  point — 57.1.  from  levels  by  O.  Co.  F.  C.  D.,  from  local  B.  M. 

Use — Domestic. 

Depth  of  well— 1 10  feet. 

Diameter  of  casing — 6  inches. 

Other  numbers  used— O.  Co,  F.  C.  D.  No.  IP-II ;  State  Div.  E.  and  I.  No  2.  Las  Bolsas  Quad.;  Loca- 
tion No,  599. 


Date 

Dist.  R.  I'. 

to  water 

surface,  feet 

Date 

Dist.  R,  P. 

to  water 

surface,  feet 

Date 

Dist,  R,  P, 

to  water 

surface,  feet 

1922— 
June  13 

•46.9 
•49.8 
■49.4 
•48.8 

1930- 
April  10 

509 

50  5 
51.1 
52  1 

51  4 

1931— 

Jan,  26.. 

Mar,    4.. 

51  0 

May  19 

51.8 

1926— 

July     9 

April    7 

52.8 

Feb.  25 

Oct.     2 

June    3. 

52.4 

Dec,  23 

Sept,  12 

,14.3 

1927— 
Dec.    7    

Dec.  15... 

53  0 

1928— 
May    2 

"  Mpasuremcnt  from  Division  of  Water  Resources. 
Measurements  from  Orange  County  Flood  Control  District,  except  as  noted. 


C-997C-Q-I4,  AMERICAN  STATES  WATER  SERVICE  COMPANY,  NO.  6. 

Log  Available 


MAP  4 


Location  and  description — 125  feet  west  of  Twelfth  Street.  80  feet  north  of  Palm  Avenue.  Hunting- 
tun  Beach. 
Reference  point — ^Top  of  casing.  0.5  feet  aliove  ground. 
Elevation  of  reference  point — 32.6,  from  levels  by  D.  W.  R. 

Use--  Not  u.ied.  ■ 

Depth  of  well     447  feet 
Diameter  of  casing — Itt  inches. 
Other  numbers  used— O,  Co,  F.  C.  D.  No,  5P-4b.  Lo!;ation  No,  13193. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R,  P, 

to  water 

surface,  feet 

Date 

Dist,  R,  P. 

to  water 

surface,  feet 

1931— 
Mar.  31 

29.9 
30. U 
30.1 

1931— Cont, 
Nov.    6 

29.8 
29.5 

1932— 
Jan,   13 

29.3 

June    3       .       ... 

Dec.  15       

Sept,  12 

Measurements  from  Orange  County  Flood  Control  District. 


C-997d-Q-14,  W.  H.  ARMSTRONG.  ET  AL.     M.NP  4 

location  and  description— 100  feet  southeast  of  intersection  of  Delaware  Avenue  and  17th  Street, 

Huntington  Beach, 
Reference  point — ^  Fop  of  casin;;.  north  side,  0.6  feet  alx>vc  ground. 
Elevation  of  reference  point— 52.8.  from  levels  by  D.  W.  R. 
Use — Not  used 

Diameter  of  casing— 7  inches. 
Other  numbers  used— O.  Co.  F.  C.  D.  No.  5P-47;  Lo.ation  No,  1  3201. 


t 


Date 

Dist,  R.  P, 

to  wiiter 

surface,  feet 

Date 

Dist.  R,  P, 

to  water 

surface,  feet 

Date 

Dist,  R,  P. 

to  water 

surface,  feet 

1931- 
,     Mar,31 

47.7 
49.2 

1931— Cont, 
July     7 

49  0 

49.2 

1931-Cont, 
Nov,    0 

48.5 

May  18 

Sept,  14 

Deo,  22 

47.6 

Measurements  from  Orange  County  Flood  Control  District. 
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C-998-P-14,  H.  T.  GROVES  (FORMERLY  MISS  ANDERSON),     MAP  4 

Location  and  description — 75  feet  west  of  S.  P.  R.  R.,  400  feet  north  of  Talbcrt  Avenue,  south  of 

Wintcrsburs. 
Reference  point — Top  of  casing.  1.5  feet  above  ground,  to  and  including  December  4,  1927;  then,  top 

of  ?4-inch  by  2-inch  bushins  on  7-inch  tee.  1.3  feet  above  concrete  base  at  ground. 
Elevation  of  reference  point — 23  1,  to  and  including  December  4.  1027;  then,  23.3;  from  levels  by 

State  Div.  E.  anJ  1. 
Use — ^  Domestic. 
Depth  of  well— 508  feet. 
Diameter  of  casing — ^6  inches. 
Other  numbers  used — State  Div.  E.  and  i.  No.  1.  Las  Bolsas  Quad.;  Location  No.  14409A. 


Date 

Dist.R.P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922— 
June  13 

'+50.6 
■+11,6 
•+10. 6 

1930— 
.April  16 

Dec.  23 

1,4 
14.5 

9.5 
13.6 
14.1 
11.6 

1931-Cont. 
July  18 

14.9 

Aug.  12 

22,6 

1926— 

1931— 
Feb.  27 

Sept.  15 

23.5 

Feb.  25 

Nov.    6 

22.0 

Dec.  15 

17.0 

1927— 

Mar.  16 

1932— 
Jan.  13 

Deo.    4 

April  28. 

June    3 

11  0 

■  Measurement  from  Division  of  Water  Resources. 
Measurements  from  Orange  County  Fiood  Control  District  except  as  noted. 


C-998d-0-15.  L.  L.  BAUER.     MAP  4 

Location  and  description — 100  feet  south  of  Bolsa  Avenue,  70  feet  east  of  Wright  Street,  east  of 

Westminster. 
Reference  point — Top  of  2-inch  wood  clamp,  0.8  feet  above  ground. 
Elevation  of  reference  point — 51.1,  from  levels  by  O.  Co.  F.  C.  D.,  from  local  B,  M. 
Use  — Domcst  ic. 
Depth  of  well— '-15  feet. 
Diameter  of  casing— 7  inches. 
Other  numbers  used — State  Div.  E.  and  I.  No.  71.  Corona  Quad.;  Location  No.  14445A. 


Date 

Dist.R  P. 

to  water 

surface,  feet 

Date 

Dist,  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922— 
June  28 

■5.8 

"8.3 

•22.5 

-10.9 

1928— 
April  27 

•  6,6 

34,1 
25,6 

22.5 
30,7 
32.4 

1931— Cont. 
July   11 

41,5 

1930— 

Oct.     6 

Dec.  23 

1931— 
Jan.  21 

April  28 

Sept.  16 

38,4 

1924— 

Nov.  13 

31,0 

Oct.  26 

1932— 
Jan.   18 

1925— 

25,4 

Oct.  10 

1927— 

Nov.  15 

June    5 

*  Measurement  from  Division  of  Water  Resources. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 
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C-999f-P-I4,  E.  J.   McCRAVEN.     MAP  4 

Location  and  description— 100  feet  north  of  Talbcrt  Avenue  and  300  feet  west  of  Ncwland  Street, 

southeast  of  Wintcrshurp.     Casinji  in  bottom  of  12-foot  pit. 
Reference  point— Top  of  12-foot  pit  on  ea^t  side,  at  ground 

Elevation  of  reference  point — 48  0.  from  levels  by  O.  Co  F  C.  D  .  from  lt>cal  B.  M. 
Use — Domestic. 
Depth  of  well—  1  50  feet 
Diameter  of  casing — 12  inches- 
Other  numbers  used— O.  Co  F.  C.  D.  No   lP-24;  Location  No   1441QA, 


Date 

Dial.  n.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  V. 

to  water 

surface,  feet 

Dale 

Dist.  R.  P. 

to  wat«r 

surface,  feet 

1930— 

39  2 

40  2 
38  1 
35  8 
34.6 

1931— 
Feb.  19 

36  0 

37  8 
43  0 
40  5 
39  6 
36  2 

1932— 
Jan.   13 

3S  2 

Sept.  6 - 

May  18 --.. 

Oct.     4 

Aug.  12  _ 

Nov.26 - 

Oct.     9 

Dec.  23 

Nov.   4 

Dec.  22 

Measurements  from  Orange  County  Flood  Control  District. 


C-1007a-N-13,  FARMERS  GUN  CLUB.     MAP  3 

Location  and  description— 1  5  feet  north  of  Cerritos  Avenue.  H  mile  east  of  Bloomfield  Avenue.  75 
feet  east  of  Dennic  Road  extended  south,  southwest  of  Cypress.  Six  feet  southwest  of  4-inch  casing. 
1   foot  above  ground. 

Reference  point^Top  of  bushing  in  coupling  on  top  of  screw  casing,  3.3  feet  above  ground. 

Elevation  of  reference  point— 34.7.  estimate  by  S.  G.  V   P.  A. 

Use^Not  used 

Diameter  of  casing — 1>  inches 

Other  numbers  used— Location  No.  104^. 


Dale 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Di.st.  R  P. 

to  water 
surface,  feet 

1928— 
Sept.  25 

12,6 
Flowing 

5,5 
11,6 
18,1 
11  5 

4,9 

1930— 
Jan.  29 

11 

3.7 

104 

20  4 

12  1 

6  4 

1931— 
Jan.   14           

S,5 

Dec.  21 

May  28 

June  24 

Mar.    3 

April   8              ...  . 

1.4 

11.2 

1929— 

Aug.  28 

Nov.  26 

June  12 

12  8 

May  24  . 

July  10 

Nov.  30 

(Dry)  20  0 

June  28...  

Dec.  24 

12.7 

Sept.  12 

Dec.  24 

1932- 
Jan.   30 

8  0 

Nov.    7 

Dec.  31 

4  1 

MeasuremeDts  from  SaQ  Gabriel  Valley  Protective  Association. 


C-1056-M-16,  ORANGE  GROVE  WATER  COMPANY.  MAP  3 

Location  and  description — 600  feet  west  of  Rio  Vista  Street.  75  feet  south  of  Anaheim-Olive  Boule- 
vard, east  of  Anaheim 
Reference  point — Base  of  pump.  1  foot  above  ground,  0  I  foot  alvivc  concrete  floor. 
Elevation  of  reference  point — W3,  estimate  by  S  G   V   P  A. 
Use — Irrigation. 
Depth  of  well— 484  feet 
Diameter  of  casing — 16  inches. 
Other  numbers  used — Location  No.  1  5626A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

aurfaoe,  feet 

Date 

Di.st.  R.  P. 

to  water 

surface,  feet 

1928— 
Dec.  17              .  - 

133.1 

130  7 

1930— 
Jan.   15 

149  3 
152  2 

1931— 
Feb,  24       

157.0 

April  30 

April  28 

157.7 

1929— 

Oct,     5 

170,7 

April  22 

Dee.    8 

168  5 

MeasuremoDtB  from  San  Gabriel  Valley  Protective  Association. 
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C-1058-M-17,  SANTA  ANA  VALLEY  IRRIGATION  COMPANY,  NO.   U.     MAP  3 

Location  and  description — 400  feet  south  of  Anaheim-Olive  Boulevard,   500  feet  east  of  Batavia 

Strcc!,  cast  of  Anaheim. 
Reference  point — Bottom  edge  of  pump  base,  at  floor  and  ground. 
Elevation  of  reference  point — 203  8.  from  levels  by  Hoy. 
Use — Irrisation 
Depth  of  well — 726  feet. 
Diameter  of  casing — 26  inches. 
Other  numbers  used — State  Div  E   and  I.  No.  319,  Corona  Quad.;  Location  No.  15646A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dijt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

1927- 
Jan.     1 

•148  7 
-lOS  0 
•100.3 
•148.9 
•1400 

•148  0 
•140.9 
>>131.1 
>>165.2 
t-US  0 

1929— 
Feb. 

i>145.9 
i>146  0 
'■174  7 

'164.3 
'158  2 

1931— 
Feb.    4 

<-167  0 

Mar.    1 --.- 

.May 

Mar.30._ 

«180.7 

.\pril    1 

July     1 

April  28       

'177  0 

1930— 

Jan.   16 - 

May    5. 

Oct.     5 

Dec.    8  .  . 

'194.4 

Dee.    1 

'179.3 

W28- 
Jan.     1 

Mai.    1 

Oct.  28  .     . 

Dec.  28 

»  Measurement  from  Division  of  Water  Resources. 

t>  Measurement  by  Hoy.  from  Orange  County  Flood  Control  District. 

■  Measurement  from  San  Gabriel  Valley  Protective  Association. 


C-1059-M-17,  WHITE  STAR  WATER  COMPANY.     MAP  3 

Log  Available 

Location  and  description — M  mile  east  of  Rio  Vista  Street  and  0  1  mile  south  of  intersection  of  Norton 

Street  and  Rio  Vista  Street,  east  of  Anaheim. 
Reference  point — Bottom  edge  of  pump  base.  1   foot  above  ground.  0.7  feet  above  concrete  floor. 
Elevation  of  reference  point — 207  5.  estimate  by  S.  G.  V.  P.  A. 
Use — -Irriqation. 
Depth  of  well— 240  feet. 
Other  numbers  used — Location  No.  1563  5B. 


Date   . 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Oct.     1 

150  0 
1506 

148.2 

1930— 
Jan.   15 

167.5 
163.7 
169.2 

1931— 

Feb.  24 

April  28 - 

July  14 

Oct.     5 

Dec.    8  . 

173.5 

Dec.  14 

May    5 

176  3 

July  28 

180  2 

1929— 
AprU22 

187.6 
186.2 

1932— 
Jan.  11 

183,7 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


310 


DIVISION   OP   WATER   RESOURCES 


C-1065-M-I6,  M.  M.  BOEGE  AND  FRED  DORN,     MAP  3 

Location  and  description — 175  feet  south  of  Norton  Street,  1350  feet  west  of  Rio  Vista  Street,  east 

of  Anaheim, 
Reference  point — Top  of  pump  base  at  edge  of  hole.  0.2  feet  above  concrete  floor  and  2  feet  above 

ground. 
Elevation  of  reference  point — 202  0.  estimate  by  S.  G,  V.  P.  A. 
Use — Domestic. 
Depth  of  well  -260  feci. 
Diameter  of  casing — 14  inches. 
Other  numbers  used — Hoy  No.  1 10;  Location  No.  15625A. 


^ 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feel 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Dec.  18 

137.2 
135.6 

1930— 

152.9 
l.il  0 
157.5 
160.9 
163.3 

1931— 
Feb.  24 

.\pril28  . 

158.7 

April  30.- --- 

July  28 

162  0 

1929— 

July   14 

Oct.     5  ... 

167.8 

April  22 

Sept    3 

173  5 

Oct.  28 

Dec.    8 

170  6 

1932— 
Jan.   11...     - 

168.3 

Measurements  from  San  Gabriel  Valley  Protective  Association. 

C-1068-M-17,  JOHN  H.  HEITSHUSEN.     MAP  3 

Location  and  description — 3000  feet  north  of  intersection  of  Anaheim-OHvc  Boulcxard  and  A.  T.  & 

S.  F.  Ry  .  anJ  550  fcst  wzst  of  A    f  &l  S,  F.  Ry  .  mrth  of  Olive. 
Reference  point — Top  of  sill  over  pit,  1 .7  feet  above  ground. 

Elevation  of  reference  point— 230  7,  from  levels  by  0.  Co.  F.  C.  D.  from  local  B,  M. 
Use — Irrigation. 
Depth  of  well— 124  feet. 
Other  numbers  used — State  Div.  E.  and  I.  No.  318,  Corona  Quad.;  Location  No.  15655A 


Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Mar.    1 

•13.8 
•24.1 
29.2 

1930— 
Mar.  19 - 

26,6 

Pit  dry 

28.6 

1931— 
Feb.  26 

18  4 

April  25 ..- 

Deo.  14 

May  28 

30.5 

Dec.  29 -.-- 

July  16 

Sept. 25 1. 

Oct.   15 

32  8 
Pit  dry 
Pit  dry 

•  Measurement  from  Division  Water  Resources. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 

C-1073-M-17,  ANAHEIM  EUCALYPTUS  WATER  COMPANY— SOUTH  WELL.     MAP  3 

Location  and  description — 70  feet  north  of  CoronaJo  Street,  120  feet  west  of  Dowlinn  Street,  north 

of  Olive. 
Reference  point— ^^ole  in  pump  base.  0.1  foot  above  ground. 

Elevation  of  reference  point — ^212.4.  from  levels  by  O.  Co.  F.  C.  D.  from  local  B.  M. 
Use^lrriRation. 
Other  numbers  used — State  Div.  F.  and  I.  No.  213;  Corona  Quad. ;  Location  No.  1  5644. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Di.<it.  R.  P. 

to  water 

surface,  feet 

1925— 
Dec   23 

•145  1 
■164.0 
•144,8 

1928— 
Feb.  28 

•136  0 

•121  0 

142.8 

L''173.3 
171.6 
174.6 

1931— 
Jan.  27 

174.3 

April  15 

Dec.    7 

Mar.   5 

172.9 

1926— 

May    6 

174.3 

Nov.  10  

1930— 
Mar.  18 

175.3 

July  11 

184.6 

1927— 

Nov.  20 

186.5 

Nov.  10 

May    7 

1932— 
Jan.  20 

Oct.   15 - 

183.3 

•  Measurement  from  Division  of  Water  Resources. 
*>  Measurement  by  owner. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 
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C-1078d-M-17,  PILOT  WATER  COMPANY.  NO.  1. 
Log  Available 


MAP  5 


Location  and  description — 300  feet  north  of  Corona  Avenue,  400  feet  west  of  A.   T.   &  S-   F. 

1 100  iLct  WLSt  of  Jefferson  Street,  south  of  Riehfield.     East  well  of  two. 
Reference  point — Air  gage.  0,8  feet  above  ground. 

Elevation  of  reference  point— 238  5,  from  levels  by  O.  Co.  F.  C,  D.  from  local  B.  M. 
Use— Irrigation. 
Depth  of  well— 500  feet 
Diameter  of  casing — 24  inches 
Other  numbers  used— O  Co  F.  C.  D.  No.  5P-54:  Location  No   1  5654F 


Ry.. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P, 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1916— 

"58  0 
■126.5 
M25  0 
■151  0 

1927— 
Nov.   3  

■139.7 

117.5 
111.7 
152.1 

172.0 
175  0 

1931— 

Jan.  21 

Feb.  16 

Mar.    5 

176  0 

1921— 

1928— 
Feb.    8 

174.5 
173.5 

Fall 

May    6 

183.0 

May  28 

June  10 

176.5 

1924— 

Dec.    1 

1930— 

Oct.  13 

Nov.  24 

July  17              .     . 

198.5 

Fall      - 

Oct.  20 

191  0 

Nov.  20 

193  0 

1925— 
Dec.  23 

*  Measurement  by  owner. 
Measurements  from  Orange  County  Flood  Control  District. 

C-1079a-M-17,  ATWOOD  WATER  COMPANY.     MAP  5 

Location  and  description — 0.25  miles  east  of  Jefferson  Street  and  700  feet  south  of  Walnut  Avenue, 

south  of  Richfield, 
Reference  point — Gage.  2.5  feet  above  ground. 

Elevation  of  reference  point — 248.8,  from  levels  by  O.  Co.  F.  C.  D.,  from  local  B.  M. 
Use — Irrigation, 
Depth  of  well— 308  feet 
Diameter  of  casing^24  inches. 
Other  numbers  used— O.  Co.  F.  C   D.  No.  3P-1 :  Location  No.  1  5664B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DLst.  R.  P. 

to  water 

surface,  feet 

1930^ 
May    7      .  . 

~'   143,0 
"r  141.0 
»*   169.0 

1931— 

Jan.  27 

Mar.   5 

171  0 
158.2 
162.8 

1931— Cmt, 

Aug.  31 

Oct.  20 

Nov.  20      . 

179  0 

May  27 

185.0 

Nov.  24       

May    6 

187.3 

Measurements  from  Orange  County  Flood  Control  District. 


C-I081h-M-18,  PERALTA  SCHOOL.     MAP  5 

Location  and  description — 1.3  miles  cast  of  Yorba  BriJge  Road.  400  feet  south  of  Santa  Ana  Canyon 

Road,  east  of  Richfield. 
Reference  point — Top  of  easing.  0.8  feet  above  ground. 
Elevation  of  reference  point — 324,0,  from  levels  by  State  D.v.  E.  and  I. 
Use — Not  used. 
Depth  of  well — b^  feet. 
Diameter  of  casing— 12  inches. 
Other  numbers  used — State  Div.  E.  and  I.  No.  50,  Corona  Quad.;  Location  No.  1569?. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

D.ite 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1925— 
Sept. 28 

•40.6 

■36.7 
■35.3 
39.5 

1930— 
Mar.    8 

39.6 
38.6 
39.8 
40.7 

1931— 
Jan.  24 

40  8 

Sept.  16 

Mar.  24 

39  6 

1928— 

Nov.  24 

May  28..  . 

38  7 

Feb.  28 

Dec.  29 

June  13 

40  7 

AprU23 

July  16  . 

39  9 

Deo.    7 

Sept.  25 

39  1 

Oct.   15  ... 

41  0 

Nov.  30 

40.2 

*  Measurement  from  Division  of  Water  Resources. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 
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C-I081i-L-I8,  ANAHEIM  UNION  WATER  COMPANY,  HOLLADAY  NO.  2  (OLD  NO.  12). 

MAP  5 
Ix>g  Available 

Location  and  description — 475  feet  north  of  north  end  of  Yorba  BridRc.  700  feet  south  of  A.  T.  & 

S  i-'   Ry  ,  50  feet  east  of  Yorba  BriJsc  Ro:id.  cast  of  Richfield. 
Reference  point — Top  of  casing.  1  5  feet  above  sround. 
Elevation  of  reference  point — 2H0.h.  from  levels  by  Hoy. 
Use— Irrigation 
Depth  of  well      100  feet 
Diameter  of  casings  18  inches 
Other  numbers  used — Location  No    15714C 


M 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1926— 
Aug.    4 

"44  1 

»86  7 
66.4 
"69  0 

14  0 
•78  0 
•91  0 
•69  0 

1928— 
May  26 

14  0 
•44  6 
•46-6 
■68.6 
71  2 
61  0 

10  3 

•48  5 
"94  0 

1931— 
Jan.   17 

''47.4 

June  20 

July  12 

Oct.     1 

''80  0 

Sept.  30 

Nov.  15 

"70  0 

Oct.  11 

Aug.  14 

Sept.  15 

Dec.  15 

1932— 

MO  0 

1927— 
June  15 

Oct.   18 

1929— 
May    1 

'28  0 

July  29... 

Sept.  12.. 

Sept.30      

Sept.    1 

f 


"  Pumping. 

b  Measurement  from  Orange  County  Flood  Control  District. 
•^  Measurement  from  owner. 
Measurements  by  Hoy  from  Orange  County  Flood  Control  District  except  as  rioted. 


C-1082-L-18,  GOODWIN  MUTUAL  WATER  COMPANY.     MAP  S 

Location  and  description— 3  50  feet  south  of  A.  T.  &'  S.  F.  Ry  ,  0.7  miles  east  of  Richfield  Roaa. 

cast  of  Richlield 
Reference  point — Lower  edge  of  hole  in  pump  base,  north  side,  0.5  feet  above  ground. 
Elevation  of  reference  point — 260.5,  from  levels  by  O.  Co,  F.  C.  D..  from  loial  B.  M. 
Use — Irriffation. 
Depth  of  well— 200  feet 
Diameter  of  casing — 18  inches. 
Other  numbers  used— O.  Co.  F.  C.  D  No.  3P-26;  Location  No    1  5683. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  U.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  V. 

to  water 

surface,  feel 

1928- 
•      Oct.     9 

•58  4 
•63,1 
■62,6 

42,6 
65,4 
72  3 

1931- 

Jan.   18 

Mar.  30 

75  0 
57.8 
62  0 
81.3 
800 
85  9 

1932— 
Jan.  23 

63  7 

Nov.  17. 

Dec.  15 

June  10 

Scpt.30 

1930— 

Oct.  20 

May  12 

Nov.  20 

Sept.  16 

Nov.  24. 

»  Measurement  from  San  Gabriel  Valley  Protective  Association. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 
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C-1082d-L-18,  YORBA  SCHOOL— OLD  WELL.     MAP  5 

Location  and  description — I  25  miles  east  of  Richfield  Avenue,  0  22  miles  norih  of  f^lacentia-Yorba 

Road,  east  of  Richfield. 
Reference  point — Top  of  casing,  !  foot  above  ground. 

Elevation  of  reference  point — 271 ».  from  levels  by  O.  Co.  F.  C.  D.,  from  local  B.  M. 
Use— Abandoned 
Depth  of  well— 80  feet. 
Other  numbers  used — State  Div.  E,  and  I.  No.  128;  Corona  Quad.;  Location  No.  15693. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922— 
Aug.  31 

"35  0 
•49.1 
»51,5 

1928— 
Feb.  28 

April  23 

■'29  0 
•24.7 
65.3 

65  0 

1931— 
Jan.   18  .-. 

73  6 

Dec.  23 

1926— 
Sept.  11 

Dec.    7 

1930— 
Oct.     6 

1927— 
Nov.   3.. 

»  Measurement  from  Division  Water  Resources. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 


C-1085-L-17,  ATCHISON,  TOPEKA  &  SANTA  FE  RAILWAY  COMPANY.     MAP  5 

Location  and  description — bOO  feet  west  of  Van  Buren  Street,  650  feet  south  of  Placentia-Yorba 

Road,  30  feet  soutn  of  tracks,  south  of  Richfield, 
Reference  point — Top  of  casing  and  concrete  at  ground  level.  1 .36  feet  below  bottom  of  pump  base. 
Elevation  of  reference  point — 245,  estimated  by  S,  G.  V.  P.  A. 
Use — Dt^mcstic  and  industrial 
Depth  of  well— 300  feet. 
Diameter  of  casing — 14  inches 
Other  numbers  used — Location  No,  15fc)63C, 


Date 

DUt,  R,  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Oct,     9 

147.7 
154  6 

139.9 

1930— 
Jan.   16 

173.7 
165  0 
169.9 
179.6 

1931— 
Feb.  24 

181.3 

Dec,  15 

Mar.  30 

178  4 

July  29 

April  28 

179,9 

1929— 

Nov.    3          .  . 

Oct.     5 

191.3 

April  23 

Dec.    8 

192  4 

Measurements  from  San  Gabriel  Valley  Protective  Association. 
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C-1086a-L-I7,  ANAHEIM  UNION  WATER  COMPANY— GOMBER  NO.  5.     MAP  3 

L03  Available 

Location  and  description — 100  feci  north  of  Anaheim  Avenue,  50  feet  west  of  Linda  Vista  Avenue; 

southeast  of  Placentia 
Reference  point — lop  of  1  beam,  at  ground,  north  of  well. 
Elevation  of  reference  point — 234,8.  from  levels  by  Hoy. 
Use — Irrigation. 
Depth  of  well— 300  feet. 
Other  numbers  used — State  Div.  II.  and  I.  No.  245.  Corona  Quad.;  Location  No.  15653C. 


Date 

Dist.  R.  P.. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1925— 
May  30       ... 

130  0 
136  0 
152,0 
150.9 

152.5 
122.3 
133  5 
130.2 

133  3 
100.4 

134  0 
140.7 

1928— 

Feb.  27 

.4pril  18 

124  0 
108  0 
123  0 
150  7 

150,7 
144.0 
162.5 

1930— 
Jan.   15 

168  8 

June  30 

April    1 

160  0 

Aug.  24       

June  20 

June    2       .  . 

154  2 

Oct.     5 

Sept.  15 

July     1 

158  0 

1929—     • 

Dec.    1       . 

180.9 

1926— 
Jan.  26 

1931— 
Jan.     1 

June    7 

May    1 

179  5 

Sept.    1 

Oct.     1 

Feb.  16 

179.7 

Sept.  30 

Mar.  30 

176  3 

May    6 

178.4 

1927— 

July  17 

•186.7 

Mar.   7 

May  16       

Sept.30 

Dec.  17 

a  Down  one-half  hour. 
Measurements  from  Division  of  Water  Resources  to  and  including  February  27,  1928;  then  from  Orange  County 
Flood  Control  District. 


C-1087-L-17.  DR.  VON  WEDELSTEADT.     MAP  3 

Location  and  description — 120  feet  south  of  Orangethorpe  Avenue,  O.I  5  miles  west  of  Dowling  Street. 

south  of  Placentia.     Casing  covered  by  large  blocks. 
Reference  point — ^  lop  of  casing.  0,2  feet  above  ground,  to  and  including  January  15,  1930;  then,  top 

of  piatform.  0.5  feet  above  ground. 
Elevation  of  reference  point — 214,  to  and  including  January  15,  1930;  then,  214.3;  estimate  by  S.  G. 

V,  P.  A. 
Use — Not  used. 
Depth  of  well— 278  feet. 
Diameter  of  casing — 20  inches 
Other  numbers  used — O.  Co.  F,  C.  D.  No.  5P-55;  Location  No.  15633. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Oct.     8 

142.7 
145.1 

142.6 

1930- 

Jan.  15 

May  16 

162.0 
159  0 
162.1 
166.8 
170,7 

1931— 
Jan.  23 

171.2 

Dec.  14 

Mar.  20 

169  1 

1929— 

July  25 

Sept.   8 

May  22 

July  10 - 

Sept.  11 

Nov. 13..  . 

170,8 
173  6 

April  23 

183  4 

Dec.  11 

182.2 

1932— 
Jan.    4 

180  8 

Measurements  from  San  Gabriel  Valley  Protective  Assooiation . 


SOUTH    COASTAL   BASIN   INVESTIGATION" 


315 


C-I089-L-16,  AMERICAN  STATES  WATER  SERVICE  COMPANY— PL  ACE  NT  I A  NO.  I.    MAP  3 

Location  and  description— 1  5  feet  west  of  Bradfor  J  Street,  40  feet  north  of  Placcntia-Yorba  Road 

(Crowthcr  Avenue) ,  Placcntia. 
Reference  point— (a)  Lower  edge  of  hole  in  pump  base,  0.5  feet  above  ground;  (b)  Top  of  steel  I  beams 

under  pump  house,  at  ground;  (c)  Top  of  J4-inchpip;southsiJ^of  pumo  base.  0.1  feet  above  ground. 
Elevation  of  reference  point— (a)  228,5;  (b)  228;  (c)  228.1 ;  from  aneroid  by  D.  W.  R. 
Use — Municipal. 
Depth  of  well— 250  feet. 
Other  numbers  used^Location  No.  15623A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Oct.    8 

■151  9 
•153,6 
■153.9 

•151.6 

1930— 
Jan.    16. 

i>175.4 
1>173.I 
i>184.4 

1931— 
April  28 

'184.1 

Not.  22 

April  30      

Dec.    8 

''194.3 

Dec.  15 

Nov.   3 

1929— 
April23 

*  Reference  point  (a)  used, 
b  Reference  point  (b)  used. 
°  Reference  point  (c)  used. 
Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-1094-L-17,  CHAPMAN  ACRES.     MAP  3 


Location  and  description — 100  feet  north  of  Alta  Vista  Avenue.  0.3  miles  west  of  Loma  Vista  Ave- 
nue. 1  50  feet  east  of  Telegraph  Canyon  Creek,  northeast  of  Piacentia. 
Reference  point — Top  of  casing.  1.5  feet  below  ground,  at  bottom  of  iron  bars. 
Elevation  of  reference  point — 292,  estimate  by  S.  G.  V.  P.  A. 
Use — Irrigation  and  industrial. 
Diameter  of  casing — \b  inches. 
Othsr  numbers  used— Location  No.  1  5652. 


Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Oct.  29          

37  5 
37.3 

36.7 

1930— 

Jan.   16 

April  30 

July  29 

42.1 
42.8 
42.7 
43.9 

1931 
Feb.  24 

43.1 

Dec.  18 

April  28 

42.8 

July  14 

42.7 

1929— 

Nov.   3        - 

Oct.     5 

44.3 

April  23 

Dec.    8 

44.4 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-I097-L-17,  H.  H.  HALE.     MAP  3 

Log  Available 

Location  and  description — 65  feet  east  of  Valencia  Avenue.  0.4  miles  north  of  Yorba  Linda  Boule- 
vard, north  of  Piacentia. 
Reference  point — Top  of  casing.  1  foot  above  ground. 
Elevation  of  reference  point — 336.2.  from  levels  by  State  Div.  H.  and  1. 
Use — Domestic. 
Depth  of  well— 31 1  feet. 
Other  numbers  used — State  Div.  H   and  I.  No.  127.  Corona  Quad.;  Location  No    15640. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922— 
Aug.  31 

•137.1 
•145.1 
•150.2 
•154.2 

1928— 
May  10 

•152.7 
155.6 

152  0 
165.1 
166.8 

1931— 

167.3 

Ilec.  14      

Mar.  30 

167.8 

1924— 

19;'0— 

.\pril  11-. 

June  10 _  ... 

168.8 

Oct.  28 

July  17 

169  7 

Sept.  30 

171.3 

1925— 

Oct.  20 

171  5 

Sept.  11 

Dec.  18 

1932— 

1927— 

172.7 

Oct.  18 

*  Measurement  from  Division  of  Water  Resources. 
Measurements  from  Orange  County  Flood  Control  Distriot  except  as  noted. 
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C-n05a-N-17,  WILLIAM  BARNES.     MAP  5 

Location  and  description — 200  feet  cast  of  inicrscciion  of  Taft  Avenue  anJ  Tustin  Avenue,  south 

ul  Richfidd. 
Reference  point — Hole  in  pump  base.  4,0  feet  below  concrete  floor  and  ground. 
Elevation  of  reference  point — 245,  from  aneroid  by  D.  W,  R. 
Use--D<miestic  and  irrifiation. 
Depth  of  well— 348  feet. 
Diameter  of  casing — lb  inches. 
Other  numbers  used— O  Co  F  C.  D.  No   5P-28:  Location  No.  15668B. 


Date 

Dist.  H.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1927- 
1929 — 

181  5 
200  0 

204  0 
211.7 
215,0 
216.6 

1931— 
Jan.  23 

Mar.  31 

213.8 
213  0 
214.1 
217  5 
224  0 
226.0 

1932— 
Jan.  22 

222  0 

July  30 

May  28 

July    6 

1930— 

Sept. 11 

May    5 

Aug.  11 

Nov.   3.... 

Oct.  11 - 

Dec.    4 

Measurements  by  owner  from  Orange  County  Flood  Control  District. 

C-n07-M-l7,  NAU-ZAISER.     MAP  3 

Location  and  description— 140  feet  east  of  Orange-Olive  Boulevard.  0  25  miles  south  of  Fletcher 

.'\ venue,  south  of  Olive,     Old  oil  well- 
Reference  point — ^Top  of  casing.  5.5  feet  above  ground- 
Elevation  of  reference  point — 213,  estimate  by  S.  G.  V.  P.  A. 
Use  —Not  used. 

Diameter  of  casing — 18  inehts. 
Other  numbers  used — Location  No.  15657A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Dale 

Dist.  R.  I'. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feel 

1928— 
Nov.   2 

136  0 
136.3 

1930— 
May    5. 

138  5 

139  4 
140.6 

1931— 
Feb.  23 

138.8 

Dec.  18 

July  29 

April  29 

139  6 

Nov.    3 

July  14 

142  1 

Oct.     6 

143  2 

Nov.    3 

144  0 

Measuretnents  from  San  Gabriel  Valley  Protective  Association. 

C-1112-N-18,  SANTA  ANA  VALLEY  IRRIGATION  COMPANY,  NO.  9.     MAP  4 

Location  and  description— 400  feet  cast  of  Prospect  Avenue  and  0.1  5  miles  north  of  Walnut  .\venuc. 

Last  of  OranRe- 
Reference  point — Top  of  casing,  at  ground. 
Elevation  of  reference  point— 290  4.  from  levels  by  1  loy. 
Use-   Irrifiation. 
Depth  of  well— lOOO  feet 
Diameter  of  casing — 2(.i  inches 
Other  numbers  used — State  Div   H.  and  1.  No   223.  Corona  Quad  .  Location  No.  14580.\. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1926— 
Fall   

222.6 

266.3 
271  0 
277  0 
233.3 

1927— 
Feb 

229.8 
212.3 
219.7 
231.8 
233  0 
225.3 

1928— 
Feb. 
April 
June 
Nov. 
Dec. 

1929— 
Jan. 
Mar. 
May 
June 

1 

221.5 

May    1 

1 

216.7 

1926 — 

July     1 

1 

223  5 

Oct.     1 

1 

•240  0 

Aug.    2 

Oct.  23  .  . 

1      ... 

•237.6 

Dec.    1 

1 

Dec.           -    --    .. 

•232.3 

1 

•226.8 

I.     . 

•230  0 

1 

•238.7 

»  Measurement  from  Orange  County  Flood  Control  District. 
Measurements  from  Division  of  Water  Resouroos  except  as  noted. 
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C-U13-N-17,  DAVID  HEWES  MUTUAL  WATER  COMPANY.     MAP  4 

Los  Available 

Location  and  description — 0.12  miles  west  of  Prospect  Avenue  and  0  2^  niilc^  south  of  Chapman  Ave- 
nue, cast  of  Orange. 
Reference  point — Top  of  pit  wall,  0  6  feet  above  ground. 
Elevation  of  reference  point — 251  7.  from  levels  by  State  Div,  E,  and  1. 
Use — Irrigation. 
Depth  of  well— 430  feet 
Diameter  of  casing — ^1  3  inches 
Other  numbers  used — State  Div   E   and  I.  No.  59.  Corona  Quad.;  Location  No.  14571. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922- 
June  24 

138,7 
175  0 

1925— 
Fall       

197.7 
186  2 

1928— 
Feb.    8 

170  0 

1927— 
Nov.  22... 

April   2 

186.0 

1924— 
Oct.  25 --- 

1930— 
Dec.  18 

•218  0 

»  Measurement  from  Orange  County  Flood  Control  District. 
Measurements  from  Division  of  Water  Resources  except  as  noted. 


C-11I5-0-18,  A.  M.  ROBINSON.     MAP  4 

Location  and  description — 0.25  miles  east  of  Prospect  Avenue  and  20  feet  south  of  Fairhaven  Avenue. 

northeast  of  Santa  Ana. 
Reference  point^Top  of  concrete  floor,  north  side  of  well,  at  ground. 
Elevation  of  reference  point — 220.2.  from  levels  by  O.  Co.  F.  C.  D.  from  local  B.  M. 
Use— Not  used. 
Depth  of  well— 3  50  feet. 
Diameter  of  casing — 24  inches 
Other  numbers  used— O.  Co.  F.  C.  D.  No    lP-76;  Lo-ation  No.  14582 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1930- 
May  27 

172,0 
196,2 
195  2 
190,3 

1931— 

Jan.  24 

Feb.  26 

186  9 
183.3 
188  6 
189,6 
206.2 

1931— Cent. 
Sept.  22 

204,0 

Sept.  20 

Oct.  15  

197,8 

Oct.   15 

May  28 

Nov.  23 

200.2 

Dec.  29 

June  12       

1932— 
Jan.  27 

Aug.  19 

Measurements  from  Orange  County  Flood  Control  District. 


C-1120-N-16,  W.  F.  FELDNER.     MAP  4 

Location  and  description — 270  feet  south  of  Chapman  Avenue.  0.18  miles  west  of  Main  Street,  west 

of  Orange. 
Reference  point — Top  of  casing  in  concrete  pit  at  level  of  top  of  pit,  0  2  feet  alxivc  ground. 
Elevation  of  reference  point — 1512.  estimated  by  S.  G.  V.  P.  A, 
Use —  1  rrigation. 
Depth  of  well— 200  feet. 
Diameter  of  casing — -8  inches. 
Other  numbers  used — Location  No.  14521. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 

Nov.    2 

98,2 
97.1 

96.7 

1930— 
May    5 

Nov.   3 

107.7 
115.2 

1931— 
Feb.  25 

113  5 

Dec.  20 

April  29  

116  5 

July  14 

119  8 

1929— 

Nov.   3 

123  5 

April  22  . 

Measurements  from  San  Gabriel  Valley  Protective  Association. 
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C-U21-M-16,  A.  J.  SCHUTTE.     MAP  3 

Location  and  description— 45  feet  south  of  Ball  Road.  100  feet  cast  of  Sunkist  Avenue,  southeast 

of  Anaheim 
Reference  point  —Bottom  edge  of  pump  base,  0.5  feet  above  Rround. 
Elevation  of  reference  point— 174.  estimate  by  S.  G.  V.  P.  A. 
Use  —  irrigation. 
Depth  of  well  -228  feet. 
Diameter  of  casing — 14  inches. 
Other  numbers  used — Location  No.  1  5628. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Dale 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Dec.  17 

119.5 
119.2 

mo- 
Jan.  15 

April  28 -- 

128  9 
132  4 
131.1 

1931— 

Feb.  24 

April  29 

135  7 

137  1 

1929— 

July  28 

July  14 

138  9 

April  22 

Oct.     5 

143.1 

Dec.    8 

143.3 

1932— 
Jan.   11       ..     .      . 

143.0 

Measurements  from  San  Gabriel  Valley  Protective  Association. 

C-1123-N-16,  ALEC,  WILSON,  BIVINS,  ET  AL.     M.\P  4 

Location  and  description — 10  feet  south  of  Katella  Avenue,  W5  feet  east  of  Placcniia  Avenue,  west 

of  Orange 
Reference  point^Bottom  edge  of  pump  base,  at  ground. 
Elevation  of  reference  point — 152.8.  estimated  by  S.  G.  V.  P.  A. 
Use — Irrigation. 
Depth  of  well— 225  feet 
Diameter  of  casing — lb  inches. 
Other  numbers  used — Location  No   1561'^. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Nov.   3 

98  0 
96.3 

1930- 
Scpt.  3 -- 

111.8 

1931— 
Feb.  24 

111.4 

Deo.  21 

April  29 

114  0 

Dec.    8 

120.0 

Measurements  from  San  Gabriel  Valley  Protective  Association. 

C-il24-M-16,  CITY  OF  ANAHEIM— PLANT  NO.  1,  WELL  NO.   1.     MAP  3 

Log  Available  | 

Location  and  description — 320  feet  south  of  Santa  Ana  Street,  120  feet  cast  of  Los  Angeles  Street, 

Anaheim 
Reference  point^Top  of  concrete  floor,  1  foot  above  ground. 
Elevation  of  reference  point — 1  55,  estimate  by  S.  G.  V.  P.  A. 
Use — ^Municipal. 
Depth  of  well— 320  feet. 
Other  numbers  used— Location  No,  1187. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1925— 
June  11 

97.6 
111.2 

102  3 
113.1 
109  4 
100  5 

99  8 
900 

103  6 
99.2 

1928- 
Nov.   3       . 

■110.1 
M06.4 

•»102.4 

•bin.l 

•«116  3 
•«123  5 
bdi29  2 
"127.1 

1931— 
Feb.  25      

•'122.0 

Sept.   1 

Dec.  17 

April  29 

°126  S 

1929— 
April  15 

July  14       

133  7 

1926— 

Oct.     6 

137.1 

June    8 

138.6 

Aug.    3 

1930— 

Jan.   15 

April  28 - 

Dec.    8 

129  1 

Oct.     1 

1932— 
Jan.  19..-   — 

Dec.  22  . 

125.6 

1927— 

July  28 

Jan.    3 

Sept.   3 

April   1 

Oct.  28 

Sept.  10 

Nov.   3 

•  No.  2  and  No.  4  idle, 
b  No.  3  pumping. 
0  No.  3  idle. 

■i  No.  2  and  No.  4  pumping, 
"  No.  2  and  No.  3  idle,  No.  4  pumpin«. 
Measurements  from  San  Gabriel  VaUey  Proteotive  Association. 
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C-1128-N-16.  SOUTHERN  CALIFORNIA  EDISON  COMPANY,  LTD.     MAP  4 

Location  and  description — 50  feet  east  of  State  Highway  (U.  S.  101).  and  50  feet  south  of  Katella 

Avenue,  west  of  Oranpc. 
Reference  point— Top  of  casing.  1.5  feet  above  floor  and  ground. 
Elevation  of  reference  point^l43.5.  estimated  by  D.  W.  R. 
Use — 'Not  used. 
Depth  of  well  — 1 1  5  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used — State  Div.  E.  and  I.  No.  315,  Corona  Quad:  Location  No.  1I99C. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1926— 
May  21 

89  0 
91.8 
93.4 

107.7 

90.2 
85.5 
89.6 
95.5 

90  0 
90  0 

1928— 
Jan.   19 -.- 

87  0 
86.2 
94  0 
92  0 
94  5 
94  0 
96  0 
95.0 

1929— 
Feb.  18 

93.2 

Aug.    5 

Mar.    1 

Mar.  30 

88.0 

Oct.     4 - 

May    8 

93.5 

Dec.  16 

June  20 

April  30 

90  0 

July  30 

1927— 

Aug.  30 

Feb.    9 --- 

Sept.  30 

May    3 

Nov.  30 

July     9 

Sept.  5 

Oct.  17 

Dec.  13 

Measurements  from  Division  of  Water  Resources  to  and  including  January  19,  1928;  then,  by  Hoy,  from  Orange 
County  Flood  Control  District. 


C-U28a-N-16,  SOUTHERN  CALIFORNIA  EDISON  COMPANY,  LTD.     MAP  4 

Log  Available 

Location  and  description — 200  feet  east  of  State  Highway  (U.  S.  "101).   100  feet  south  of  Katella 

.\venue,  west  of  Oranse, 
Reference  point — Top  of  IH-inch  pipe  by  casing.  0.5  feet  atovc  ground. 
Elevation  of  reference  point — 140.1,  from  levels  by  Hoy. 
Use — Domestic, 
Depth  of  well— 200  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used — ^Location  No.  119QD. 


»  Measurement  by  Hoy. 
b  Measurement  from  owner. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 


DaU 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
May  30 

•92.5 
•92  5 
•98.0 
•109.5 
■102  0 
•113  0 

1930— 
Jan.   18 

101.5 
107.2 
100.0 
105.7 
104.1 
110,6 
107.3 
112.0 
109.8 
108.4 

1931— 

Feb.  28 

April  30 -. 

MOS.? 

July  30 

Feb.  17 

M09.9 

Sept.  30 

Mar.  17 

June  30 

i>110.4 

Nov.  15 

May  30 

July  31 

M15.5 

Nov.  30 

June  25 

July  21 

Sept.  30 

>>m.2 

Dec.  30 

Oct.  31 

''116.8 

July  30       - 

Nov.  30 

>>m.s 

Aug.  30 

Dec.  31 

''115.9 

Oct.  30 

1932— 
Jan.  31 - 

Dec.  30 

i>112.3 
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C-n29i-N-I6,  HALDERMAN-CALLENS  (FORMERLY  J.  B.  NEFF  WELL).     MAP  3 

Location  and  description     bi<2  feet  wcsi  of  Palm  Street.  100  feet  south  of  Ccrritos  Avenue,  south  of 

Anaheim 
Reference  point     Top  of  eurb.  50  ?  feet  above  top  of  casing.  0.5  feet  above  ground 
Elevation  of  reference  point — 13b,  estimated  by  D.  W.  R. 
Use^AbandoneJ 
Depth  of  well— 100  feet. 
Diameter  of  casing^ — 10  inches. 
Other  numbers  used— W.  S  P.  468.  page  44;  Location  No,  1 18'C, 


Date 

Dist.  R.  r. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Dale 

DUt.  R.  P. 

to  water 

surface,  feet 

1898- 
Feb    22 

23  3 
25  8 

27  0 

28  0 

29  5 

30  0 
32  2 

34  0 

35  1 

36  0 

38  0 

40  1 

41  0 

40  9 

39  8 
39  1 
39-9 

41  0 
41.3 

42  3 

44  0 

45  0 
45  2 

45.5 
44.0 
45.2 

45  5 

47  0 
50  8 

50  7 

51.0 
50.(1 
49.5 

51  3 

52  6 
51  4 

50  8 

48  8 

51  2 
50  2 

1907- 
Feb.     1 

47.7 
39.9 
388 

40  0 
38  5 

38  8 

37  3 

39  8 
42  7 

41  6 

38  2 

40  2 

41  6 

42  7 

40  8 
37  1 
43.1 
42  5 

42.2 

39  8 

41  0 
44  0 
43.6 

44  3 
46  6 

45  1 
48  5 
52  5 
51  4 

51  2 

54  0 
60  8 
58  6 

55  0 

56  8 
58  5 
58  3 

57  3 

52  5 
52  8 
55  5 
52  5 

1916— 
Feb.     6  

49.4 

June  20 

May    1   

Mar.20 

42.7 

Aug.  18 

39  8 

Oct      3 

Sept.   3            

Aug.    1 

42  0 

Dec.  27 

Dec.  31 

Oct.  31 

39  3 

1908— 
Jan.  28  

Nov.  29- 

40.8 

1899— 
Feb.     7 

1917- 
Jan.     1 

M&y  29 

April    1 

39  0 

Aug.  14 

Mar.    4 

36  3 

Oct.  29 

Aug.  31 

39.8 

1909— 
Jan.     1 

Oct.     1              .  ... 

45.2 

Dec.     1 

44.8 

Jan    11 

1918— 
April  12 - 

April28         

April  30 

Aug.  31 

44.8 

Nov  27 

July  31 

July  11 

50.3 

Nov.    2 

Aug.    fi 

53.0 

1910— 
Jan.     1 

Dec.    4 

52  2 

Jan.     1 

1919— 
Mar.    8.... 

Feb.  25 

April   1 

Mar.31 

50  4 

June  30 

July  28  .   .       .  . 

June    2 

54.3 

Aug.  28 

Dec.  24 

July   10 

62  3 

Dec     2 

1911— 
Feb.     2         -     .     .. 

Aug.    6 

63.2 

Dec.     1              

58.3 

1920— 
Mar.30 

Mar.    2 

April  8. 

May    6            

57  0 

Sept.    1 

July  25 

May  30 

59  8 

Dec      1 

Dec.  25           

July     1 

63.3 

1912— 
Feb.    6 

Sept.  17         

64.6 

Dec.    9 

63.2 

April    1             

1921— 
Jan.   15 

May  19 

Feb.  29 

Aug.     1             

April    1 

63  0 

Mar.  28 

60  2 

1904 — 

Sept.   4 

Nov.               

71  0 

Jan.     1 

Nov.  28 

1922— 

May    1       

1913— 
Mar.    3       .       .     .. 

Aug.  31 

69  0 

Oct    31 

Mar 

62  0 

June    3. 

1924— 
Oct.     1 

1905— 

Sept.    1 

Jan.     1            

Dec.    1 

>48  0 

Mar.    1 

1914— 
April    1 

Dec.    1 

•54  0 

April  30 

1925— 
May     1 

July     1 

Aug.  31 

July     1 

>69  0 

Dec.    1 

Sept.    1 

Aug.     1 

•77.  S 

Nov.    1 

Dec.     1 

•89  6 

1906— 

Dec.     1 - 

1926— 
Mar.    1 — . 

Mar.31   .-. 

1915— 
April   1     

■98.5 

Aug.    7 

May     1 

•102  0 

Nov.    1 

Sept.    1 

•106  0 

Aug.  28 

Dec.    1 

•103  0 

Dec.    2 

Destroyed. 

■  Measurement  from  Orange  County  Flood  Control  District. 
Measurements  from  United  States  Geological  Survey  (Water  Supply  Paper  468  and  unpublished  records)  except  as 
noted. 
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C-ll29ni-N-16,  HALDERMAN  &  CALLENS.     MAP  3 

Log  Available 

Location  and  description — 682  feet  west  of  Palm  Street,  90  feet  south  of  Cerritos  Avenue,  south  of 

Anaheim.      7  feet  north  of  C-UZ^j-N-lb. 
Reference  point— Hole  in  east  side  of  pump  base.  0.1  feet  above  ground. 
Elevation  of  reference  point— 136.1.  from  levels  by  O.  Co  F.  C.  D..  from  loeal  B.  M. 
Use— Irrigation. 
Depth  of  well— 475  feet. 
Diameter  of  casing — 16  inehes. 
Other  numbers  used — Location  No.  1 18QA. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  K.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
April  11 

80.3 
85.5 
116.0 

1931— 
Jan.  21 

108.8 
103.5 
102.5 

1932— 
Feb.    2... 

•107.2 

Feb.  14  

1929— 

Mar.  16 

April  17 

April  17 

107.2 

1930— 

May  19 

Sept.  15 

105.7 
lU  2 
112.1 

112.4 
"109.1 

Dec.  31 

Oct.  21 

Nov.    3  

Dec.  21 

»  Measurement  from  San  Gabriel  Valley  Protective  Association. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 


C-1130a-N-15,  WILLIAM  SCHNITGER.     MAP  4 

0.2  miles  east  of  Euclid  Avenue.  0.12  miles  north  of  Chapman  Avenue, 


Location  and  description 

north  of  Garden  Grove.     Northwest  well  of  two  wells  in  concrete  pit 
Reference  f>oint— Top  of  2-inch  planks.  0.4  feet  above  ground. 
Elevation  of  reference  point — 107.3.  from  levels  by  O.  Co.  F.  C  D.  from  local  B 
Use^Domest  ic . 
Depth  of  well— 128  feet 
Diameter  of  casing — 7  inches. 
Other  numbers  used — State  Div.  E.  and  I.  No.  206.  Corona  Quad.;  Location  No.  14461 A 


.  M. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

1925— 
Sept.  21 

«59.6 

•60.5 

'55,6 
•62.4 
•61.8 

1930- 
Mar.   6 

66.7 
69.4 
78.3 
78.8 
75.3 

1931— 
Jan.  21 

73.4 

April  11 

Feb.  20 

72  7 

1927— 

Sept.  24 

April   6 

79.5 

Oct.  28 

Oct.     7 

May  11 

75  0 

Nov.  25 

July  10 

84.2 

1928— 

Aug.  14 

87.2 

Feb.  28 

Sept.  14 

84.2 

April  24 

Oct.   19 

84  0 

Nov.30 

Nov.  23 

82.0 

Dec.  22 

79.8 

1932— 
Jan.  18 

78  4 

»  Measurement  by  Division  of  Water  Resources. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 
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C-U3I-N-17,  JOHN  ADAMS.     MAP  4 

Location  and  description  —50  feet  cast  of  Main  Street  and  0  75  miles  north  of  Chapman  Street.  200 

feet  south  of  A  T,  &l  S  I-'.  Ry  .  Orange. 
Reference  point    -I'cjp  of  casing  to  and  including  (October  31.  1928;  then,  top  of  hole  in  pump  base, 

0  4  feet  above  concrete  Htxir  and  ground. 
Elevation  of  reference  point  —  ItO  1.  to  and  including  October  31.  1928.  from  levels  by  State  Div. 

E    and  I.,  then,  lb2,l .  estimated  by  S,  G.  V.  P.  A. 
Use — ^[>»mestic  and  irrigation. 
Depth  of  well— 235  feet 
Diameter  of  casing— 14  inches 
Other  numbers  used— State  Div.  H.  and  I.  No.  312.  Corona  Quad  :  Lo-ation  No.  14530. 


Date 

Dist.  R.  P. 

to  water 

surface, feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1925— 

84  0 
93  5 
95,8 
97.0 
94.5 

97.0 
94.0 
96  0 
100  6 
99  0 

1927— 
Feb.  28 

95.0 
87.0 
90  5 
96  0 
96.5 
95  5 

92  5 
95,0 
99,0 
103  0 
103  0 
102  5 

1929- 
April22 

102  0 

.\ug.  11 

Oct.     1 

AprilSO  

1930- 
May    5 

June  30 

Nov.    1 

Aug.  31 

113.2 

Dec.  31 

Oct.  31 

Nov.   3      . 

121.4 

Dec.  28 

1931— 
Feb.  25 

1926— 
Mar.  31 

1928- 
Mar.    1.. 

119.6 

May  27 

April  29 - 

122.2 

July  28 

May  30 

Oct.     5 

129.4 

Oct.  31 

July  30 

Nov.    3       

130.2 

Dec   31 

Sept.  29 

Dec.    8 

129.1 

Nov.  17 

Dec.  20 

Measurements  from  Division  of  Water  Resources  to  and  including  April  1,  1928;  tbcn  from  Orange  County 
Flood  Control  District  to  and  including  October  31.  1928;  tbeu  from  San  Gabriel  Valley  Protective  A&K>ciatioD. 


C-n32-N-17,  HERMAN  STRUCK.     MAP  4 

Location  and  description— I  35  feet  north  of  Collins  Street.  0.2  miles  west  of  Batavja  Street.  Orange. 

Reference  point ^Top  of  2-inch  blocks  over  casing,  1.7  feet  above  ground. 

Elevation  of  reference  point — 160.7,  estimated  by  S.  G.  V.  P.  A. 

Use — Domestic. 

Depth  of  well— no  feet 

Diameter  of  casing — 10  inches. 

Other  numbers  used —Location  No.  1563*^. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Nov.  17 

94  4 
95.1 

95,2 

1930— 
May    5 

101  0 
101.6 
102.4 

1931— 
Feb.  25 

103.6 

Dec.  20 

July  29       . 

April  29       

104.2 

Nov.   3. 

July   14 

104.4 

1929— 

Oct.     5 

105.1 

April  22 

Nov.    3 

105  3 

Measurements  from  San  Gabriel  Valley  Protective  Association. 
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C-U43-N-16,  W.  G.  COMPTON.     MAP  4 

Log  Available 

Location  and  description — 1^0  feet  south  of  West  Chapman  Avenue,  0.12  miles  east  of  Lewis  Street. 

wtst  of  Orange 
Reference  point — Bottom  cJge  of  pump  base,  0.03  feet  above  concrete  and  0  8  feet  above  ground. 
Elevation  of  reference  point — 134.8,  estimated  by  S,  G.  V.  P.  A. 
Use — Domestic. 
Depth  of  well -182  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used — Location  No.  1450IA. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 

Nov.  17 

83.7 
82.5 

83.6 

1930- 
May    5 

91.2 
100.8 
101.8 

1931— 
Feb.  25 

96  5 

Dec.  20      . 

July  29 

Mar.  30 

106.8 

Nov.    3 

April  29 

100  1 

1929— 

July  14 

112  3 

April  22 

Oct.     6 

108  5 

Nov.    3 

109.8 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-U50-O-17,  JACOB  MUELLER.     MAP  4 

Location  and  description — 180  feet  south  of  Fairhaven  Avenue,  1  50  feet  east  of  Grand  Avenue,  south 

of  Orange 
Reference  point — Lower  inside  edge  of  galvanized  pipe  tee  east  of  pump  house,  7.5  feet  above  pump 

base  at  level  of  concrete  floor  and  ground. 
Elevation  of  reference  point — 209.8,  estimated  by  S.  G.  V.  P.  A. 
Use — Irrigation  and  domestic. 
Depth  of  well— 140  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used — Location  No.  14552. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Nov.  19 

145.1 
143.0 

1930— 
May    5 

154.3 
167.7 

1931— 
Feb.  25 

160.9 

Dec.  21 

Nov.    3       

Mar.  31 

167  6 

April  29 

167  5 

July  14 

173.9 

Oct.     6 

176  3 

Nov.   3 

177.4 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-1151-0-16,  MULLER,  TOD  &  BENNETT.     MAP  4 

Location  and  description — ^^0  feet  south  of  Ocean  Avenue.  0.6  miles  east  of  Berrydale  Avenue,  north- 
west of  Santa  Ana. 
Reference  point^Top  edge  of  H-inch  hole  in  lower  flange  on  pump  hsad.  0.4  feet  above  concrete  block 

under  base.  2  2  feet  above  ground- 
Elevation  of  reference  point — 118.0,  estimated  by  S.  G,  V.  P.  A. 
Use — Irrigation, 
Other  numbers  used — Location  No.  14502 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 
Nov.  20 

66.3 
64.7 

73.7 
83  4 
84.7 

1931— 
Feb.  25 

78.5 
85.3 
82.4 
92.8 
90.4 
86.1 

1932— 
Jan.   11 

84  5 

Dec.  21 

Mar.31 

April  29 

1930— 

July   14 

May    5 

Oct.     6.           .-      . 

July  30 

Dec.    8 

Nov.   3 

Measurements  from  San  Gabriel  Valley  Protective  Aasociation. 
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C-n53b-0-12,  GLEN  C.  BOWER.     MAP  4 

Location  and  description — ^0  25  miles  south  of  Ocean  Avenue  and  200  feet  east  of  Ncwiiopc  Street. 

GarJcn  Grove. 
Reference  point — Center  of  air  gju^te. 
Elevation  of  reference  point — 92.0,  from  levels  by  I  loy. 
Use  —  IrriKaiion. 
Depth  of  well      18S  feci 
Diameter  of  casing — 12  inches 
Other  numbers  used — State  Div,  E.  and  1.  No.  304.  Corona  Quad  :  Location  No.  14473 A. 


Date 

Dist.  n.  P. 

to  water 

surface,  feet 

Date 

Di.st.  K.  P. 

to  water 

surface,  feet 

Date 

Dist.  n.  P. 

to  water 

surface,  feet 

1925— 
Aug.  10 

53 
43 

40  5 
42.0 
49  5 
51  5 
59,0 
49  0 
48.5 

1927— 
Jan.  20. 

41 
39  5 

46.7 
53  7 
51  0 
45 

41 
42  0 
49  0 
57  0 
CO  0 
53  0 

1929— 
Jan.     9 

49.0 

Nov.                

April  12 

April  15 

48.6 

June    6 

June  17 

S8.0 

1926— 

July  14 

July   19 

67.6 

Jan.     1 

Oct.   16 

Nov.    2 

62.0 

April  24         

Dec.  15 

1930- 
Jan.  20 

1928— 
Jan.     2 

July   19       

56  0 

April  23 

66.6 

Oct      5 

April   2  .            

May  13       ... 

57  0 

Nov.  22 

May  14 

June  18 

66  0 

Aug.    6 

Aug.  30  .  . 

75  5 

Sept.   3 

Oct.     6 

67.0 

Nov.    2 

Measurements  by  owner  to  and  including  April  25,  1928;  then  from  Orange  County  Flood  Control  District. 

C-H56-0-17,  H.  T.  ECKLES  ET  AL.     MAP  4 

Location  and  description— 40  feet  west  of  Main  Street,  20  feet  south  of  West  Orange  Road,  0.75 

miles  south  of  Chapman  Avenue,  north  of  Santa  Ana. 
Reference  point — Lower  edge  of  8-inch  discharge  pipe  in  concrete  standpipe  east  of  building,  5.9  feet 

above  ground,  to  and  including  April  22.  1929;  then,  base  of  pump  at  ground. 
Elevation  of  reference  point — 158.9,  to  and  including  April  22,  1929;  then.  153.0;  estimated  by  S.  G. 

V.  P.  A. 
Use — Not  used. 
Depth  of  well— 2 1 7  feet. 
Diameter  of  casing— 8  inches. 
Other  numbers  used^Location  No.  14532. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Nov.  19 

103.8 
102.4 

102.4 

1930— 
May    5 

107.1 
111  7 
114  1 

1931— 
Feb.  25 

112.1 

Dec   21 

July  30 

April  29 

116.0 

Nov.    3 

July  14 - 

118.8 

1929 — 

Oct.     6 

121.4 

April  22 

Nov.   3 

121.8 

Dec.    8 

120.7 

Measurements  from  San  Gabriel  Valley  Protective  Association. 


C-1158a-0-15,  JOHN  LAE.     MAP  4 

Location  and  description — 125  feet  south  of  Ocean  Avenue  and  0.2  miles  east  of  Gilbert  Avenue, 

west  of  Garden  Grove, 
Reference  point — Top  of  2-inch  block  on  casing.  1  1  feet  above  ground. 
Elevation  of  reference  point — 74.4.  from  levels  by  O.  Co.  F.  C.  D..  from  local  B.  M. 
Use — Domestic . 
Depth  of  well— 165  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used— O.  Co  F.  C.  D.  No.  3P-60.  Location  No    I4432C. 


Dale 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
May  16 

31  6 
56  1 
53.0 
46.1 
47.7 

1931— 
Jan.  21 

41,8 
66.1 
60.0 
62.8 
80.7 
67.2 

1932— 
Jul  18 

46.7 

April   8 

Oct     6 

May  19 

Nov.  17           

Deo  24 

Sept.  16 

Got.  14 

Measurements  from  Orange  County  Flood  Control  Diatrict. 
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C-U60a-O-16,  G.  R.  W.  ROBERTS  (FORMERLY  D.  D.  PARSONS).     MAP  4 

Location  and  description-^0  !6  miles  south  of  17th  Street,  300  feet  east  of  Buaro  Street,  southeast 

of  Garden  Grove. 
Reference  point — lop  of  casing.  0  6  feet  above  ground. 

Elevation  of  reference  point — 88.1.  from  levels  by  O.  Co.  F.  C.  D  ,  from  local  B,  M. 
Use — Domestic. 
Depth  of  well — 1 16  feet. 
Diameter  of  casing — 7  Inches. 
Other  numbers  used — State  Div.  E.  and  I.  No.  35,  Corona  Quad.;  Location  No.  14484A. 


Date 

DUt.R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922- 
June  14 

•24.4 
•42.6 
•41,5 

wag- 
April  24 _.. 

■44  4 

56.1 
70.4 
71.3 
55.5 

1931— 
Feb.  20 -- 

66.1 

1930— 
April  25 

65.6 

1925— 

Sept.  16 

66.9 

Sept.  21. .,. 

Oct.   21     

55.0 

Sept.  24 _. 

Nov.  13.- 

61.8 

1927- 
Oot.  28 

Oct.     6 

Dec.  24 

1932— 
Jan.   18  

57.2 

*  Measureirents  from  Divisicn  cf  Water  Resources. 
Measurements  from  Orange  Couoty  Flood  Control  District  except  as  noted. 


C-1162-0-16,  N.  L.  SMITH.     MAP  4 

Location  and  description — 100  feet  south  of  17th  Street,  0.22  miles  west  of  Berrydale  Avenue,  west 

of  Santa  Ana. 
Reference  point — (a)   Top  of  casing.  0.7  feet  above  ground;    (b)  top  of  block,  0  17  feet  above  top  of 

casing;  (c)  lower  edge  of  pump  base,  0.4  feet  above  ground 
Elevation  of  reference  point — (a)  96.8;  (b)  97.0;  (c)  96.5;  from  levels  by  O.  Co.  F.  C.  D.,  from  local 

B.  M. 
Use — Not  used. 
Depth  of  well— 100  feet. 
Diameter  of  casing — 7  inches- 
Other  numbers  used— State  Div,  E.  and  I.  No.  36.  Corona  Quad.;  Location  No    14494. 


Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 
surface,  feet 

1922— 
June  14 

•126.1 

•<'33.1 

•<i45.8 

•<i46.5 
•47.5 
■45.7 

1929— 
April  22 

•47.4 

'■52.4 
i>53.2 
i>54.0 
«63.8 
•63.9 

1931— 
Feb.  25 

«57  9 

1930— 
Feb.  26 

April  29  . 

•62  9 

1924— 

May  20 

•■64.1 

Oct.  23-- -- 

Aug.  15 

Sept.  16 

••68  9 

Mar.  21 

••70  0 

1927— 

May  16 

Nov.  13  . 

•■67  5 

Oct.  28 

July  30 

1932— 
Jan.   18 

Nov.   3 

1928— 

••64.2 

April  24         -  .  - 

Nov.  20 

Dec.  21 

•  Reference  point  (a)  used. 
^  Reference  point  (b)  used, 
c  Reference  point  (c)  used. 

<*  Measurement  from  Division  of  Water  Resources. 
"  Measurement  from  Orange  County  Flood  Control  District. 
Measurements  from  San  Gabriel  Valley  Protective  Association  except  as  noted. 
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C-U62b-0-16,  J.  H.  STEWART.     MAP  4 

Location  and  description — 200  feet  north  of  Fifth  Street,  100  feet  west  of  King  Street,  west  of  Santa 

Ana. 
Reference  point— Top  of  casing.  0.3  feet  below  ground. 

Elevation  of  reference  point — 843,  from  levels  by  O.  Co.  F.  C,  D.  from  local  B.  M. 
Use — Not  uscJ 

Diameter  of  casing— 12  inches 
Other  numbers  used— O,  Co.  F.  C.  D.  Corona  No.  la;  Location  No.  14495A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  wat«r 

surface,  feet 

1930— 
Dec.  24 

57  0 

1931— 
Jan.  22 

Mar.  16 

44  9 
52  0 
54.1 

1931-Cont. 
June    6 

97. S 

July  11 

Oct.     1 

65  0 

..\pril    6 

54  6 

Nov.  13 ... 

53.9 

Meastirements  from  Orange  CouDty  Flood  Control  District. 

C-1167a-0-15,  CUNNINGHAM  &  PATTERSON.     MAP  4 

Location  and  description — 300  feet  east  of  Verano  Street,  100  feet  north  of  Bolsa  Avenue,  west  of 
Santa  Ana. 

Reference  point — Top  of  casing  on  north  side,  05  feet  above  ground,  to  and  including  June  17,  1930; 
then,  tijp  of  casing  at  ground. 

Elevation  of  reference  point — 69.7.  to  and  including  June  17.  1930;  then,  69.2;  from  levels  by  State 
Di\'.  E,  and  I. 

Use — IrriKation. 

Depth  of  well— 218  feet. 

Diameter  of  casing — 5  inches. 

Other  numbers  used— O.  Co.  F.  C.  D.  No  lP-57;  State  Div.  E.  and  I.  No.  3,  Corona  Quad.;  Loca- 
tion No.  14465A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922— 
June  13 

•24  2 
»35  4 
"27  1 

1928— 
April  27 

"34,3 

36  0 

38  0 

39  5 
50  2 

1930— Cont. 
Sept.  8 - 

54  3 

1925— 
Sept.  22 

1927— 

1930— 

Feb.  19-..- - 

April  3 

May  22 

Oct.    6 

Nov.  19 --.. 

1931— 

Jan.  21 

Feb.  20 

50  7 
42  9 

39  1 

Nov.12 . 

June  17 

403 

*  Measurement  from  Division  of  Water  Resources. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 


C-U68-0-15,  J.  MARTINEZ  (FORMERLY  J.  A.  LIPSCOMB).     MAP  4 

Location  and  description — 150  feet  east  of  Verano  Street.  60  feet  south  of  Westminster  Avenue. 

south  of  Garden  Grove. 
Reference  point — Top  of  casing.  0.5  feet  above  ground- 
Elevation  of  reference  point — 75.2,  from  levels  by  O.  Co.  F.  C-  D.  from  local  B.  M. 
Use — Domcstic- 
Depth  of  well— Z'iO  feet. 
Diameter  of  casing — -12  inches. 
Other  numbers  used— State  Div.  B.  and  i.  No.  4.  Corona  Quad.;  Location  No.  14464. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Dale 

Dist.  R.  P. 

to  water 

surface,  feet 

1922— 

"18  4 
•22  0 
"37  4 
"31   2 

1928— 

April  24 --- 

Nov.  28 

1930— 
Feb.  19  ..     .  - 

•36  2 
33  7 

38  7 
40  1 
42  5 
52  8 
49  3 

1931— 

Jan.  21 - 

Mar.  16 

42  7 

1924— 

53  2 
57  4 

May  20 - 

July  11 

Sept.  16..- 

Nov.  13 

1932- 
Jan.   18 

52  4 

61  3 

1925— 

April   3 

59  5 

Sept.  21 

May  22 

62  7 

Oct.     6 

1927— 

Dec.  23 

Nov.   7... 

4U  4 

*  Measurement  from  Division  of  Water  Resources. 
Nleasurementa  from  Orange  County  Flood  Control  District  except  as  noted. 
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C-1180-P-17,  SOUTHERN  CALIFORNIA  EDISON  COMPANY,  LTD.     MAP  4 

Location  and  description— 200  feet  east  of  Main  Street.  725  feet  north  of  Newport  Road  at  Main 

Street,  100  feet  south  of  Sunflower  Avenue,  south  of  Santa  Ana. 
Reference  point — Top  of  valve.  3  h  feet  above  ground. 
lilevation  of  reference  point — 38  2,  from  levels  hy  owner. 
Use — Domestic  and  plant. 
Depth  of  well— 4^8  feet. 
Diameter  of  casing — 1  5  inches. 
Other  numbers  used — State  Div,  E.  and  i.  No.  316,  Corona  Quad.,  Location  No.  1  33  30. 


Date 

Dist.  R.P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1926— 
Dec.  19 

•  5  0 

•2  1 

•+2  6 

"5  3 

■14  8 

•8.0 

1-3.3 

b+l? 

i>5.2 

1928— Cont. 
June  20 

i'10,2 

'■22  0 

l>9  8 

1'3  8 
l>l,9 

b23.1 
b31,0 
'21  4 

1930— 
Jan.  ■  8 

i'14  6 

1927- 
Jan.     4 

Sept. 14 - 

Nov.  19 

1929— 

Jan.   16 

Feb.  18 

April   4. 

July  12 

Sept.   7 

Feb.  17.. 

Mar.  17 

June  25 

Julv  21... 

Sept.   3 

i'9.S 
'•13.8 
i-l?  9 

April  16 

i'27  5 

<'28.4 

Sept.   5 

Nov.  10 

1928— 

Nov.21 

1931— 

Jan.     5 

April  28 

'23.8 
■•17.6 

Jan.  19 

Nov.  15 

'39  7 

Mar. 

AprU     

•  Measuremeai  from  Division  of  Water  Resources. 

^  Measurement  by  Hoy  from  United  States  Geological  Survey. 

0  Measurement  from  Orange  County  Flood  Control  District. 


C-n91-0-l6,  CITY  OF  SANTA  ANA,  NO.  9.     MAP  4 

Log  Available 

Location  and  description — 300  feet  cast  of  Olive  Street,  175  feet  north  of  Sixth  Street.  Santa  Ana. 
Reference  point^Concrete  floor,  at  ground,  to  and  including  April,   1928;  then,  top  edge  of  4-inch 

pipe,  east  side  of  pump,  at  ground. 
Elevation  of  reference  point — 1 13.3;  from  levels  by  Hoy. 
Use — Municipal. 
Depth  of  well— 1100  feet. 
Diameter  of  casing — ^16  inches. 
Other  numbers  used — State  Div.  E.  and  I.,  No.  242,  Corona  Quad.;  Location  No.  14525E. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dbt.  R.  P. 

to  water 

surface,  feet 

1926— 
Nov.     

■66  4 

64  0 

75  6 
81.0 
66  0 

66  4 

64  0 

76  8 

65  0 

1928- 
Jan.  25 

66  0 
64  4 
71.0 
74  4 
79.0 
66.6 

66  0 
71  0 
81  5 
93  0 
74  0 

1930— 

Feb.  25 

June  25... 

77  0 

Feb.  25 

Mar.  25 

87.0 

1926— 

Aug.  25 

108  0 

Jan.  26 

June  20.   . 

Sept  25 

Nov.25 

Dec.  22 

1927— 

Dec.  25 

1929— 
Jan    25 

Jan.  20 

Mar.  25.. 

Mar.2S 

June  25 

June  25 

Sept.  25 

Dec.  25 

Dec.  25... 

*  Measurement  by  Hoy.  from  Division  of  Water  Resources. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 
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C-n93a-0-I7,  A.  B.  CHAPMAN.     MAP  4 

Location  and  description — 300  feet  north  of  I7th  Street.  100  feet  cast  of  Yorba  Street,  cast  of  Santa 

Ana. 
Reference  point — Top  of  casinR,  1  0  feet  above  Rround. 
Elevation  of  reference  point     17^  8,  from  levels  by  State  Div.  E.  and  I. 
Use— NVit  used 
Depth  of  well    -184  feet 
Diameter  of  casing— 9  inches 
Other  numbers  used — State  Cliv.  E   and  I.  No.  54.  Corona  Quad  ;  Location  No,  I4574A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922— 

•    -83  8 
»113  4 
•112,0 

1928- 
April26 

■109  5 
lU  2 

124  4 
133  8 
133  3 

1931— 
Jan.  24 

131  2 

Dec.    5 

1930- 

April   7 - 

Sept.  16       

Feb.  26 

130  S 

1925 

April  17     

137  8 

Septj   9 

134  2 

Oct.   15 

143  8 

1927— 

Nov.  25 

1932- 
Jan.  27 

142  6 

Nov.  22 

Dec.    3 

137  7 

•  Measurement  from  Division  of  Water  Resources. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 

C-n94-0-18,  D.  D.  FIELD.     MAP  4 

Location  and  description — 200  feet  north  of  I7th  Street.  100  feet  cast  of  Holt  Avenue  extended,  cast 

of  Santa  Ana. 
Reference  point — Top  of  sill,  0.9  feet  above  ground,  to  and  including  June  26.  1930;  then,  top  of  casing. 

0  4  tcct  above  ground. 
Elevation  of  reference  point — 178  0  to  and  including  June  2b.  1930;  then,  177  5;  from  levels  by  O. 

Co   F.  C.  D..  from  local  B  M 
Use — Not  used 
Depth  of  well— 1  "^7  feet. 
Diameter  of  casing— 12  inches. 
Other  numbers  used— O.  Co  F,  C   D.  No.  lP-77;  Location  No.  I4584A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1930— 
May  27 

130  « 
137.5 
147.6 

145.0 
141.5 

1931— Cont. 
AprU17 - 

148  2 
145  5 
154.4 
156,7 
156.9 

1932— 
Jan.  27 

149  8 

June  26 

June  12 

Deo.  29      

Aug.  19 

Oct.   15  

1931— 

Nov.  23 

Jan.  24 

Feb.  26 

Measurements  from  Orange  County  Flood  Control  District. 


C-U97-0-17,  B.  V.  TUBBS.     MAP  4 

Log  Available 

Location  and  description — 400  feet  east  of  Tustin  Street.  0.1  miles  north  of  Fourth  Street,  east  of 

Santa  Ana, 
Reference  point — Curb  of  pit.  at  ground. 

Elevation  of  reference  point — 150,5,  from  levels  by  State  Div.  E.  and  1. 
Use — l\)mcstic  and  irrigation. 
Depth  of  well— 220  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— State  Div.  E   and  1.  No    175,  Corona  Quad,:  Location  No,  I4565B. 


Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1920— 

•75.0 
•88  0 

1928— 
Mar.    9 

•84  0 
•85.  J 

103.7 

1931- 
Jan.  24 

102  2 

April  26 

Feb.  26 

101.2 

1925— 

1930— 
Dee.    3 

April  17 

105.2 

Sept.  10 

June  12 

104  1 

■  Measurement  from  Division  cf  Water  Reeouroes. 
Measurements  from  Orange  County  Flood  ConUx>l  District  extept  as  noted. 
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I198-0-17,  H.  R.  SMITH. 
Log  Available 


MAP  4 


Location  and  description — 250  feet  west  of  Prospect  Avenue,  0.25  miles  south  of  17th  Street,  cast 

of  Santa  Ana. 
Reference  point— Top  of  pit.  0.2  feet  above  ground. 

Elevation  of  reference  point — 148  7,  from  levels  by  State  Div   li,  and  1. 
Use — Irrigation. 
Depth  of  well— 310  feet. 
Diameter  of  casing — 12  inehes. 
Other  numbers  used— State  Div.  E.  and  I.  No.  52,  Corona  Quad.;  Location  No.  14574, 


Date 

Dist.  E.  P. 

to  water 

surface,  feet 

Date 

Dist. R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1913— 

45.0 

56.0 

50.0 
53.0 

1919- 
Aug.      

75  3 

79.3 
63.3 

1925— 
May  16 

87.5 

1920— 
Sept.     ..  . 

Sept.  10 

92.1 

1914— 
Jan.  26 

1928— 
Feb.    8 - - 

1922- 
Jan.  23 

89.3 

1916— 

May  10 

94  8 

April     --  -    --    - 

May      

Measurements  by  owner  from  Division  of  Water  Resources. 


C-i200-P-15,  H.  Y.  EVANS.     MAP  4 

Location  and  description^200  feet  south  of  Wintersburg  Avenue  and  200  feet  west  of  Wright  Street, 

east  of  Wintersburg. 
Reference  point — Top  of  easing.  0.6  feet  above  ground. 

Elevation  of  reference  point — 51.8.  from  levels  by  O.  Co,  F.  C.  D.  from  local  B.  M. 
Use — Not  used- 
Diameter  of  casing — 7  inches. 
Other  numbers  used— O.  Co.  F.  C.  D.  No.  lP-17;  Location  No.  14448. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Aug.    5 .. 

26.4 
20.1 
13.1 

1931— 
Feb.  19 

13.5 
20.2 
17  5 
30  0 
21  4 
13.4 

1932— 
Jan.   15 

12  5 

Oct.     4 

ApriI28 

Dec.  23      . 

Aug.  12 

Oct.     9 

Dec.  22 

Measurements  from  Orange  County  Flood  Control  District. 


C-1201-P-15,  MR.  VAZ.     MAP  4 

Location  and  description — 250  feet  south  of  Smeltzer  Avenue,  0.2  miles  east  of  Wright  Street,  north- 
east of  Wintersburg. 
Reference  point — Notch  on  west  side  of  casing,  0-6  feet  above  ground. 
Elevation  of  reference  point — 45.8,  from  levels  by  D.  W.  R. 
Use— Irrigation  and  domestic. 
Diameter  of  casing — -12  inches 
Other  numbers  used— O.  Co.  F.  C.  D.  No.  lP-72,  Location  No,  14447. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 
Sept.20 

32.2 
22.6 

1931— 
Jan.    5 

20.6 
30.8 
26.7 
41.1 
30.7 
22.8 

1932— 
Jan.  15  .  - 

22  3 

Dec.  23 

Mar.  11.     . 

May  19 

Aug.  12  . 

Oct.     9 ---. 

Dec.  22     

Measurements  from  Orange  County  Flood  Control  District. 
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C-I203-P-15,  SHIMAZU.     MAP  4 

Location  and  description — 0  25  milc^st)uth  of  Smcltrcr  Avenue,  125  feet  west  of  Verano  Street,  north- 
east (>l  VVintcr^hurg. 
Reference  point — ^Wcst  =ide  of  top  of  casinR.  0  2  feet  above  ground. 
Elevation  of  reference  point — 4SSi.  from  levels  by  D.  W.  R. 
Use — Domcsiic. 
Diameter  of  casing — 5  inches. 
Other  numbers  used — O.  Co.  F.  C-  D.  No.  2P-18;  I^ocation  No.  14467. 


D&te 

Dist.  R.  P. 

to  water 

surface,  feet 

25.8 

Date 

Dist.  R.  P. 

to  water 

-surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  fett 

1930- 
Dec.  23 

1931- 
April   7 

41.5 

29.9 
46  3 
33.6 
25.8 

1932— 
Jan.  19 

25  2 

June    3  

Aug.  12 

Oct.     9       

Dec.  22 

Measurements  from  Orange  County  Flood  Control  District. 


C-1204-P-15,  LOUIS  JACOBER.     MAP  4 

Location  and  description — 200  feet  west  of  Buaro  Street  and  10  feet  south  of  Smeltzer  Avenue,  west 

of  Santa  Ana. 
Reference  point — Gane.  2  0  feet  ahwve  ground. 
Elevation  of  reference  point— bl. 3,  from  levels  by  D.  W.  R. 
Use — -Domestic  and  irrigation. 
Diameter  of  casing— 12  inches. 
Other  numbers  used~0.  Co.  F.  C,  D.  No,  lP-35;  Location  No.  I4487B, 


Date 

DLst.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  11.  P. 

to  water 

surface,  feet 

1930— 

42.2 
42.7 
36.4 

1931— 

34.2 
33.7 
51.2 

1931— Cont. 
June    3                 .  , 

41  0 

Oct.     6 

Feb.  19  

Aug.  15 

50.5 

Nov.  25 

April   7 

Nov.    6       

42.5 

Dec.  22 

3S.3 

Measurements  from  Orange  County  Flood  Control  District. 


C-1205-P-16,  R.  A.  WEST.     MAP  4 

Location  and  description — 50  feet  south  of  Edinger  Street.  0,35  miles  cast  of  Bristol  Street.  Santa 

Ana,     Casing  in  open  pit. 
Reference  point — Top  of  pump  sill  11  feet  above  ground. 
Elevation  of  reference  point — 63,3.  from  levels  by  Stale  Div.  E.  and  I, 
Use — Abandoned. 
Depth  of  well— 220  feet 
Other  numbers  used— State  Div   E.  and  I.  No.  9.  Corona  Quad,;  Location  No.  14517. 


Date 

Dist,  R.  P, 

to  water 

surface,  feet 

Date 

Dist.  R,  P, 

to  water 

surface,  feet 

Date 

Dist.  U.  P. 

to  water 

surface,  feet 

1922— 
June  13  ... 

•5.5 
■7.0 
-11  3 

1927— 
Nov,  27      . 

•9.7 

•8  5 

•9,8 

1930- 

Apr.    3 

Sept.  15 

9  3 

1928- 
April28 

9  4 

1924— 

Oct.    6 

9.5 

Oct.  20 

1931— 
Jan.    2 

Dec.    1 

1925— 

Sept.  22 

•  Measurement  from  Division  of  Water  Resources. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 
Note. — Probably  surface  water.    Pit  has  probably  caved  Id  and  filled  caang. 
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C-I206-O-17,  ELDEN  FULLER   (FORMERLY  RAY  LAMBERT).     MAP  4 

Location  and  description — 50  feet  south  ot  Mcl-'addcn  Street  and  500  feet  west  of  Lyons  Street, 

Santa  Ana. 
Reference  point — Top  of  casing.  I  f(X>t  above  ground. 
Elevation  of  reference  point — 107.3,  from  levels  by  State  Div.  E.  and  I. 
Use — Not  used. 
Depth  of  well— 185  feet. 
Diameter  of  casing— 7  inches 
Other  numbers  used — State  Div.  E.  and  I.  No.  64.  Corona  Quad.;  Location  No.  14556. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1822— 

•24.8 
•29.9 

1925— 
Sept.   9 

•32.6 
•39.7 

1928- 

■37.4 

1924- 
Oct.  26 

1927— 
Nov.  26       

Dec.    5 

1930— 
July  23 

38.5 

1-37.3 

»  Measurement  from  Division  of  Water  Resources. 
*>  Dry,  caved  in. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 

C-1207-O-18,  IRVINE  RANCH  COMPANY.     MAP  4 

Location  and  description — ^400  feet  southeast  of  Browning  Avenue.  200  feet  northeast  of  Bryan  Ave- 
nue, 300  feet  cast  of  Plant  No   40;  east  of  Santa  Ana. 
Reference  point — Top  of  casing.  1.5  feet  above  ground. 
Elevation  of  reference  point — '^7.5,  from  levels  by  State  Div.  E.  and  I. 
Use — Not  used 
Depth  of  well— 232  feet. 
Diameter  of  casing — ^10  inches. 
Other  numbers  used — State  Div.  E.  and  I.  No.  1 17,  Corona  Quad.;  Location  No.  1459b. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922— 
Sept.  11 

•41.0 
•41  7 
•33.0 

1928— 
April  30 

•35.6 
39.1 

44.8 
68  3 
56.1 
50.8 

1931— 

Jan.  28 

Feb.  24 

May  29 

June  12 

Aug.  19 - 

Oct.   16 

Nov.  18... 

48  0 

Dec.    5 

46  5 

1924— 
Oct.  27 

1930— 

50.8 

73  2 

1927— 

Sept.  16 

74  8 

Nov.  23 

Oct.   16 

61  0 

Dec.    2  . 

•  Measurement  from  Division  of  Water  Resources. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 


C-1209-P-18,  SAN  JOAQUIN  FRUIT  COMPANY.     MAP  4 

Log  Available 

Location  and  description — 0  4  miles  southwest  of  State  Highway  and  0.25  miles  south;ast  of  Brown- 
ing Avenue,  southeast  of  Santa  Ana. 
Reference  point — I'op  of  concrete  pit,  inside  edge,  2.2  feet  above  ground. 
Elevation  of  reference  point — 82.5.  from  levels  by  O.  Co.  F.  C.  D,  from  local  B.  M. 
Use — Irrigation, 
Depth  of  well— ^07  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— O.  Co  I-^.  C.  D.  No.  lP-62;  Location  No.  14>W7C 


Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surtace,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
June  25 

24.7 
31.9 
30.9 
29.7 

1931— 
Jan.  28 

28.8 
29.5 
33.3 
30.3 

1931— Cont. 
Aug.  19 

36  4 

Sept.  15 

Mar.  19 

Nov.  18 

36  5 

Oct.    9 

April  28 

Dec.  31 

May  27 

Measurements  from  Orange  County  Flood  Control  District. 
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C-12Ua-P-18,  IRVINE  RANCH  COMPANY.     MAP  4 

Location  and  description — 20  feet  north  of  State  Highway  and  1  5  feet  south  of  Trabuco  Road,  south- 
cast  of  Santa  Ana. 
Reference  p>oint^Top  of  pump  hasc,  0.5  feet  above  ground. 
Elevation  of  reference  point — 106  0.  from  levels  by  State  Div.  E.  and  I. 
Use — I>)mcstic, 

Diameter  of  casing— 12  inches. 
Other  numbers  used — State  Div.  H.  and  I.  No    121a.  Corona  Quad.;  Location  No.  I462PA. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

D,itc 

DLst.  R.  P. 

to  water 

surface,  feet 

1925— 
Sept.  22        ..  . 

■76,4 

1928— 
April  30 

•83  0 
89  0 

1931— 
Jan.  28 

79.9 

1930— 
Dec.    2 

Feb.  24 

64  6 

1927— 

April  28 

117  3 

Nov.  25 

June  12 

80  0 

Sept.  22 

127  1 

Oct.   16              .  - 

101.9 

»  Meastxrement  from  Division  of  Water  Resources. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 


C-1212-P-19,  IRVINE  RANCH  COMPANY.     MAP  4 

Location  and  description^O  !  5  miles  southeast  of  Culver  Road,  extended,  and  0.5  miles  northeast 

of  Irvine  Boulevard,  north  of  Irvine. 
Reference  point — Top  of  casing,  0  2  feet  above  ground. 
Elevation  of  reference  point— 224  0,  from  levels  by  State  Div.  E.  and  I. 
Use — DomLStie. 
Depth  of  well— 100  feet. 
Diameter  of  casing— 6  inches. 
Other  numbers  used — State  Div.  E.  and  I.  No.  1  52.  Corona  Quad.;  Location  No.  14b37B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dial.  R.  P. 

to  water 

surface,  feet 

1922— 
Sept.   1 

'97,0 
■130  6 
M92,0 

1928— 
April  30 

■190.5 
133.6 

1931— 
Jan.  28 

133.9 

1930— 
Dec.    2 

Mar.  20 

134.3 

1925— 

May  29 

135.4 

Sept.  23 

Sept.  22       

137  6 

Oct.   16 

137.7 

1927- 
Nov.25 

•  Measurement  from  Division  of  Water  Resources. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 


C-12I7a-Q-19,  SOUTHERN  CALIFORNIA  EDISON  COMPANY.  LTD.     MAP  4 

Log  Available 

Location  and  description — 1  50  feet  northeast  of  Trabuco  Road.  0.45  miles  southeast  of  Central  Ave- 
nue, northeast  of  Irvine. 
Reference  point^North  side  of  casing,  at  ground. 
Elevation  of  reference  point-^l*^3,  estimate  by  D.  W.  R. 
Use     Domestic  and  plant. 
Depth  of  well— 429  feet. 
Diameter  of  casing^6  inches. 
Other  numbers  used— O.  Co  F.  C.  D.  No   5P-43  ;  Location  No   n45 1 . 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Diat.  H.  P. 

to  water 

surface,  feet 

1927- 
Dec.  12 

216.0 

1931- 

Feb.  28 .._. 

Mar.  19      

238.4 
248.2 
251  I 
245.2 
260.1 

1931— Cent. 
Sept.  22 ._ 

256  1 

Oct.   16  

248  2 

May    4 

Nov.  18 

248.3 

June  12 

July  16 

Measurements  from  Orange  County  Flood  Control  District. 
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C-1220a-Q-18,  IRVINE  RANCH  COMPANY.     MAP  4 

Location  and  description^  1 00  feet  northwest  of  junction  of  Central  Avenue  and  Laguna  Canyon 

RoaJ.  southwe^it  of  Irvine. 
Reference  point — Top  of  casins.  0  5  feet  above  ground. 
Elevation  of  reference  point  -I  '55.  from  map  by  State  Div.  E.  and  I. 
Use — Not  used- 
Depth  of  well— n4  feet. 
Diameter  of  casing— lb  inches. 
Other  numbers  used— State  Div.  E.  and  I,  No.  135.  Corona  Quad  ;  Location  No.  13423. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

1922— 
Aug.  21  

'18.6 
■72.4 

1928— 
Mar.   3     

•72,0 
•08. 3 
76.0 

85.8 
85.3 
86.8 

1931— 

Feb.  24 - 

May  27 

86  9 

May    8 

87.3 

1925— 

Dec.    1 

June  12 

87  4 

Dec.  31 

1930— 
Sept.  15 

Aug.  19 

Nov.  18 

91  8 

91.6 

Oct.  11 

Dec.    2 

•  Measurement  from  Division  (f  Water  Resources. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 


C-1222-Q-18,  MR.  McFADDEN,  NO,  3.     MAP  4 

Location  and  description — 20  feet  north  and  40  feet  west  of  Valencia  Avenue  and  Jeffrey  Road,  west 

of  Irvinc- 
Reference  point — lop  of  casing.  0.4  feet  below  ground. 
Elevation  of  reference  point — 125,  from  levels  by  State  Div.  E.  and  I. 
Use — Domestic. 
Depth  of  well— 220  feet. 
Diameter  of  casing — 12  inches 
Other  numbers  used— State  Div.  E,  and  I.  No.  122.  Corona  Quad.;  Location  No.  13422. 


Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922— 
Aug.  11 

1924— 

•58.0 
•45.6 
•44.6 

1927— 
Nov.  25 

1928— 
April30 

•42  6 

•49  2 
62.7 

53.8 
55.5 
55.8 

1931— 

Jan.  28 

Mar.  19 

May  27 

55.7 
56.0 
57.4 

Oct.  27 --.. 

Aug.  19 

59  4 

Dec.  21 

Oct.  16 

Nov.  18       . 

60.1 

1925— 

1930— 
April   7 

59.4 

Sept.  24 

Sept. 15 

Dec.    2 

■  Measurements  from  Division  of  Water  Resources. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 
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C-1224-Q-I8,  IRVINE  RANCH  COMPANY,  PLANT  NO.   13.     MAP  4 

Location  and  description— 0  65  miles  southeast  of  Culver  Road.  I  50  feet  southwest  of  Markic  RoaJ. 

west  of  Irvine. 
Reference  point — i'op  of  casing  at  ground 

Elevation  of  reference  point— '■>b.  estimate  by  State  Div,  \i.  and  I. 
Use     Ddiii  siic. 
Depth  of  well^310  feet 
Diameter  of  casing —  1  5  inches.. 
Other  numbers  used  —State  Div.  E-  and  I.  No.  125,  Corona  Quad  ;  Location  No.  13402. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dbt.  H.  P. 

to  water 

surface,  feet 

D.itc 

Dist.  K.  P. 

to  water 

surface,  feet 

1922— 
Aug.  11     

«33  5 
•32.7 
■33.8 
■34.6 

1928— 
April  30 

■35  2 
38  0 

37.3 
39.3 
39.7 

1931— 
Jan.  28 

39.4 

Dec.    I 

Mar.  19 

49  3 

1924— 

1930— 

April   5 

Sept.  15 

May  27 

40.7 

Oct.  27 

July  14 - 

41.0 

Sept.  22 

42.3 

1925— 

Nov.  18 

41  8 

Sept.24 

Deo.    2 

1927— 
Nov.  26 

»  Measurement  from  Division  of  Water  Resources. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 

C-1225-Q-18,  IRVINE  RANCH  COMPANY,   (WHISTLER  PLACE).     MAP  4 

Location  and  description— 1  1  miles  southeast  and  0  3  miles  southwest  of  corner  of  Lane  and  Culver 

Roads,  west  of  Irvine      Lone  shed  300  feet  south  of  ranch  house,  in  draw. 
Referecne  point — fop  of  casinR,  1   foot  above  ground. 

Elevation  of  reference  point^ — 101  0,  from  levels  by  State  Div.  E.  and  I. 
Use — DomLStic. 
Diameter  of  casing — H  inches 
Other  numbers  used — State  Div.  F-2.  and  L  No   139,  Corona  Quad.;  Location  No.  13394. 


Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922— 
Aug.  21 

•8  2 
■12.2 
•10.6 

1928— 
April  30 

•10.4 
14.1 

1931— 
Jan.  28 

14.6 

Mar.  19 

IS  0 

1924— 

1930— 
Dec.    2            

May    4  . 

14  0 

Oct.  28 

JiUy  14 

ISO 

Nov.  18  . 

16  4 

1927— 
Nov,  25 ---- 

»  Measurement  from  Division  of  Water  Resources. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 


C-I226-Q-17,  IRVINE  RANCH  COMPANY  (CATTLE  RANCH).     MAP  4 

Location  and  description— 0.7  miles  southwest  of  Lane  Road,  0.2  miles  northwest  of  Culver  Road, 

extended,  west  of  Irvine 
Reference  point^  Pop  of  casing.  1  foot  above  ground. 
Elevation  of  reference  point — 50  5.  from  levels  by  State  Div.  E.  and  I. 
Use^Domcstic 

Diameter  of  casing— 4  inches. 
Other  numbers  used— State  Div,  E   and  I.  No.  138,  Corona  Quad.;  Location  No.  13363. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922— 
Aug.  21 

•11 

•4  2 
•10,0 

1927— 
Nov.  26 

•8.4 
■7  0 
19.1 

1931— 
Jan.   28 

16  S 

1928— 
April  30 

1930— 
Deo.    2 

Feb.  24 

IS. 3 

1924— 

Mar.  19 

16.8 

Oct.  28 - 

June  12 

23  0 

Sept.  22 

25.2 

1925— 

Oct,  16 

24  4 

Oct.   10 

*  Measurement  from  Division  of  Water  Resources. 
Messurements  from  Orange  County  Flood  Control  District  except  as  noted. 
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C-1230-P-17,  MR.  EMMETT.     MAP  4 

Location  and  desc.-iption— 20  fLX'l  south  of  P.  E.  Ry.  and  30  feet  wcsi  of  1  lakiJay  Sircei.  south  of 

Santa  Ana 
Reference  point— Air  gane,  1.5  feet  above  ground. 

Elevation  of  reference  point — 55,2.  from  levels  by  O.  Co.  F.  C  D-,  from  local  B.  M 
Use^irrJKation 
Depth  of  well — 350  feet, 
Oiameter  of  casing — 10  inches. 
Other  numbers  used— O,  Co.  F.  C.  D.  No    lP-61 ;  Location  No.  14548B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feel 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 

28.0 
27.1 
21.6 

1931— 
Jan.  22 

18.2 
33.0 
24.5 

1931— Cent. 

28  5 

Oct.     9 

April28 

Nov.  16 

Dec.  22 

27  0 

Dec.    2 

May  26 

23  5 

Measurements  from  Orange  County  Flood  Control  District. 


C-1231a-P-17,  IRVINE  RANCH  COMPANY  (LOGIER).     MAP  4 

Location  and  description — 30  feet  south  of  Delhi  Road  and  50  feet  west  of  Redhill  Avenue,  south- 
east of  Santa  Ana, 

Reference  point — Top  of  casing,  1  foot  above  ground, 

Elevation  of  reference  point— 62.1.  from  levels  by  O.  Co.  F.  C.  D.  from  local  B.  M. 

Use — Domestic. 

Diameter  of  casing— 4  inches. 

Other  numbers  used — O.  Co,  F.  C.  D.  No,  IP- 54;  State  Div.  E.  and  I.  No.  200.  Corona  Quad.;  Loca- 
tion No    145ti8A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1925— 
Oct.  10 

M5.4 

"24.8 

•30,4 
15,6 

1930— 
May  28  .  . 

16.6 
24.6 
32.4 
30.2 
26.2 

1931— 

Jan.  22 

Feb.  24... 

Mar.  18 

May  26 

26  3 

June  25 

22  9 

1927— 
Nov.25 

Sept.  15... 

Oct.     9 

30.6 
31.4 

1928— 

Dec.  31 - 

Aug.  18 

Oct.     9 

42.0 
35.3 

April  30 

Nov.  16 

Dec.  22 

38  3 

Dec.    5 

30  9 

*  Measurement  from  Division  of  Water  Resources. 
Measurements  trom  Orange  County  Flood  Control  District  except  as  noted. 


C-I231b-P-I7,  W.  J.  POLLARD.     MAP  4 

Location  and  description^O.I  miles  west  of  ReJhill  Avenue  and  0.5  miles  south  of  Dyer  Road,  south 

of  Santa  Ana. 
Reference  point — Gage,  1  foot  above  ground,  to  and  including  October  15,  1930;  then,  top  of  casing, 

O.J  feet  below  ground. 
Elevation  of  reference  point — 41.4  to  and  including  October  15,  1930;  then,  40.1;  from  levels  by 

O.  Co.  F.  C.  D.  from  local  B,  M. 
Use— Irrigation- 
Depth  of  well— (:>00  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used — O.  Co  F.  C,  D,  No.  lP-55.  Location  No    14559. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
May  28 

42 

28 

28.1 

26,5 

27.6 

1931— 

Jan.  22 

May  26 

Sept.   2 

17.3 
27.6 
40.2 
33.2 
25.0 

June  25..     .. 

Sept.  15 

Oct.  15 

Oct.     9 

Deo.    2 

Dec.  22 

Measuremeats  from  Orange  County  Flood  Control  District. 
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C-1232-P-I7,  IRVINE  RANCH  C0^4PANY.     MAP  4 

Location  and  description— East  side  of  Rcdhill  Avenue,  0  75  miles  norlh  of  Delhi  Road.  10  feet  norih 

ol  Plant  Nt>   b.  southeast  of  Santa  Ana- 
Reference  point— ^'lop  of  box  around  4'  x  4'  pit.  0.5  feet  above  ground. 
Elevation  of  reference  point — 75.0.  from  levels  by  State  Div.  E.  and  I. 
Use — I3omest  ic . 
Depth  of  well— 200  feet 
Diameter  of  casing^ — 16  inches. 
Other  numbers  used— State  Div.  ft.  and  1.  No   1 1  5.  Corona  Quad  ;  Location  No.  14578. 


Date 

Dist.  R.  I'. 

to  water 

surface,  feet 

Date 

Dist.  K.  P. 

to  water 

surface,  feet 

Date 

Dial.  R.  P. 

to  water 

surface,  feet 

1922- 
Aug.  11 

•7.2 
■13.0 
'17.8 

1927— 
Nov.  15. 

•16  0 
•31.5 

1931— 
Feb.  24 

2t  2 

1928— 
April  30 

Mar.  18 

27.0 

1924— 

May  26 

28.0 

Oct.  26 

Aug.  18 

39.0 

Oct.     9 

33.2 

1925— 

Dec.  22 

31  8 

Oct.  10 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  U.  P. 

to  water 

surface,  feet 

Date 

DL«t.  R.  P. 

to  water 

surface,  feet 

1922— 
June  26 

•7,7 

•9.3 

•20.5 

1927— 
Nov.  26 

•18.0 

29  0 
41.9 
37.2 
35.8 
33.6 

1931— 
Jan.  22 

30  7 

1930— 
May  29 

June    6 

37.6 

1924— 

Aug.  18 

61. 2 

Oct.  26 

Oct.  16 

41.8 

June  25 

Dec.  22      . 

38  9 

1925— 

Sept.  15 

Oct.   10  .       .       . 

Oct.     9 

Dec.    2 

t 


»  Measurement  from  Division  of  Water  Resources. 
Measurements  from  Orange  County  Flood  Control  District  except  aa  noted. 


C-1234-P-17,  GEORGE  AND  JOHN  FiTSPATRICK.     MAP  4  ^ 

Location  and  description^O-28  miles  north  of  Delhi  Road  and  50  feet  west  of  McClay  Street,  south     1 
of  Santa  Ana.  i^ 

Reference  point^Top  of  casing,  at  ground.  - 

Elevation  of  reference  point — 09,7.  from  levels  by  State  Div,  B.  and  1.  . 

Use— Not  used. 

Depth  of  well— 260  feet. 

Diameter  of  casing — 7  inches 

Other  numbers  used — O.  Co.  F.  C.  D.  No.  lP-58;  State  Div.  E.  and  I.  No.  65.  Corona  Quad.;  Loca- 
tion No.  14548. 


*  Meausrement  from  Division  of  Water  Resources. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 


^ 
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C-I243-Q-16,  M.  A.  BAKER.     MAP  4 

Location  and  description — 200  feer.  west  of  Newport  Road,  200  feet  south  (jf  Baker  Avenue,  south 

of  Santu  Ana- 
Reference  point^Top  of  casing.  0.4  feet  above  ground. 
Elevation  of  reference  point — 40.1,  from  levels  by  State  Div   H   and  1. 
Use— Not  used. 
Depth  of  well  — 147  feet. 
Diameter  of  casing — 3  inches 
Other  numbers  used — State  Div.  No.  70,  Corona  Quad  ;  U.  S.  G.  S.  No.  9,  Location  No    13322. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface, feet 

Date 

Dist.  R.  P. 

to  water 

surface, feet 

1921- 
June    8 

•5.2 

'>12.9 

"7.6 

"15 
•1.8 
i>3.6 
•4.6 
•2.5 

•04 

•6.4 

•12.5 

•4.6 

•10.8 

blO.l 

•8.3 

•7.9 
•20.0 
•15.6 

1926— 
May  21 

•15  6 
'16.7 
'17.9 
=15.8 
'15.5 

«14  5 

«12.8 
«12.9 
'14.0 
'16.5 
'15  1 
'14.1 

'13.9 
'12,6 
'23.2 
•26.3 
•17.4 
'17.1 
'16.7 

1929— 
Aug.  23 

•19.7 

July  21 

Sept.  28 

1922— 
Mar.  18             -      - 

Aug-    5 --- 

Oct.     4 

Sept.   7 

•19.7 

Dec.  20 

1930— 

Jan.  18 

Mar.  17 

May  12 

•18.5 

Nov.  13 

Dec.  29 

1927— 
Jan.     4 

•16.6 

May  31 

'17.7 

•17.2 

Aug.    8 

Mar.    1 

July   21 

•20.1 

Nov  23 

May    3 

Sept.  15 

20.0 

July     9  

Nov.  19 

1931— 

Jan.  22 

Mar.  18 

18.3 

1923— 

Sept.   5 

Feb.  28 

Nov.  10 

Dec.  13 

1928— 
Jan.   19 

June    7 

17-7 

Aug.  17 

19  1 

Nov.  28 

May  26 

19.6 

Aug.  18 

21.2 

1924— 

Feb. 

Oct.     9 

20.9 

Aug.  26           

Nov.  17 

20.4 

Oct.  26 

June  20 

Dec.    4 

Aug.    9 

Oct.   15 

1925— 
Feb.  10 - 

Nov.  19 

Aug.  27 

Oct.  31 

»  Measurement  from  United  States  Geological  Survey. 
**  Measurement  from  Division  of  Water  Resources, 
c  ^teasu^ement  by  Hoy,  from  Orange  County  Flood  Control  District. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 


C-1244-Q-16,  IRVINE  RANCH  COMPANY.     {HOG  RANCH).     MAP  4 

Location  and  description^O  85  miles  southeast  of  Newport  Boulevard.  100  feel  north  of  Palisades 

Road,  south  of  Santa  Ana- 
Reference  point — Top  of  casing.  1  foot  above  ground. 

Elevation  of  reference  point— 47.1.  from  levels  by  O.  Co.  F.  C   D   from  local  B.  M 
Use — Not  used 

Diameter  of  casing — 12  inches 
Other  numbers  used— State  Div.  E.  and  I.  No.  132a,  Corona  Quad.;  Location  No.  13323. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Dec.    I 

•23.4 

49.2 
32.9 

1931— 

Jan.  22 

April  20 

29.7 
68.4 
44.0 
54.5 

1931-Cont. 
Oct.     9  - 

46.8 

Nov.  17. 

41.0 

mo- 

May  26 

Sept.  15 

Aug.  18 

Deo.    3 

•  Measurement  from  Division  of  Water  Resources. 
Measurements  from  Orange  County  Flood  Coatrol  District  except  as  noted . 
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C-1245-Q-16,  FIRST  NATIONAL  BANK  OF  SANTA  ANA,  TRUST  NO.  258.     MAP  4 

Location  and  description — 100  feet  east  of  Fairvicw  Avenue.  0  3  miles  south  of  Adams  Avenue,  north 

of  Newport  Beach,     (vfoot  wood  stave  pit. 
Reference  point — Top  of  pit.  0  2  feet  above  ground. 
Elevation  of  reference  point — fi5.6,  from  levels  by  State  Div  I£   and  I. 
Use— Not  used 

Diameter  of  casing — -12  inches. 
Other  numbers  used — State  Div.  E.  and  I.  No  74.  C'orona  Quad. ;  Location  No.  13283. 


Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

DLst.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  r 

to  watrr 

surface,  fc  ? 

1924— 
Oct.  25 

»29.0 
•37.9 
•34  5 

1928— 
April  28 

•47  0 
40  3 

31  5 
51  3 
483 

1931— 
Jan.     2 

47  .5 

Dec.    1 

Mar.  17 

June    6 

55  4 

1925— 

1930- 
April   4 

51  4 

Oct.   10 

1927— 

Sept.    8 - 

Not.  26 

Nov.  19 

•  Measurement  from  Division  of  Water  Resources. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted.  -; 

V 

C-1247-Q-15,  MR.  ADAMS.     MAP  4 

Location  and  description — 100  feet  north  of  road  from  F-'airview  to  Huntington  Beach,  just  east  of 
lop  of  mesa      On  bench  east  of  Sania  Ana  River.  v 

Reference  p>oint — (a)Top  of  concrete  block,  at  ground;  (b)  top  of  4-inch  wooden  clamp.  1.3  feet  above  . 
ground. 

Elevation  of  reference  point — (a)  Q4  1  :  (b)  05,4;  from  levels  by  State  Div   E.  and  1. 

Use — .'Vhanduncd. 

Depth  of  well— 200  feet 

Other  numbers  used^State  Div.  E.  and  I.  No    14.  Corona  Quad.;  V.  S.  G.  S.  No.  10;  I-ocation  No.  . 
132^2. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1921— 
May  19 

.    "313 

•29.5 

•24.3 

'"28.2 

•25.0 

1923— 
Feb.  28              .     - 

•21  0 
•30  2 

•38  2 

i«28.8 

•33.8 

■■•50.1 

1926— 
Oct. 

1927— 
Jan. 

1930— 
July 

4 

4 

9 

>"60.2 

June    1         ..       

Nov.  28 

1922— 
Mar.  19 

1924— 
Aug.  26     .. 

>>'iT.7 

June  29 --. 

Oct.   25 

Nov.  23 

Dec.    4       - 

1925— 
Oct.  10  .        .     . 

»  Reference  point  fa)  used. 
^  Reference  point  (b)  used. 
"  Measurement  from  Division  of  Water  Resources. 
Measurements  from  United  States  Geological  Survey  except  as  noted. 

C-1248-Q-16,  MR.  SEMENS.     MAP  4 

Location  and  description — 25  feet  north  of  Kairvicu  Road  (Baker  Avenue)  and  500  feet  cast  of  Fah 

\ie\\   .\vcnuc  (Baker  -Avenue),  north  of  Newport  Beach. 
Reference  point — Top  of  ca.sing.  0  4  feet  above  ground. 

Elevation  of  reference  point— 48,4.  from  levels  by  O.  Co.  F.  C.  D.  from  local  B.  M. 
Use — Doau-^tic  and  stock. 
Diameter  of  casing — 7  inches 
Other  numbers  used— O.  Co  F.  C   D.  No.  2P-5;  Location  No   1  3282. 


f 


Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feel 

Date 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Aug.  11 -... 

29.8 
28.9 

1931— 
Feb.  24 

Mar.  18     .     . 

30  1 
32.1 
31.8 
32.9 

Nov.  19     

Nov.  17 

MeaBurements  from  Orange  County  Flood  Control  District. 
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C-1249-Q-16,  W.  S.  BABB.     MAP  4 

Location  and  description^ SOO  feet  east  of  C^Id  Santa  Ana  Road,  50  feet  north  of  Baker  Avenue, 

north  of  New  port  Beach. 
Reference  point — Top  of  casing,  0  4  feet  above  ground. 
Elevation  of  reference  point — 40.2.  from  levels  by  State  Div.  E.  and  I. 
Use — Domestic  and  irrigation. 
Depth  of  well — b37  feet 
Diameter  of  casing — 10  inches. 
Other  numbers  used — State  Div.  E.  and  I.  No,  6*^.  Corona  Quad.;  Location  No.  n2'^2. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922— 
June  18 

•+6.5 
•4.5 
■12  9 

1927— 
Nov.26 

"14,3 

"19,2 
9.3 

1930— 
Mar.  11 

30.0 

1928— 
May    7            .     . 

Aug.    5 

43.5 

1924— 

Oct.     9 

30.8 

Oct.  26 

Nov.  19 

1931— 
Jan.  22 

26.8 

Dec.    1 

1925- 
Oct.   10 

24.9 

*  Measurement  from  Divisioa  of  Water  Resources. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 

C-12S0-P-15,  MR.  GISLER.     MAP  4 

Location  and  description — 0.35  miles  west  of  rair\'ic\v  Avenue.  125  feet  north  of  Gisler  Street,  north 

of  Newport  Beach 
Reference  point— Gage.  2,0  feet  above  ground 

Elevation  of  reference  point— 3^  t>.  from  levels  by  O.  Co.  F.  C,  D,  from  local  B.  M. 
Use — Irrigation. 
Depth  of  well— 2*^7  feet. 
Diameter  of  casing— 12  inches, 
Othernumbers  used— O  Co.  F.  C.  D  No   2P-3  :  Location  No    13271. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
May    7 

18.0 
24.6 
17.7 
29,5 

1931— 
Jan.  22 

21.2 
24.9 
25.0 
27.0 
26.3 

Aug.  11              

May  26 

Sept.   8 

June    8 

Oct.     9      

Sept.  16 

Nov.  17 

Measurements  from  Orange  County  Flood  Gontrol  District. 


C-1253-P-1S,  D.  W.  ELLIS.     MAP  4 

Location  and  description — 100  feet  west  of  Fairview  Road,  50  feet  south  of  Talberr  Avenue,  south- 
west ol  Santa  Ana. 
Reference  point— Top  of  2-inch  pipe,  0  4  feet  above  ground. 
Elevation  of  reference  point — 37  2,  from  levels  by  State  Div.  E   and  1. 
Use — Domestic. 
Depth  of  well— 1  55  feet 
Diameter  of  casing^4  inches. 
Other  numbers  used— State  Div.  E.  and  I.  No.  10,  Corona  Quad.;  Location  No.  14489. 


Date 

Dist.  R.  p. 

to  water 

surface,  feet 

Date 

Dist.  R.  p. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922— 
June  13 

•+8.4 

■'1.8 

■3.0 
2.6 

1930— 
July  24 

14.0 
15  0 
14.1 

11.4 
15.4 
18.2 
15  5 

1932— 
Jan.   25         

13.2 

Sept.  15                

Feb.  26 

11  5 

1925— 

Nov.  19 

Dec.  31 

1931— 
Jan.  22 

1928— 

Jan.   25 

June  30 

Dec.    1          

Sept.  18 

Nov.  18 

•  Measurement  from  Division  of  Water  Resources. 
Measurements  from  Orangi]  County  Flood  Control  District  except  as  noted. 
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C-1255-P-IS,  MRS.  CHANEY.     MAP  4 

Location  and  description  -50  fccL  south  of  Talbert  Avenue.  150  feet  west  of  Ward  Street,  northc 

»>f  HuntiiiRion  Beach 
Reference  point—  lop  of  casing.  0*5  feet  above  ground,  to  and  including  February  17.  1931 ;  then,, 

RaRc,  0  77  feet  above  top  of  casing  l 

Elevation  of  reference  point— 27  6.  to  and  includinR  February  17.  1911;  then.  28.4.    from   )c\cls^| 

State  Div.  E    and  I , 
Use — Irriuaiion  find  domestic. 
Depth  of  well— 150  feet 
Diameter  of  casing^H  inches 
Other  numbers  used— State  Div  E,  and  I-  No   I  la,  Corona  Quad  ;  Location  No.  14459.  ' 


Date 

Dist.  E.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dint.  R.  P. 

to  water 

surface,  feet 

1925— 

Sept.  22 

"8,2 

"+1.5 

"5,3 
•2,0 

1930— 
Dec.  23 

9.5 

11.6 
16.5 
12,9 
25,5 

1931-Cont. 
Sept.  15 

20.4 

1931— 
Feb.  17 

Oct.     9 

16.2 

1927 

Nov.   6 

15.5 

Nov.  28 

1932- 
Jan.  15 - 

April  28 -- 

1928— 

May  19 

12,5 

May    7 

July  21 

Nov.  28 

^  Measurement  from  Di\'ision  of  Water  Resources. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 


C-1256a-P-15,  JOHN  E.  BREWER.     MAP  4 

Location  and  description — 50  feet  west  of  Bushard  Avenue,  100  feet  south  of  Talbert  Avenue,  north- 
cast  of  Huntginton  Beach. 
Reference  point— (a)Top  of  block,  at  ground;  (b)  top  of  casing;  (c)  hole  in  block,  at  ground. 
Elevation  of  reference  point— (a)  23.9;  (b)  23.7;  (c)  23.7;  from  levels  by  D.  W.  R. 
Use — Domc-st  ie . 
Diameter  of  casing — 8  inches 
Other  numbers  used— ^State  Div.  E.  and  I.  No.  12a,  Corona  Quad  ;  Location  No.  14439A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922- 

•+3,9 

•0  1 

"2,3 

"11  1 

"1.1 

•05 
•0,0 
•6,4 
i-OO 

1928- 
May    7 

>'3  0 

TS 

•    ,    i'l,4 

•+1,3 

•+14,5 

"+6  5 

"6  2 
•13  0 
•16,6 

"8,5 

1931— 

Jan.     5 

Feb.  25 

'8  1 

Nov.  28 - 

M2.4 

1929— 
Jan.   16 

.Mar.  18 

'21  2 

Nov. 

April   7 

«27  3 

.May  19 

'11,9 

1996 

April   4 

July     7 

'17  8 

May  21 

Sept.   7       -  . 

<1ct.     9 

'15  2 

Dec.  20 

Dec.  22 

'9  9 

Dec.    9          

1930— 

1932— 
Jan.     2 

1927— 

•9.2 

Jan.     1 

Mar.  11 

June  10 

Sept.   8 

Dec.  23 

Nov.  28 - 

"  Reference  point  Ca)  used. 
^  Reference  point  (b)  used, 
c  Reference  point  (c)  used. 
Measurements  from  United  States  Geological  Survey  for  1922  and  1924:  then  from  DiriEaon  of  Water  Resources 
to  and  including  November  28,  1928;  then  from  Orange  County  Flood  Control  District. 
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C-1257-Q-15,  H.  J.  LAMB.     MAP  4 

Location  and  description — 200  feet  west  of  Bushard  Street.  0.5  miles  south  of  GarfielJ  Avenue,  north- 
cast  of  I  luntint^ton  Beach. 
Reference  point — ^Top  of  casing.  0.7  feci  above  ground. 
Elevation  of  reference  point — 13  0,  from  levels  by  D.  W.  R. 
Use — Domestic. 
Depth  of  well— 1 50  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used — State  Div.  E.  and  I.  No.  16.  Corona  Quad.;  Location  No.  13231. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922— 

June  29 

•+4.6 
•+1.0 
•+2.5 

1928— 
May    7 

■+1.8 
•+1.0 

9  7 
6.9 
3.2 

1931— 
Jan.  12  

0.1 

Nov.  28 

Feb.  19 

4.9 

1925— 

1930— 
July  23 

April  28  ... 

11.1 

Oct.   10 

June    3 

5.1 

Aug.  12 

13.8 

1927— 

Oct.     4 

Sept.  15 

10  1 

Nov.  28 

Dec.  23 

Nov.   6 

7.1 

Dec.  22 

4.0 

1932— 
Jan.   15 - 

1.9 

»  Measurement  from  Division  of  Water  Resources. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 

C-1258-Q-15,  MRS.  G.  L.  HARPER.     MAP  4 

Location  and  description — 0.2  miles  south  of  Garfield  Avenue  and  500  feet  west  of  Wright  Street, 

northeast  of  Huntington  Beach. 
Reference  point — ^Top  of  north  side  of  casing,  1  foot  above  ground. 
Elevation  of  reference  point— 12  0.  from  levels  by  D.  \V.  R, 
Use^ — Domestic. 
Diameter  of  casing — 7  inches. 
Othernumbers  used— O,  Co.  F.  C.  D.  No.  2P-1;  Location  No.  13241. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Aug.    8 

7.1 

6.2 

3.0 

Flowing 

1931— 
April  28 

8.3 
2.4 
9.9 
7.9 

1931— Cont. 
Nov.   6 

4.0 

Sept.  8 

Dec.  22 

0.0 

Oct.    4 

Aug.  12 

Dec.  23 

Sept.  15  

Measurements  from  Grange  County  Flood  Control  District. 


C-1259-Q-14,  F.  E.  FARNSWORTH.     \LU>  4 

Location  and  description — 250  feet  north  of  Indianapolis  Street.  200  feet  east  of  Hampshire  Avenue, 

Huntington  Beach. 
Reference  point — Top  of  casing,  1.9  feet  above  ground,  to  and  including  November  28,  1928;  then, 

top  of  casing,  at  ground. 
Elevation  of  rererence  point — 30.4.  to  and  including  November  28.  1928;  then.  28.5;  from  levels  by 

State  Div.  E.  and  1. 
Use — Domest  ic. 
Depthof  well— 102  feet. 
Diameter  of  casing — 8  inches 
Other  numbers  used — State  Div.  E.  and  I.  No.  17,  Corona  Quad.;  Location  No.  13213C. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface, feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

1922— 
July    1 

"21.1 
•21.8 

1925— 
Oct.   10 

■28.1 
•27.8 

1928— 
May    7 

•28.1 

1927— 
Nov.  28 

Nov.  28 

■29.6 

1924— 
Oct.  25 

mo- 
April   4 

27.3 

Sept.   6 

27.8 

»  Measurement  from  Division  of  Water  Resources. 
Measurements  from  Orange  County  Flooa  Control  District  except  as  noted. 


342 


DIVISION    OF   WATER   RESOURCES 


C-1260-Q-14,  MR.  NEWLAND.     MAP  4 

Lxjcation  and  description — 0  25  miks  west  of  (tannery  Sircct  and  120  feet  south  of  Indianapolis 

Street,  east  of  1  lunlington  Beach. 
Reference  point — lop  of  casing.  Ob  feet  above  ground,  lo  and  including  December  23,  1930;  then,  top 

of  nipple  on  cap.  0  7  feet  above  casing. 
Elevation  of  reference  point — 68.  to  and  including  December  23,   N30;  then.  76;  from  levels  h\ 

D   \V   R 
Use— Not  uscJ 

Diameter  of  casing — 10  inches. 
Other  numbers  used— O.  Co  F.  C.  D.  No.  !P-47;  Location  No.  13223 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dl.'it.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 
May  22 

+0.5 
S.8 
9.8 
3.0 
0.2 

1931— 
Jan.   15 

+0.5 
8  5 
18.6 
5.2 
3.5 

1931-Cont. 
July    7 

12  1 

June  23  ,  .  . 

Feb.  25 

Aug.  12 

10  0 

Sept.   6 

Mar.  20 

May  18       . 

Oct.    9 

4.8 

Nov.  5 

Dec.  15 

1  2 

Deo.  23 

June    3 

1932— 
Jan.  18. 

0  3 

Measurements  from  Orange  County  Flood  Control  District. 


1 

i 


C-1261-Q-14,  STANDARD  OIL  COMPANY   (LESSEE).     MAP  4 

Log  Available  'i 

Location  and  description— 0  3  miles  west  of  Newland  Street  drainage  ditch  and  250  feet  south  of 
Atlanta  Avenue,  east  of  Huntington  Beach      Abandoned  oil  well  casing  with  large  wooden  plug. 
Reference  point — Top  of  casing.  2  I  feet  above  ground 
Elevation  of  reference  point — 7  5.  from  levels  by  D    W.  R. 
Use — ^Not  used. 
Depth  of  well— 43Q  feel 
Diameter  of  casing — 16  inches 
Other  numbers  used— O.  Co.  F.  C,  D.  No    IP-/*-),  Location  No.  13214. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1930— 
May  26 

0.5 
9  0 
7.9 
6.1 
5.4 

1931— 
Feb.    2 

4  4 
7.5 
9.0 
7.4 
4.5 

1932— 
Jan.   13 

4  0 

Sept.   6 

May  18 

.\ug.  12 

Oct.     9 

Oct.     4 

Nov.  26 

Deo.  23 

Dec.  15       .. 

Measurements  from  Orange  County  Flood  Control  District. 


C-1262-Q-14,  T.  S.  BAN  (LESSEE).     MAP  4 

Location  and  description — 100  feet  south  of  Atlanta  Street  and  10  feet  west  of  Cannery  Street,  east 

of  Huntington  Beach. 
Reference  point — Top  of  cnsing.  1  4  feet  above  ground. 
Elevation  of  reference  point — 5.5.  from  levels  by  D.  W.  R. 
Use — irrigation  and  domestic 
Diameter  ot  casing — 10  inches. 
Other  numbers  used— O  Co   F.  C   D.  No    lP-43;  Location  No    13224. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
May  10 

I  7 
7.0 
9.0 
7.8 
5  4 
2,2 

1931— 
Jan.     5 

2.2 
6.8 
8.5 
5.9 
2.0 

May  18 

July    9           ..  . 

Sept.  14 

Sept.  26 

Oct.     9 

Nov.   5      .  .      .. 

Dec.  17  ...  . 

Dec.  23 

Measurements  from  Orange  County  Flood  Control  District. 


ii 
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C-1262b-Q-15,  MR.  FARNSWORTH.     MAP  4 

Location  and  description — 0.25  miles  north  of  Atlanta  Avenue  and  150  feet  west  of  BusharJ  Street. 

cast  of  Huntinston  Beach. 
Reference  point — Top  of  casinfj.  0.6  feet  atxjve  ground 
Elevation  of  reference  point— 8,9.  from  levels  by  D.  W.  R. 
Use — Domestic 
Depth  of  well — 1  50  feet. 
Dianieter  of  casing — b  inches. 
Other  numbers  used— O.  Co.  F,  C.  D,  No.  3P-70;  Location  No.  13233 


Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
May  10 

2  3 
3.0 

1931— 

April   7 

May  19 

20.5 
7.5 
11.0 
14,2 
9.5 
7.3 
2.8 

1932— 
Jan.   15.   .     .. 

2.6 

Deo.  23 

Aug.  12.... 

Oct.     9 

Nov.   6 

Dec   22 

Measurements  from  Orange  County  Flood  Control  District. 


C-1263-Q-14,  T.  S.  BAN  (LESSEE).     MAP  4 

Location  and  description  —0  25  miles  south  of  Atlanta  Street.  400  feet  east  of  Newland  Street,  east 

of  Huntington  Beach.     Well  point  on  surface  water.     At  recorder  well  C-1263a-Q-14. 
Reference  point — Top  of  IJ^-inch  iron  pipe,  2.6  feet  above  ground. 
Elevation  of  reference  point — 4,'-^.  from  levels  by  D.  W.  R. 
Use— Pest  well 

Diameter  of  casing — 1  J-2  inches. 
Other  numbers  used— O.  Co.  F.  C.  D.  No.  2P-9.  Location  No.  n224C. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Aug.  25 

10.2 
10.6 
10.0 
9.4 

1931— 
Jan.   16  

8.0 

7.5 
8.0 

Sept.  26 - 

Feb.  17 

Nov.  3  .      . 

Mar.  16       

Dec.  23 

Measurements  from  Orange  County  Flood  Control  District. 


C-1263a-Q-14,  T.  S.  BAN  (LESSEE).     MAP  4 

Location  and  description — 400  feet  east  of  Pennyslvania  Avenue  drainage  dilch  and  0,25  miles  south 

of  Atlanta  Street,  southeast  of  Huntington  Beach. 
Reference  point^  Top  of  casing,  1 .9  feet  above  ground. 
Elevation  of  reference  point — 4  1.  from  levels  by  D.  W.  R. 
Use — Not  used. 

Diameter  of  casing — 12  inches 
Other  numbers  used — O.  Co.  F.  C,  D.  Recorder  No.  3122.  Location  No.  13224A. 


Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 
May  26 

19 

10.6 

4.9 

1.2 

1931— 

Jan.     5 

Mar.    2 

1.3 

5.0 
4.6 

1931— Cont. 
.Aug.    6       

8.9 

Aug.  29 

Oct.  31 

4  3 

Oct.  31 

Dec.  24 

1.0 

Dec.  23 

Measurements  from  Orange  County  Flood  Control  District. 
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C-1264-Q-14,  T.  S.  BAN  (LESSEE).     MAP  4 


Location  and  description — 0,6  miles  south  of  Atlanta  Avenue  and  30  feci  west  of  Cannery  Street. 

southeast  of  1  luntinRton  Beach 
Reference  point^  I  op  of  casing.  0  5  feet  alx>vc  ground. 

Elevation  of  reference  point^i  B.  from  levels  by  O.  Co.  F.  C.  D   from  local  B.  M. 
Use — Irrigation. 

Diameter  of  casing— 10  inches  i 

Other  numbers  used~0.  Co,  F  C.  D.  No   IP-42;  Location  No   13225. 


II 


Date 

Dist.  R,  P, 

to  water 

surface,  feet 

Date 

Dist,  R,  P, 

to  water 

surface,  feet 

Date 

Dist,  R.  P. 

tenter 

surface,  feet 

1930— 
May  23      -      - 

6.1 
9.9 
11.2 
9.4 
7.8 
4.5 

1931— 
Feb.  17 

5.3 

7.3 
12  2 
8  2 
4  4 

July    3 

May  18 

July  15 

Aug.  12 

Oct.    4 

Oct,     9 -.- 

Nov,   5 

Dec,  17     . 

Deo.  23 -..- 

Measurements  from  Orange  County  Flood  Control  District. 

C-1265-Q-15,  MR.  GISLER.     MAP  4 

Location  and  description — 0,1  5  miles  south  of  Atlanta  Avenue  and  0  25  miles  west  of  Bushard  Street, 

east  of  Huntington  Beach, 
Reference  point — Top  of  casing,  0.5  feet  above  ground- 
Elevation  of  reference  point — 7  1,  from  levels  by  D  W.  R. 
Use — Not  used 
Depth  of  well— 200  feet. 
Diameter  of  casing— b  inches. 
Other  numbers  used — State  Div,  E.  and  I.  No,  293.  Corona  Quad.;  Location  No.  132J4A. 


* 


Date 

Dist,  R.P, 

to  water 

surface,  feet 

Date 

Dist.  R.  P, 

to  water 

surface,  feet 

Date 

Dist.  R.  P, 

to  water 

surface,  feet 

1927- 
Dec,    2 

"5.1 

■2.9 
«4.8 

1930— 
April   9 

8.8 
8  6 
26.3 
8  3 
I)  5 

1931— 
Jan.  28 

6.1 

May  23 

.Mar.   3 

12.2 

1928— 

Oct,    4 

April  30 

11.3 

Nov,   6 

July     7 

12  9 

April  22 

Dec,  29 

Sept,  15 

10  6 

Oct,     9 

9  5 

Dec.  17 

5  2 

1932- 
Jan,    13 

6  8 

»  Measurement  from  Division  cf  Water  Resources. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 


C-I2b9-Q-15,  FAIRVIEW  FARMS  CPIG  PEN  WELL).     MAP  4 

Location  and  description — ^0.75  miles  east  ()f  Bushard  Street.  1  50  feet  north  of  road  which  is  0.5  miles 
south  of  Atlanta  Avenue.  300  feet  east  of  east  levee  of  Santa  Ana  River,  cast  of  Huntington  Beach. 

Reference  point — Top  of  casing,  1.5  feet  above  ground. 

Elevation  of  reference  point— ^7,  from  levels  by  D.  W,  R 

Use— Not  used. 

Diameter  of  casing—  lb  inches 

Other  numbers  used — O.  Co.  F.  C^.  D.  No.  lP-44;  State  Div.  E.  and  1.  No.  29b.  Corona  Quad.;  Loca- 
tion No.  13254. 


Date 

Dist,  R,  P, 

to  water 

surface,  feet 

Date 

Dist,  R,  P, 

to  water 

surface,  feet 

Date 

Dist,  R,P. 

to  water 

surface,  feet 

1927— 
Oct,     2 

"9.2 

"6.8 
"7.2 

8.1 
6.2 

1930-Cont, 
Aug,    4 

11  6 
13  0 
9.8 

8.7 
9.7 
11.9 
9.1 

1931— Cont. 
Aug,  12 

12.0 

Sept,   8 

Oct,     9.- 

10  5 

1928— 

Nov,  25 

Dec,  17 

9  0 

April  22 

1931— 

1932— 
Jan,  15 

May  17 

7.0 

1930— 

Mar.  18 

April   9          •    .       ■ 

April    7 

»  Measurement  from  Division  of  Water  Resources. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 
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C-1270b-Q-15,  FAIRVIEW  FARMS  NO.  4.     MAP  4 
Log  Available 

Location  and  description^O.3^  miles  east  of  Bushard  Street,  75  feet  south  of  road  which  is  0.5  mites 
south  of  Atlanta  Avenue,  east  of  Huntington  Beach 

Reference  point — ^Top  of  casing,  1.1  feet  above  ground,  to  and  including  May  2,  1928;  then,  top  of 
casing  at  ground. 

Elevation  of  reference  point — 8.1  to  and  including  May  2.  1^28;  then,  7.0;  from  levels  by  D,  W.  R. 

Use— Not  used. 

Depth  of  well— 300  feet 

Diameter  of  casing — 12  inches 

Other  numbers  used— State  Div.  E.  and  I.  No,  15,  Corona  Quad.;  J.  B.  Lippincott  No.  198;  Loca- 
tion No,  13245J. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist,R,  P, 

to  water 

surface,  feet 

Date 

Dbt.  R.  P. 

to  water 

surface,  feet 

1922— 

June  29  .  . 

"5,0 
«5  3 
•5.0 

1927— 
Oct.     6 

•15.0 
•5.6 
7.6 

1931- 
Jan.  28 

i«,3 

1928— 
May    2 

Feb.  19  

11,1 

1924— 

Mar.    2 

15,2 

Oct.  25 

April  13          ... 

34  3 

1930— 
AprU  9 

April  30 

12,4 

1925— 

May  18       .       ... 

15,1 

Oct.   10 

*  Measurement  from  Division  of  Water  Resources. 
b  Measurement  by  J.  B.  Lippiacott. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 


C-1274-Q-14,  NEGRO  COLONY  1.3  MILES  NORTH  OF  TALBERT  ROAD.  MAP  4 

Location  and  description — 1.3  miles  west  of  Bushard  Street  and  100  feet  south  of  State  Highway, 

south  of  Huntington  Beach      On  beach  in  sand.  900  feet  west  of  bridge. 
Reference  point— Top  of  casing.  0  3  feet  above  ground. 
Elevation  of  reference  point — 1 13,  from  levels  by  D.  W.  R. 
Use— Not  used. 
Depth  of  well — 120  feet. 
Diameter  of  casing — 10  inches, 
Other  numbers  used — 5tate  Div.  E.  and  I.  No.  299.  Corona  Quad.;  Location  No.  13215. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1927— 
Oct.    2 

»10,8 

■10.3 
"10,2 

1929— 
May  17..-. 

13.5 

13.7 
12.6 
11,2 

1931— 

11.3 

1930— 
Aug.    2       .  . 

April  30 

bl2.3 

1928- 

May  13 

6,5 

Jan.     5 

11  3 

May    7 

Oct.     4 

July    7 

9,6 

Dec.  23      - 

Aug.  12 

9  7 

*  Measurement  from  Division  of  Water  Resources. 
'^  Measurement  by  J.  B.  Lippincott. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 


1  , 

i; 
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Records  of  Ground  Water  Levels  at  Wells 
in  District  "D" 
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D-703a-H-20,  PAL-O-MARS  IRRIGATION  COMPANY.     MAP  b 

Log  Available 

Location  and  description — 40  feet  south  of  Orchard  Avenue,  SOO  feet  east  of  Mills  Avenue,  west  of 

Ontario, 
Reference  point — Bi>[tom  edge  of  pump  base,  at  ground. 

Elevation  of  reference  point — 9'^^0.  from  Met.  W.  D,  topog.  by  J.  R.  Shoemaker. 
Use — Irrigation. 
Depth  of  well — 7bO  feet. 
Diameter  of  casing — 18  inches. 
Other  numbers  used— J.  R.  Sho.'mak.^r.  No.  730a;  L.  A.  Co.  F.  C.  D.  No.  3282. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.R.P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P, 

to  water 

surface,  feet 

1930- 

230.1 

1931— 

236.9 

1932— 
Feb.  18... -. 

241.8 

Measurements  from  J.  R.  Shoemaker. 


D-705-F-20,  SAN  ANTONIO  WATER  COMPANY,  NO.  17  (BORDENHEIMER  WELL).     MAP  6 

Location  and  description — 120  feet  westof  Mountain  Avenue,  and  15  feet  south  of  21st  Street.  Upland. 
Reference  point^Top  of  H'-inch  tee  on  pressure  line,   at    ground,   to   and   including   September   4. 

192*^,  then,  top  of  steel  I  beam,  0.2  feet  below  ground. 
Elevation  of  reference  point — 1831.7.  to  and  including  September  4.  1929;  then,  1831.5;    from  levels 

by  J.  R,  Shoemaker. 
Use — Irrigation. 
Depth  of  well — 668  feet. 
Other  numbers  used — Location  No.  4525E. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.R.P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1906— 
Oct    20 

87.0 

113.0 

98.0 
123.3 
149.9 

124.5 
97.8 
70,6 
97.3 

137,1 

117.5 
108.9 
166.0 

1927- 
April   6 

195.3 
171.1 

143.9 
139.3 
152.0 
185.3 
176.1 
187.6 
218.3 
306.6 

201.1 
191,0 
184,6 
187,0 
202  6 
210  0 
214  6 

1930— 
Feb. 
April 
June 
■  July 
Sept. 
Nov. 

1931— 
Jan. 
Mar. 
May 
June 
July 
Sept. 
Oct. 
Nov. 
Dec. 

1932- 
Jan. 

5 

212.1 

May  25 

2 

208.6 

1909 — 

1928— 
Mar.  21 

4         

203.8 

Jan.  25 

2 

203.9 

3          .  .      . 

210.8 

1910- 

April  25                 .  . 

5 

208.8 

July     4              

May  23 

7  ; .-.:. 

Sept.  5 

June  13 

Dec     4 

July  18 

208  5 

Aug.  15                 -  . 

4 

206.6 

1911 — 

Oct.     3 

6 . 

202.3 

Jan.  12 

Dec.    5 

3 

200.3 

Mar.  27 

1929— 
Jan.     2 

8 ._ 

203.9 

May    4 

2 

208.8 

Aug   28 

7 

212.0 

Dec.    3 

Mar.   6 

4 - 

214.2 

May    1 

2 

212.1 

1912— 

20 

Feb.    1 

Aug.    7                 -  . 

May    2        

Oct.     9 

209  5 

Oct.  14 

Dec.  11 

Measurements  from  Cucamonga  Conservation  Association. 
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D-707-F-21.  SAN  ANTONIO  WATER  COMPANY.  NO.   15   (PAUL  WELL).     MAP  6 

Log  Available 

Location  and  description — 50  feet  south  of  23d  Slreet.  0  36  mik-s  cast  of  Euclid  Avenue.  Upland. 

Reference  point— Pressure  gage. 

Elevation  of  reference  point — 1.838.0,  from  levels  by  J.  R.  Shoemaker. 

Use — Irrigation. 

Depth  of  weU~999.6  feet. 

Diameter  of  casing — 12  inches. 

Other  numbers  used— Location  No.  4555. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1924— 
Aug.  20. 

"407,3 
MID  4 
351  8 
354  2 

349,5 
366  9 
378  6 
•468,7 
"469,3 
408.1 

395  3 
401  7 
391  4 
382.2 
399,5 
407  6 

399  5 
361.4 
336  0 

1927  -C'nt. 
Aug.    3 

331  4 
376  2 
366  0 

361  4 
273  4 
339  9 
371 . 1 
•460  9 
•459,3 
390,0 

382  1 
375  0 
342  4 
352,5 
413   1 
398  3 
•513  9 
423,4 
425,4 

1930— 

406. S 

Oct.  29        

Nov.    2 

Feb.    5 

398. S 

Nov.  12... 

Dec.    7 

April   2 

396.6 

Dec.  17         

1928— 
Feb.    1 

May    7 

401.9 

1925— 

June    4 

July    2 

402.8 
399.6 

Jan.     7 

April   4 

July  30 

400.7 

April  16 

May    1 

Dec.    3 

416  4 

July     1 

,Iuly    9 

1931— 
Jan.     7 

Aug.  19 

Aug.  29 

Oct.  29 

Oct.  10 

411  6 

Nov.  12 

Dec.    5 ... 

Feb.    4 

408.3 

1929— 
Jan.     2 

April    1 

407.6 

1926— 

April  29 

420  8 

May  27 

413  9 

Feb.    3 

Feb.  20  .     .. 

June  24 

412  0 

April  21     

April   3 

Nov.  18 

443  5 

June  30 

Mav    1   ..     .   . 

Dec.  16            .     . 

435.4 

Dot.  13 

July  31 

1932— 
Jan.   20 

Dec.    1 

Sept.  11 

Oct.     9. 

431.4 

1927— 
Feb.     2 

Nov.  13 

Dec.  11. 

April   6.... 

June    1 

»  Pumping. 
Measurements  from  Cucamonga  Coiuscrvatioii  Association. 


D-708-F-21,  SAN  ANTONIO  WATER  COMPANY,  NO.  2.     MAP  6 

Location  and  description^820  feet  north  of  Base  Line  Avenue  (16th  Street),  and    815  feet  cast  of 

Cucamonga  Avenue.  Dpland. 
Reference  point— Air  gage.  0,5  feet  above  I  beams. 
Elevation  of  reference  point  —1402  5.  from  levels  by  J.  R.  Shoemaker. 
Use — ■  Irrigation. 
Depth  of  well— 092  feet. 
Diameter  of  casing— 12  inches. 
Other  numbers  used — Location  No  4577. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1912— 
April  25 

91  I 
80,6 

100  0 

55,2 
95  2 

98  C 
106  8 
113  6 

99  3 
54  1 
34.5 
67.1 
93  3 

103  2 

1916— 
Jan.     3 

87  7 
55  0 
51  9 
67,6 
87  5 

72.8 
42  1 
90  3 
101  8 
105  9 

107  5 

86,0 
79  9 
105  9 
110  7 

1919— 
Jan.     3 

97  3 

July     2.... 

Feb.    8          .     ..  . 

Feb.  24 

94.7 

June    9 

April   7 

87  6 

1913— 

May  26 

103  8 

Mar.21 

Nov.28 

Nov.26 

129  4 

1914— 
Mar.  13 

1917— 

1920— 
Feb.    4 

124.1 

Aug.  17 

April    4 

May    6 

97.3 

Sept.  7        

Sept.   6 

July  14 

116.2 

Oct.    5 

Nof.21 

Dec.  18 

Oct.     6 

136.3 

Nov.  16 

Nov.  10 

132  2 

1918- 
Jan.  23 

Dec.    9 

136  3 

1915— 
Jan.     4         

Mar.    8 

April   3         

May  18 

Sept.  30 

Aug.  28 

Oct.  26 

Nov.20 

Nov.  22 
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D-708-F-21,  SAN  ANTONIO  WATER  COMPANY,  NO.  2.     MAP  6— Continued 


Date 

Dist.R.P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1921— 
Feb.    3 

125  4 
122  5 
139,2 
127.1 
146  9 
132,1 
14«,1 
162,4 

141  2 
131  5 
109  8 
116.3 
140  4 
120.5 

107.8 
99.4 
99.5 
122.2 
151  3 
163.7 

160.4 
170  1 
151.5 
156.0 
-173.6 
••174.0 
181  1 
180.0 

1925— 

Jan.     7 

Feb.   18 

175  3 
181.1 
188  8 
185  7 
219  0 

201.3 
213  8 
202  2 
190.7 
219  6 

208.7 
176.3 
188.1 
154.4 
140.0 
158,5 
208  1 
195,5 

180  4 
162,9 
187,3 
250  2 
246.1 

1929— 
Feb.    6 

223.2 

.Vliir.    3 

210  5 

May  19 

April  15 

June    5. 

228  3 

.4pril22 

Sept.  18 

1930— 
Jan.     2 

270  1 

.June  30. 

Dec.    2 

July     7 

1926— 

Aug.  22 

286  5 

Dec.    6 

Mar.   5 

256,9 

Feb.    3                  .  . 

April 30  .        -.     . 

249  2 

1922— 

.A.pril   7 

227  3 

Feb.    7 - 

July  30 

270  0 

Mar.    2 

Dec.    1 

Oct.  22 

304  5 

.May    3 

1927— 

Nov.  12 

Dec.  10 

308  5 

Aug.  10 

288  7 

Oct.  23...     .- 

1931— 
Feb.    4 

Dec.  29 

Feb.  23 

Mar.  16 

268  7 

11)23— 

April  13 

Mar.  25 

248  5 

Feb.    5 

May  11 

April29 

259  3 

Mar.    1 

May  20 

252  1 

May    1 

Nov.    2 

265-0 

July    5 

Dec.    7 

Sept.  30 

317  2 

Sept. 20 

1928— 
Feb.     1 

Nov.  18  . 

311.7 

Dec.  12 

Dec.  30 

290  9 

1932— 
Jan.  13 

1924— 

April   2 

Jan.     2 

June  20 

284  9 

.Mar.  20 

Oct.  24 

April  30.. 

Dec.    5 

May  14 

July   16. 

Sept.  10 

Nov .  12 

Dec.  10 

o  RedrUIing. 
b  Down  to  992  feet. 
Measurements  from  Cucamonga  Conservation  Association. 


D-711b-F-20,  EUCLID  WATER  COMPANY,  NO.  5.     MAP  6 

Log  Available 

Location  and  description— 0.68  miles  north  of  Base  Line  Road,  50  feet  west  of  Benson  Avenue,  west 

of  Upland. 
Reference  point — Bottom  edge  of  pump  bass,  0.4  feet  above  pump  house  floor. 
Elevation  of  reference  point — 1692,  from  aneroid  by  D.  W.  R. 
Use — Irrigation. 
Depth  of  well— 585  feet. 
Diameter  of  casing — ^20  inches. 
Other  numbers  used — Location  No.  4516A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.R.P. 

to  water 

surface,  feet 

Date 

Dist.R.P. 

to  water 

surface,  feet 

1929— 
Oct.  10 

382.5 
378.3 
389.4 

370  6 
369.4 
384.3 
379.5 

1930— Cont. 
May  23 

369,6 
388.7 
403  1 
4.33,0 
433,0 

402,0 
388,2 

1931 -Cont. 
April  23 

408  0 

Oct.  21 

May  23 

401.6 

Dec.    2 

July  10 

July  18 

414  2 

Oct.  18 

Aug.  28 

418  5 

1930— 

Nov.  17 

Oct.     3 

421.9 

Jan.  27... 

1931— 
Jan.  10 

Dec.    3 

412  4 

Feb.  20 

1932— 
Jan.  30 

Mar.  20 

May    1 

Mar.   5 

397  8 

Measurements  from  J.  R,  Shoemaker 
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D-711d-F-20.  POMONA  COLLEGE  (FORMERLY  EUCLID  WATER  COMPANY).     MAP  6 

Log  Available 

Location  and  description  —0  69  miles  east  of  Monte  Vista  Avenue.  0.  JI  miles  west  of  Orange  Avenue. 

M     500  fecL  north  of  Base  Line  Avenue,  west  of  Upland. 

Reference  point — Top  of  I  beam  under  pump  base,  at  Rround. 

Elevation  of  reference  point — 1574.4.  from  levels  by  J.  R.  Shoemaker. 

Use — [Domestic  and  irrigation. 

Depth  of  well— 539  feet. 

Other  numbers  used — Location  No.  4517C, 


Dale 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Diat.  R.  P. 

to  water 

surface,  feet 

Date 

Dint.  R.  P. 

to  water 

surface,  feet 

1921— 
Nov.  23 

200  0 

201  3 

172  7 
101  3 
92  2 
106  5 
130  6 
152  0 
156.8 

163  6 
167,3 
171.4 
178.7 
182.4 

195  7 
198  6 
200  7 
211  1 
212.2 
218.2 
218  9 

1925— 
Jan.  18 

220  1 
220.9 
223  8 
239.6 
244.9 

245  0 
246.8 
243  5 
245.8 
243  3 

246  1 
243  6 

223  5 
177  8 
168  5 
180  8 
187  1 

1873 
189  9 

1929— 
Feb.  22              .       . 

232  8 

Dec.  15 

Feb.    8 

April  30 

230  5 

May  12 

May  10 

232  3 

1922— 

Aug.  31 

1930- 
Feb.  20 

Jan.   18 

Oct.     9  .      ... 

Mar.27 

1926- 

Jan.     7 

Feb.  21...     ....     - 

273  0 

May  26 

Nov.  17 

360  2 

July  29 -- 

Dec.    6 - 

317.2 

Sept.  23 -. 

1931- 
Jan.  10  

Nov.  30 

May    8 

Dec.  23 

301  6 

July  26 

Aug.  18 

Dec.  26 

1927- 

Mar.  17 

May  31 

Feb.  12 

292.7 

1923— 

Mar.    5 

290  5 

Feb.    2            

May  23 

311  2 

Mar.  10 

Aug.  28 

357.1 

May  28     

Oct.     3 

359  0 

Aug.  13 

Dec.    3 

321.1 

Sept.  15            

1932— 
Jan.  29 

June  30 

1924— 

Sept.21 

300  G 

Jan.  25 

Dec.  31 

Feb.  28 

1928— 
Jan.   15 

April  11 

Aug.  20 

April    9 

Nov.  26 

Dec.112 

Measurements  from  Pomona  Valley  Protective  Association. 


D-716-G-2L  CITY  OF  UPLAND.  PLANT  NO.  7.     MAP  6 

Location  and  description^O.lO  miles  west  of  Campus  Avenue,  200  feet  south  of  Ninth  Street.  Ontario. 

Reference  point — Top  of  ?4-inch  coupling.  Ob  feet  above  ground. 

Elevation  of  reference  point — 121  5,  from  Met.  W.  D.  topog  by  J.  R.  Shoemaker, 

Use — Municipal. 

Depth  of  well— 900  feet. 

Diameter  of  casing^24  inches. 

Other  numbers  used — Location  No    17b50. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.R.P. 

to  water 

surface,  feet 

1931— 
Jan.    5 - 

•466.8 
466.0 
466  0 

1932— 
Feb.  11 

471  4 

Jan.  30 

Mar.  12 

•  Measurement  by  owner. 
Measurements  from  J.  R.  Shoemaker. 
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D-718a-G-20.  WEST  END  CONSOLIDATED  WATER  COMPANY,  NO. 


MAP  6 


Location  and  description — 45  feet  south  of  A.  T.  &l   S.  F.  Ry.  and  800    feet  west  of  Mountain  Ave- 
nue, Ontario, 
Reference  point — I'op  <>f  ?4-inch  coupling.  0.4  feet  above  ground. 
Elevation  of  reference  point — 1215,  from  Met.  W.  D.  topog.  by  J.  R.  ShocmakLT. 
Use — Irrigation. 
Depth  of  well— 745  feet. 
Other  numbers  used — Location  No.  I7620B. 


Date 

Dist.  R.P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
May    3 

465  8 

1931— 
Jan.  30 

471.9 
471,4 
481.2 
481.9 
478.2 

1932— 
Feb.  13 

476  5 

Mar.  28 

Sept.  25... 

Oct.  23 

Dec.  19 

Measuremeots  from  J.  R.  Shoemaker. 


D-721b-G-20,  KINGSLEY  TRACT  WATER  COMPANY.     MAP  6 

Location  and  description — 80  feet  east  of  Ramona  Avenue  and  600  feet  north  of  San  Bernardino  Ave- 
nue (Fourth  Street),  west  of  Ontario. 
Reference  point — Top  edge  of  •^4-inch  pipe  0  15  feet  above  pump  house  floor  and  ground. 
Elevation  of  reference  point— 1048,  from  Met.  W.  D.  topog.  by  J.  R.  Shoemaker. 
Use —  I  rrigation. 
Depth  of  well— 890  feet. 
Diameter  of  casing — 20  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D.  No.  3 2^2 A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
July     9 

•283  8 

•312.9 
305.0 
327.4 

1931— 
Jan.  29 

312.9 
311.0 
313,8 
321.1 

1932— 
Feb.  18 

317.6 

1930— 

Mar.  12 

Jan.  29 

.\pril  11 

Dec.  19 

July  19 

»  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  J.  R.  Shoemaker  except  as  noted. 


Reference  poiot — top  of  casing. 


D-722C-G-20,  LIMITED  MUTUAL  WATER  COMPANY,  NO.    1.     MAP  6 

Location  and  description — 60  feet  south  of  Eighth  Street  and  1200  feet  east  of  Central  Avenue. 

west  of  Ontario, 
Reference  point — Top  of  steel  I  beams,  at  ground,  to  and  including  April  17,  1930;  then,  top  of  casing, 

at  ground. 
Elevation  of  reference  point — 1 182.  from  Met.  W.  D.  topog.  by  J.  R.  Shoemaker. 
Use — irrigation  and  domestic. 
Depth  of  well — ^60  feet. 
Diameter  of  casing — lb  inches. 
Other  numbers  used — Location  No.  17610. 


Date 

Dist.  R.P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

siu-face,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
.\pril  17     

439.0 

1931— 
Jan.  30 

444.9 

Measurements  from  J.  R.  Shoemaker. 


23—93350 


354  DIVISION   OP   WATER   RESOURCES 

D-723-G-20,  5TH  STREET  MUTUAL  WATER  COMPANY.     MAP  6 

Location  and  description — 1»00  feet  west  of  Mountain  Avenue.  20  feet  south  of  Fifth  Street,  Onlii 

Reference  point— Bottom  edge  of  pump  base  plate,  0.1  feet  above  floor  and  ground. 

Elevation  of  reference  point — 11 15,  from  Met.  W.  D.  topog.  by  J.  R.  Shoemaker. 

Use — Irrigation. 

Depth  of  well    -705  feet. 

Diameter  of  casing — 16  inches. 

Other  numbers  used — Location  No,  17621. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  1 

to  wat.  I 

surface,  f- 

1930— 
May    2 

365.7 

1931— 
Jan.  29 

371  6 

1932— 
Feb.  18 

375  1) 

Measurements  from  J.  R.  Shoemaker. 


D-724-G-21,  GAYLORD  BROTHERS.     MAP  6 

Location  and  description — 40  feet  south  of  7th  Street  and  115    feet  west  of  San  Antonio  Avenue, 

Ontario. 
Reference  point — Bottom  edge  of  base  plate.  0.5  feet  above  ground. 
Elevation  of  reference  point — 1 173.  from  \1et.  W.  D.  topog.  by  J.  R.  Shoemaker. 
Use —  f  rrigation. 

Diameter  of  casing — 16  inches. 
Other  numbers  used — Location  No.  17631. 


Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

DUt.R.P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 

419,8 
422.9 

1931— 
Jan.  30 

425.5 

1932— 
Feb.  18. 

430.3 

July  19 

Measurements  from  J.  R.  Shoemaker. 


D-725a-G-21,  SAN  ANTONIO  WATER  COMPANY,  NO.  12  (SIXTH  STREET  WELL).     MAP  6 

Log  Available 

Location  and  description — 50  feet  south  of  Sixth  Street.  0.35  miles  west  of  North  Grove  Avenue, 

Ontario. 
Reference  point — Top  of  pump  base.  0.12  feet  above  concrete  floor,  at  ground. 
Elevation  of  reference  point — ^1128.4.  from  levels  by  owner. 
Use — Irrigation. 
Depth  of  well— 706  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used — Location  No.  17661  A. 


I 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
Dec. 

s 

371.0 

370  7 
399  1 
369  5 
390  7 

371  8 
392.3 
374.1 
393.0 
375,0 

1930— 
Jan. 
Mar. 
May 
July 
Sept. 
Oct. 
Nov. 
Dec. 

2 

374  8 

375  5 
375.7 

377  6 
379  4 

378  0 
379.6 
377.3 

1931— 
Jan.     7 

380  1 

2 

5 

Sept.   2 

384.9 

1929— 

7 

Dec.    2 

384. S 

Jan. 

2 

1932— 
Jan.   13 - 

Mar. 

6                .  - 

3 

May 

1 

I 

384.0 

5           

5 

July 

3 

3- 

Aug. 

7 

Sept. 

4 

Oct. 

2 

Dec. 

4 

Meas\irementfi  from  Cucamonga  ConservatioQ  Association. 
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D-726a-H-21,  CITY  OF  ONTARIO,  NO.  3.     MAP  6 

Log  Available 

Location  and  description — 80  feet  south  of  Fourth  Street.  75  feet  west  of  Grove  Avenue,  east  of 

Ontario, 
Reference  point — Edge  of  pit  at  floor  and  ground. 
Elevation  of  reference  point — 1057.0,  from  levels  by  owner. 
Use — Municipal. 
Depth  of  well— 604  feet. 
Diameter  of  casing — 18  inches. 
Other  numbers  used — Location  No.  17672. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
May  17 

322.1 
326.5 

1931— 
Jan.  15 - 

327,2 
333.9 
334.4 
335.6 
330.2 

1932— 
Feb.  11... 

335.5 

July   17 

May  14 

Sept.  25 

Oct.  22 

Dec.  18 

MeasuremeDts  fom  J.  R.  Shoemaker. 


D-727-H-21,  SAN  ANTONIO  WATER  COMPANY,  NO.  18.     MAP  6 

Location  and  description — 60  feet  south  of  Fourth  Street  and  240  feet  west  of  San  Antonio  Avenue. 

Ontario. 
Reference  point — Top  of  I-inch  pipe.  06  feet  above  floor  and  ground. 
Elevation  of  reference  point — 1093,  from  Met.  W.  D.  topog.  by  J.  R.  Shoemaker. 
Use — ^Irrigation. 

Diameter  of  casing — 26  inches. 
Other  numbers  used — Location  No.  17632. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
May    2 

356.5 
349-0 

1931— 
Jan.  29 

351.7 

1932— 
Feb.  IS 

355.7 

July  19 

Measurements  from  J.  R.  Shoemaker. 


D-728-H-20,  DEL  MONTE  IRRIGATION  COMPANY,  NO.  221.     MAP  6 

Location  and  description — 60  feet  north  of  Orchard  Avenue  (G  Street),  1 10  feet  east  of  Benson  Ave- 
nue. Ontario. 
Reference  point — Bottom  edge  of  pump  base,  at  floor  and  ground. 
Elevation  of  reference  point— 1032.  from  Met.  W.  D.  topog.  by  J.  R.  Shoemaker. 
Use — I  rrigation. 

Diameter  of  casing — 18  inches. 
Other  numbers  used — Location  No.  17622. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Aprill2 

292.6 

1931— 
Jan.  29 

298.9 
298.4 

1932— 
Feb.  18 

304.0 

Mar.  12..... 

Measurements  from 

J.  R.  Shoema 

ter. 
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D-729-H-20,  DEL  MONTE  IRRIGATION  COMPANY,  NO.  219.     MAP  6 

Location  and  description^l(i5  feet  wiuth  of  Kingslcy  Avenue.  1200  feet  cast  of  Monte  Vista  Avenue 

west  of  Ontario. 
Reference  point— Top  of  pit.  cast  side.  1.3  feet  above  ground 
Elevation  of  reference  point  —985.  from  Met.  W.  D.  topog,  by  J .  R.  Shosmaker. 
Use— Irrigation. 

Depth  of  well— 400  feet.  fl 

Diameter  of  casing — 18  inches.  '  ' 

Other  numbers  used — Location  No.  17603. 


Date 

Dist.R.P. 

to  water 
surface,  feet 

Date 

Dist.R.P. 

to  water 

surface,  feet 

Date 

Dist.R.P. 

to  water 

surface,  feet 

1930— 

April  11      -.- 

245.0 

1931— 
Jan.  29 --- 

251,5 

1932— 
Feb.  18 

257.2 

Measurements  from  J.  R.  Shoemaker. 


D-733-H-20,  MRS.  JONES.     MAP  6 

Location  and  description — 150  feet  east  of  Monte  Vista  Avenue.  25  feet  south  of  Railroad  Avcnue.J 

(First  Street),  west  of  Ontario 
Reference  point — Top  of  casing.  0.9  feet  above  ground. 
Elevation  of  reference  point — 940.6,  from  levels  by  D.  W.  R. 
Use — Not  used. 
Diameter  of  casing — 6  inches. 
Other  numbers  used — Location  No.  17604. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DLst.  R.  P. 

to  water 

surface,  feet 

1925— 
Aug.  17 

187,1 
184  5 

1930— 
.iprillO 

201  5 
208.9 

207.7 

1932— 
Feb.  19 - 

212  2 

July  21 

1926— 
April   6 --. 

1931— 
Jan.  31              

i 


Measurements  from  J.  R.  Shoemaker. 


D-733C-H-20,  MONTE  VISTA  IRRIGATION  COMPANY,  NO.  2.     NLVP  6 

Location  and  description — 160  feet  west  of  Benson  Avenue,  45  feet  south  of  State  Street,  west  of 

Ontario. 
Reference  point — Top  edge  of  pump  base  plate,  at  floor.  0,3  feet  above  ground. 
Elevation  of  reference  point — 966.5,  from  levels  by  D.  W.  R. 
Use — ^Irrigation. 
Depth  of  well — 454  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used — Location  No.  17614. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
May    3 

228  2 

1931— 
Jan.  17 

234  5 

1932— 
Feb.  19     . 

238.0 

Measurements  from  J.  R.  Shoemaker. 


I 
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D-734b-H-20,  MONTE  VISTA  IRRIGATION  COMPANY,  NO.  5.     MAP  6 

Location  and  description — 50  feet  south  of  State  Street.  800  feet  east  of  Magnolia  Avenue,  Ontario. 

Reference  point- — Top  edge  of  pump  base.  0.6  feet  above  floor  and  1 .6  feet  above  ground. 

Elevation  of  reference  point— 974.8.  from  levels  by  D.  W.  R. 

Use — Irrigation. 

Depth  of  well— 450  feet. 

Diameter  of  casing — 16  inches. 

Other  numbers  used — Location  No.  17634. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 
Moy    3- 

240.4 

1931— 
Jan.   17- 

246,9 
•255.0 

1932— 
Feb.  19 - 

249.4 

Mar.  12 

»  Pumping. 
Measurements  from  J.  R.  Shoemaker. 


D-735-H-2I,  ARMSTRONG  NURSERIES.     MAP  6 

Location  and  description — 30  feet  south  of  Dessau  Street,  279  feet  west  of  South  San  Antonio  Avenue, 

Ontario. 
Reference  point — Top  edge  of  air  line  hole  in  pump  head,  0.9  feet  above  ground. 
Elevation  of  reference  point — 922.0.  from  levels  by  D.  W.  R. 
Use — Irrigation. 
Depth  of  well— 300  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used — Location  No,  17645D. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1931— 
Jan.  22 

199.2 
198.1 
199.2 

1931-Cont. 
Sept.25 

212  5 
212.2 
204.4 

1932— 
Feb.  13 

201.6 

1         Mar.  12 

Oct.  23 

Dec.  19 

May    9 

Measurements  from  J.  R.  Shoemaker. 


D-736-H-21,  EXCHANGE  ORANGE  PRODUCTS  COMPANY.  MAP  6 

Log  Available 

Location  and  description — 170  feet  west  of  Campus  Avenue.  175  feet  south  of  Grove  Street.  Ontario. 

Reference  point — Top  of  coupling  on  ■■*4-inch  pipe  0.7  feet  above  ground. 

Elevation  of  reference  point — 962,5,  from  levels  by  D.  W.  R, 

Use— Industrial  and  domestic. 

Depth  of  well— 590  feet. 

Diameter  of  casing — 16  inches. 

Other  numbers  used — Location  No.  17654A. 


Date 

Dist.  R  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

1930— 
May  16 

230.5 

1931— 

Jan.  16..._ - 

Mar.  28 - 

235.4 
234.9 

1932— 
Feb.  11 

238  4 

Measurements  from  J.  R.  Shoemaker. 
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D-736b-H-2I,  ARENA  MUTUAL  WATER  ASSOCIATION.     MAP  6 

Location  and  description— 700  feet  west  of  Grove  Avenue.  45  feet  north  of  Belmont  Street,  cast  of 

Ontario. 
Reference  point — ^Bottom  edge  of  pump  base,  south  side.  O.I  feet  b:;Iow  ground. 
Elevation  of  reference  point — ^J'i /i.  from  levels  by  D-  W.  R. 
Use — IrriBation. 
Depth  of  well~495  feet. 
Diameter  of  casing — lb  inches. 
Other  numbers  used — Location  No.  17t>64. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1931— 
Jan.  16 

202.9 
198  7 
199.3 
201.8 
201.6 

1932- 
Feb.  13 

201.1 

Mar.  12 

May    9  

Oct.  23 

Dec.  19 

Measurements  from  J.  R.  Shoemaker. 


D-738-H-2I,  CHINO  IRRIGATION  COMPANY.     MAP  6 

Location  and  description — 500  feet  east  of  San  Antonio  Avenue  and  600  feet  north  of  Ely  Street, 

Ontario- 
Reference  point — Bottom  edge  of  pump  base,  L2  feet  above  ground. 
Elevation  of  reference  point — 8bl.  from  Chino  L  &  W.  Co..  topog.  by  D.  W,  R. 
Use— Irrigation. 
Depth  of  well— 550  feet. 
Diameter  of  casing — 14  inche.*;. 
Other  numbers  used — Location  No.  17646A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

1930— 
May    3 

143  I 

1931— 

Jan.  17..^ 

Mar. 12 

147.1 
145  5 

1932- 
Feb.  13 

148.5 

Measurements  from  J.  R.  Shoemaker. 


D-740-H-20,  R.  W.  BALDWIN.     MAP  6 

Location  and  description — 600  feet  cast  of  Monte  Vista  Avenue,  600  feet  south  of  Francis  Street. 

west  of  Ontario. 
Reference  point — Bottom  edge  of  pump  base,  at  ground. 

Elevation  of  reference  point— 844.  from  Chino  L  &  W.  Co.  topog.  by  J.  R.  Shoemaker. 
Use — Irrigation. 
Depth  of  well— 300  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used — Location  No   17606. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 

118.9 
141  4 

1931— 

121.9 
126.4 
125.2 
135.3 
131  8 

1932— 
Feb.  19 

125.0 

July  21 

Mar.  28     

May    9 

.Sept. 25  

Oct.  23 

Meatiurcmcnts  from  J.  R.  Shoemaker 
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D-740a-H-20,  CITY  OF  CHINO,  NO,  3.     MAP  6 

Location  and  description — 445  feet  west  of  Central  Avenue,  400  feet  south  of  Phillips  Boulevard. 

west  of  Ontario. 
Reference  point — -Top  of  I  beams,  at  ground. 

Flevation  of  reference  point — 881,  from  Chino  L.  &  W.  Co.  topog  by  D.  W.  R. 
Use- — Municipal. 
Depth  of  well— 453  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used — Location  No.  17605. 


Date 

Dist.  R.  P 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
July  19 

189.4 

1931— 
Jan.  30 

161.5 
164.0 
177.2 

1932— 
Feb.  19 

160.4 

May    9          -  . 

July     3 

Measurements  from  J.  R.  Shoemaker. 


D-741C-H-20,  IRA  D.  PARKER.     MAP  6 

Location  and  description — 75  feet  north  of  Philadelphia  Avenue.  385  feet  west  of  Norton  Avenue, 

northwest  of  Chino. 
Reference  point — -Top  of  casing.  0.6  feet  above  ground. 

Elevation  of  reference  point — 800,  from  Chino  L.  &  W.  Co.,  topwg.  by  D.  W.  R. 
Use — Domestic. 
Depth  of  well— 100  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used— Post  No.  38;  L.  A.  Co.  F.  C.  D.  No.  3286. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928— 
July  27 

71.0 
66.1 
64.6 

63.6 
68.1 
71.8 

1930— 
April  18 

69,5 

74.4 
74.5 
75.3 
80.5 

1932— 
Feb.  19 

78  3 

Nov.  19    . 

1931— 
Jan.  24 

Dec.  27 

1929— 

Mar.  28 

April  17 

May    9 

May  20 

July    3 

Dee.  10     .. 

Measurements  from  Los  Angeles  CouDty  Flood  Control  District  to  and  including  December  10,  1929;  then,  from 
J.  R.  Shoemaker. 


D-742-H-19,  O.  TAKEIRI.     MAP  6 

Location  and  description — 20  feet  south  of  Franklin  Avenue,  75  feet  east  of  East  End  Avenue,  south- 
east of  Pomona.      1.5'  x  1.5'  wooden  pit,  60  feet  deep. 
Reference  point — Bottom  of  pump  plate,  at  ground. 

Elevation  of  reference  point — 825,  from  Chino  L.  &  W.  Co.  topog.  by  J.  R.  Shoemaker. 
Use — Irrigation. 
Depth  of  well— 300  feet. 
Diameter  of  casing — 6  inches. 
Other  numbers  used— L.  A.  Co.  F.  C.  D,  No.  3275B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface, feet 

Date 

DLit.  R.  P. 

to  water 

surface,  feet 

1926— 
April  16 

76.7 
92.3 

1931— 
Jan.  31 

95.9 
95.4 

1932— 
Feb.  19 

99  6 

Mar.  12              _  . 

1930— 
April  10 

Measurements  from  J.  R.  Shoemaker. 
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D-743h-I-I9,  C.  E.  REIMERS.     MAP  6 

Location  and  description — 200  feet  north  of  Walnut  Avenue,  1^0  feet  west  of  Pipe  Line  Avenu' 

southeast  of  Pomona, 
Reference  point — Top  of  boards,  1  1  feet  above  ground  and  0.2  feet  above  curb. 
Elevation  of  reference  point— 771 ,  from  Chine  L.  &  W.  Co.  topog.  by  D.  W.  R, 
Use — [Dtnncstic. 
Depth  of  well— 174  feet. 
Diameter  of  casing — 7  inches 
Other  numbers  used — Location  No    3287B. 


Date 

Dist.  R.  P. 

to  water 

surface  feet 

Date 

Du^t.  R.  P. 

to  water 

surface,  feet 

Date 

Diat.R.P. 

to«a««r 

surface,  fMt 

1930— 
Aprill9 

51.2 
54.9 

1931— 
Jan.  23              .-  . 

49.8 

1932— 
Feb.  20 

52  4 

July  24 

Measurements  from  J.  R.  Shoemaker. 


D-743r-I-19.  L.  S.  LEE.     MAP  6 

Location  and  description — 145  feet  east  of  East  End  Avenue.  650  feet  south  of  Philadelphia  Avenue, 

southeast  of  Pomona,     Casing  in  bottom  of  40-foot  pit. 
Reference  point — Top  of  10"  x  12"  over  pit.  1.2  fet-t  above  ground. 
Elevation  of  reference  point— 7*>0.  from  Chino  L.  &  W.  Co.  topog.  by  D,  W.  R. 
Use— Not  used. 
Depth  of  well — 405  feet. 
Diameter  of  casing — 14  inches. 
Other  numbers  used— U.  S.  G.  S  No.  2a;  W.  S.  P.  468.  No,  62a.  L   A.  Co.  F.  C.  D  No  3276. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P, 

to  water 

surface,  feet 

1914— 
Nov.  19 

41  8 

40.5 
41  2 

35  5 

36.7 
34.1 

1918— 

May  10 

Oct.  14 

1919— 
May  10 

35  3 

35  8 

36  6 
34.6 

36  2 

1921— 
May  27. . 

36.2 

July  22 

42.0 

1915— 

Sept.  13  . 

42  9 

May  25 

Oct.  18 

1922— 

Mar.24 

May  25 

39.6 

Not.  13 

Nov.    7 

1916— 
Nov. 14. 

1920— 
Nov.  24     

36  2 
40.2 

Aug.    9 

43  3 

1917— 
May  26 

1923— 
May  22 

Nov.  26 

42.2 

Measurements  from  United  States  Geological  Survey  (Water  Supply  Paper  468  and  unpublished  records.) 


II 
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D-743r-I-19,  H.  H.  SEAPY.     MAP  6 

Location  and  description — 20  feet  west  of  East  End  Avenue.   1320  feet  south  of  Walnut    Avenue, 

southeast  of  Pomona- 
Reference  point — Top  of  casing.  0.5  feet  ahove  ground. 

Elevation  of  reference  point — 746.  from  Chino  L.  &  W.  Co.  topog   by  D.  W,  R. 
Use— Not  used. 
Depth  of  well— iCtO  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used— W.  S.  P.  468.  No.  63;  L.  A.  Co.  F.  C.  D.  No.  3277A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1904— 
Sept.   7 

8.8 
3.2 

2.0 
14 

7.4 

12  8 
11,9 

4,1 

3  8 

13  8 
15,7 

4.8 

4  3 
12,1 

5,6 

12.0 
11.1 
6.9 
4  1 

1909— 
AprU   4 

2  5 

17  5 
7  5 

2.3 
15,3 

3,6 

19,8 
9,1 

18  0 

29,9 
22,4 

1928— 
May  23 

30.3 

Dec.  13 

July    9 

July  27 

48  0 

Oct.  12 

Nov.  19 

20  4 

1905- 
Feb.  20 

1910— 
Feb.     1 

Dec.  27 

1929— 
April  17 

18.9 

April  14. . . 

June  22 

Aug.    8 

18  9 

July  20 

1911— 

May  20 

37  0 

Sept.  20 

Dec.  10 

28  1 

Dec.  20 

1930— 

190  ft— 

1912— 
July  27 

Oct.  21     

52. 

Mar.  14 

1931— 
Jan.  22       . 

Aug.    1 

1913— 
Oct.  16 

28  6 

Dec.  10 

Feb.  11 

26.5 

Mar.  25     . 

31  7 

1907— 

1927— 
May  27 

April    1 - 

39.0 

Feb.  11 

May    6 

•28  8 

Aug.  26.     .  . 

•49.5 

Dec.  30 

Nov.   3 

July  22 

•66.0 

Aug.  26 

•60  0 

1908— 

Oct.  21 

•35  4 

April20 

Dec.  23 

•31.6 

June  22 

Oct.  13 

Dec.  26 --. 

»  Measurement  from  Los  Angeles  County  Flood  Control  District. 
Measurements  from  United  States  Geological  Survey   (Water  Supply  Paper  468  and  unpublished  records)  except 
as  noted. 


D-745-I-20,  A.  HARRIS.     MAP  6 

Location  and  description — 40  feet  south  of  Philadelphia  Avenue  (Ely  Street).  375  feet  west  of  Central 

Avenue,  north  of  Chino. 
Reference  point — Bottom  edge  of  pump  base,  at  ground. 

Elevation  of  reference  point — 818,  from  Chino  L.  &  W.  Co.  topog.  by  D.  W.  R. 
Use — Irrigation. 
Depth  of  well- 232  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used — Location  No.  17606A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
April  10 

100  8 

1931— 
Jap.  31 

102.9 
109.1 
106.7 

1932— 
Feb.  19     

105.5 

Mar.28 .-. 

May    9 

Measurements  from  J.  R.  Shoemaker. 
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DIVISION   OP   WATER   RESOURCES 
D-747a-I-21,  J.  F.  SOLTER.     MAP  6 


i| 


Location  and  description — 0.36  miles  west  of  Euclid  Avenue.  850  feet  north  of  Riverside  Drive.  45 

feet  south  of  S.  P.  R-  R..  south  of  Ontario. 
Reference  point — Top  of  pump  base  at  bolt  hole,  at  ground. 

Elevation  of  reference  point— 790,  from  Chino  L.  &  W.  Co.  topog.  by  J  .  R.  Shoemaker. 
Use — Irrif^ation  and  Jomcsiic. 
Depth  of  well  -JOO  feet. 
Diameter  of  casing — 24  inches. 
Other  numbers  used — Location  No.  17647. 


Date 

Dist.  It.  V. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
May    8 

87,7 
100.5 

1931— 
Jan.  17  

90  C 

89.7 

94-2 

M060 

1932— 
Feb.  13     

90  5 

July  22             

Mar.  14 

May    9 . 

Sept.   1 

a  Measurement  from  owner. 
Measurements  from  J.  K.  Shoeinaker  except  as  noted. 


D-748C-I-2I,  A.  J.  LEAVITT.     MAP  6 

-360  feet  south  of  Walnut  Avenue  and  600  feet  west  of  Grove  Avenue. 


Location  and  description 

south  of  Ontario. 

Reference  point — Bottom  edge  of  pump  base,  0.6  feet  above  ground 
Elevation  of  reference  point — 805.9.  from  levels  by  D.  W,  R. 
Use — Irrigation  and  domestic. 
Diameter  of  casing — lb  inches. 
Other  numbers  used — Location  No.  17667A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

DUt.R.P. 

to  water 

surface,  feet 

1930— 
May  10      -- 

107.1 

1931— 
Jan.  17... 

109  8 
108.. 5 

1932— 
Feb.  13. 

no  4 

Mar.  14 

MeasuremeDts  from  J.  R.  Shoemaker. 


D-749-I-2I,  MR.  TAYLOR.     MAP  5 

Location  and  description— 30  feet  south  of  Chino  Avenue,  0,39  miles  east  of  Buclid  Avenue,  cast  of 

Chino. 
Reference  point — Eiottom  edge  of  pump  base  at  oil  line  hole.  I  foot  below  ground. 
Elevation  of  reference  point — 756,5.  from  levels  by  D.  W.  R. 
Use — Irrigation  and  domestic. 
Diameter  of  casing — -14  inches. 
Other  numbers  used — ^Location  No.  17658A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
May    9     

71.9 
84.3 

1931— 
Jan.  24 

74.0 
85.1 
77.2 

1932— 
Feb.  12 

73  8 

July  24 - 

Sept.  25 

Dec.  19- 

Measurements  from  J.  R.  Shoemaker. 
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D-750a-I-21,  L.  E.  DAVAINE. 

—100    feet  south  of  Chino  Avenue. 


MAP  5 

30  feet  west  of  San  Antonio  Avenue, 


Location  and  description- 
east  of  Chino. 

Reference  point — Top  edfie  of  bolt  hole  in  lower  flange  on  pump  head. 
Elevation  of  reference  point— 743,  from  Chino  L.  &  \V.  Co.  topos-  by  J.  R.  Shoemaker 
Use — Irrigation  and  domcstic. 
Depth  of  well— 350  feet. 
Diameter  of  casing—14  inches. 
Other  numbers  used — Location  No.  17648. 


Date 

Dist.  R.  P . 

to  water 

surface,  feet 

Date 

Disit.R.P. 

to  water 

surface,  feet 

Date 

Dist.R.P. 

to  water 

surface,  feet 

1930- 

61  5 

1931— 

Jan.  24 .- 

Mar.  14 ,... 

53  4 

53  7 

1932— 
Feb.  12     

53  1 

Measurements  from  J.  R.  Shoemaker. 


D-751-I-20,  CHINO  DISTRICT  NO.  1.     MAP  5 

Location  and  description — 45  feet  south  of  Riverside  Drive,  450  feet  east  of  Oak  Street,  cast  of  Chino. 

Reference  point — Bottom  edge  of  pump  base,  0.2  feet  above  ground. 

Elevation  of  reference  point — 765.  from  Chino  L,  &  W.  Co.  topog.  by  J,  R.  Slioemaker. 

Use — ^Irrigation  and  domestic. 

Depth  of  well— 825  feet. 

Diameter  of  casing — 12  inches. 

Other  numbers  used — Location  No.  17628. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dbt.  R.  P. 

to  water 

surface,  feet 

1930— 
May    8 

64  2 

1931— 

Jan.  17 --- 

Mar.  14 

67-9 
66.8 
69  6 
78  9 
78,1 
69.1 

1932— 
Feb.  12          

66.8 

May    9 

Oct.  23 

Dec.  19          

Measurements  from  J.  R.  Shoemaker. 


D-752-I-20,  P.  SHORELANDER.     MAP  5 

Location  and  description — 30  feet  west  of  I5th  Street  (Benson  Avenue).  1400  feet  north  of  Shaefer 

.Avenue,  Chino. 
Reference  point — Top  of  casing,  at  ground. 

Elevation  of  reference  point — 712.5,  from  Chino  L.  &  W.  Co,  topog.  by  J.  R.  Shoemaker. 
Use — Irrigation. 
Diameter  of  casing — 8  inches. 
Other  numbers  used — Location  No.  17619. 


Date 

DUt.R.P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.R.P. 

to  water 

surface,  feet 

1930- 
April  25 

37.7 
62.1 

1931— 
Jan.  24  

24,1 
29.5 
27.1 
67.4 

1932— 
Feb.  12 

24.8 

July  25 

Mar.  14.. 

May    9  

July  10 

Measurements  from  J.  R.  Shoemaker. 
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DIVISION    OF   WATER    RESOURCES 
D-753a-I-20,  SETH  HASTINGS.     MAP  S 


Location  and  description — W  feet  south  of  Riverside  Drive.  400  feet  cast  of  Ramona  Avenue,  Chirw. 

Reference  point — iiottom  of  pump  base,  at  RrounJ. 

Elevation  of  reference  point — 741.  from  Chino  L.  &  W.  Co  topog.  by  J.  R,  Shoemaker. 

Use — -IrriHation. 

Other  numbers  used — Location  No.  3298. 


I 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  H.  P. 

to  water 

surface,  feet 

1926— 
Aprilie - 

1930— 
April  10 

26  9 
36  0 

1931— 

Feb.  19 

Mar.  14 

May    8 

July    3 --- 

36  1 
39  2 
39  4 

74.9 

1932— 
Feb.  19 

38  1 

Measurements  from  J.  R.  Shoemaker. 


D-753b-I-20,  C.  R.  MARKE.     MAP  5 

Location  and  description — 207  feet  westof  Vernon  Avenue,  0.13  miles  south  of  Chino  Avenue,  Chino. 

Reference  point — Bottom  edge  of  pump  base,  at  ground. 

Elevation  of  reference  point — 695,  from  Chino  L.  &  W.  Co.  lopog.  by  J.  R.  Shoemaker. 

Use — IrrJRation  and  domestic. 

Diameter  of  casing — 10  inches. 

Other  numbers  used — Location  No.  3299. 


Dale 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1931— 
Feb.  19 

10.9 
15  1 
14.2 

1931-Cont. 

32.2 
44  7 
27.8 

1932— 
Feb.  20  ..     . 

11  8 

Mar.  24 

.lulv    3 

May    8 

Sept. 25 

MeasuremeDts  from  J.  R.  Shoemaker. 


D-754a-I-I9,  McKINLEY  RANCH.     MAP  5 

Location  and  description — 0.13  miles  south  of  Riverside  Drive,  45  feet  west  of  McKinley  Avenue- 
west  of  Chino. 
Reference  point — Bottom  edge  of  pump  base  at  air  line  hole,  1.3  feet  above  ground. 
Elevation  of  reference  point — 727.8.  from  levels  by  D.  W.  R. 
Use — Irrigation  and  domestic. 
Depth  of  Well— 180  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used — Location  No.  3278. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  I'. 

to  water 

surface,  feet 

1931— 

Jan.  31 

Mar.l4 ... 

May    8 

II  3 
11  2 
13  5 

1932— 
Feb.  20 -- 

12.2 

Measurements  from  J.  R.  Shoemaker. 


.L 
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D-754C-I-20,  E.  W.  PETERSON.     MAP  5 

« 

Location  and  description — 75  feet  west  of  Pipe  Line  Avenue,  0.24  miles  north  of  Chino  Avenue,  west 
of  Chino 


Reference  point — Top  of  collar  on  casing,  1.1  feet  above  ground. 
Depth  of  well— 100  feet. 


Elevation  of  reference  point 

Use— Domestic 


-718.3,  from  levels  by  1 


Diameter  of  casing — 7  inches. 

Other  numbers  used — Location  No.  3288. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1925— 

Aug   17 

«21.8 
22.4 
21,3 
'■6. 8 

1926— 
April   6 

1930- 
AprillO 

7.2 
10.1 

1931— 
Jan.  31 -- 

12.6 

Aug.  29 

Mar.  14 

12.7 

Sept.  17 

May    8 

13  3 

Oct.  21 

Aug.    8 

38.1 

Sept.  25 --- 

28  8 

Oct.  23            ... 

18.0 

Dec.  19 

14.7 

»  Well  500  feet  northwest  pumping. 
•>  Well  to  northwest  idle. 
Measurements  from  J.  R.  Shoemaker. 


D-757a-I-l9,  R.  J.  STUART.     MAP  5 

Location  and  description — 120  feet  west  of  Pipe  Line  Avenue.  450  feet  south  of  Edison  Avenue,  south- 
west of  Chino. 

Reference  point — Top  of  inside  casing,  1 ,2  feet  above  ground,  to  and  including  June  6,  1931 ;  then,  top 
of  8"  X  8"  timber  under  clamp.  0.7  feet  above  ground. 

Elevation  of  reference  point — 759.2,  to  and  including  June  6.  1931 ;  then.  758.5;  from  levels  by  D. 
W.  R. 

Use — Dome  St  ic . 

Diameter  of  casing — 6  inches. 

Other  numbers  used^Location  No.  1980. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
July  25 

40.8 

1931— 
Jan,  24 

36.2 
34  5 
36,4 

1931— Cont. 
Sept.  25     .     . 

42.5 

Mar.26 

Dec.  19 

39.1 

Meastirements  from  J.  R.  Shoemaker. 


D-757g-I-19,  C.  R.  HARFORD.     MAP  5 

Location  and  description — 0.30  miles  west  of  Pipe  Line  Avenue,  25  feet  south  of  Shaefer  Avenue.  25 

feet  northeast  of  D-757h-I-19,  west  of  Chino. 
Reference  point — Top  of  casing.  0.5  feet  below  ground. 

Elevation  of  reference  point — 682,  from  Chino  L.  &  W.  Co.  topog.  by  D.  W.  R. 
Use — Domestic. 
Depth  of  well — 175  feet. 
Diameter  of  casing — 24  inches. 
Other  numbers  used — Location  No.  3279B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1925- 
Aug.  17 

12,5 
3.0 

1930— 
April  26... 

4,8 

1932— 
Mar.25 

1926- 
April22 

Measurements  from  J.  R.  Shoemuker. 
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D_759b-I-20.  AMERICAN  BEET  SUGAR  COMf  ANY.     MAP  5 

Location  and  description — 30  feet  south  of  LSdison  Avenue,  60  feet  west  of  I5ih  Street  (Benson  Ave- 
nue). Chino, 
Reference  point — (iutlom  ed^c  of  pump  base,  0.1  feet  above  Rround. 
Elevation  of  reference  point     t>b8.1 .  from  levels  hy  D.  W,  R. 
Use — IrriRJtion 

Diameter  of  casing  -16  inehu.s. 
Other  numbers  used— Location  No   16710. 


Date 

Dist.R.P. 

to  water 

surface,  feet 

Date 

Dist.R.P. 

to  water 

surface,  feet 

Date 

Dist.R.P. 

to  water 

surface,  feet 

1930— 
April  25 

7  4 
33,8 

1931— 
Mar  28 

7  1 

1932— 

Feb.  12 _ 

+3.1 

July  24         

Measurements  from  J.  R.  Shoemaker. 


D-760d-I-20,  AMERICAN  BEET  SUGAR  COMPANY— EAST  CAMP  WELL.     MAP  5 

Location  and  description — 300  feet  north  of  Eucalyptus  Avenue,  250  feet  west  of  Magnolia  Avenue, 

south  of  Chino. 
Reference  point — (a)  Top  of  hoard  covering,  at  ground;  (b)  Top  edge  of  4"  x  8"  timber  on  curb  of 

pit,  0,4  feet  above  grount.1;  (c)  Top  edge  of  12'    x  12"  timbers.  17  feet  above  ground. 
Elevation  of  reference  point — (a)  650,  (b)  650.4;  (c)  651.3;  from  Chino  L.  &  W.  Co.  topog.  by  J.  R. 

Shoemaker.. 
Use — Domestic. 
Diameter  of  casing — 8  inches. 
Other  numbers  used — State  Div.  E,  and  I. No.  166,  Corona  Quad;  Location  No.  16720A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

8  rface,  feet 

1922— 
Sept.  19 

"'110.2 

.,14  3 

"''10,0 

1927— 
Dec.  23 

••12,7 

be  8 
•21,0 

1931— 
Jan.  24 

■-e  8 

1924— 
Dec.  16 

1930— 
April  25 - 

Mar.  14 

Mar.28 

May    9 -. 

'5  9 
•9  1 
«7.1 

July  25 

1932— 
Feb.  12  . 

1925— 
Oct.     .I 

°4,4 

"  Reference  point  (a)  used. 
^  Reference  point  (b)  used. 
'  Reference  point  (c)  used. 

'I  Meisursmeiit  from  Division  of  Water  Resources. 
Mejisurements  from  J.  R.  Shoemaker  except  its  noted. 


D-761a-I-2i,  KARLSON  &  LA  HORGUE.     MAP  5 

Location  and  description — 60  feet  west  of  liuclid  Avenue,  H  mile  south  of  Edison  Avenue,  southeast 

of  Chino. 
Reference  point — I  iole  in  pump  base.  0,40  feet  above  pump  house  floor  and  ground. 
Elevation  of  reference  point— -680.4.  from  Chino  L.  &  W.  Co.  topog.  by  J.  R.  Shoemaker. 
Use— IrrigatioM- 
Depthof  well— 252  feet. 
Diameter  of  casing^l4  inches. 
Other  numbers  used — Location  No.  16740. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
April  25  .,     .  . 

31  2 

1931— 
Jan.  24 

23,1 

1932- 
Feb.  12 

22,6 

McusuTcmcntfi  from  J.  R.  Shoemaker. 
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D-762a-I-2I,  EARL  THOMAS.     MAP  5 

Location  and  description — 150  feet  south  of  Edison  Avenue,  1000  feet  west  of  Bon  View  Avenue, 

cast  of  Chino. 
Reference  point — Edse  of  hole  in  pump  base.  0  6  feet  above  floor  and  ground. 
Elevation  of  reference  point — 092. b,  from  levels  by  D.  W.  R. 
Use— Irrigation  and  domestic. 
Depth  of  well— 240  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used — Location  No.  16750. 


■               -—^ 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1930— 
May    8 

34  3 
50.6 

1931— 
Jan.  29              ..     _ 

35.5 
35.6 
43.6 
51.4 

1932— 
Feb.  12             .      - 

34.5 

July  24 

Mar.  14. 

May    8 

July  10 

Measurements  from  J.  R.  Shoemaker 


D-763-J-21,  J.  H.  MORE.     MAP  5 

Location  and  description — 35  feet  south  of  Merrill  Avenue,  500  feet  east  of  Boa  View  Avenue,  south- 
east of  Chino. 
Reference  point — Edge  of  bolt  hole  in  pump  base.  0,5  feet  above  ground. 
Elevation  of  reference  point — 653,  from  Chino  L.  &  W.  Co.  topog.  by  J.  R.  Shoemaker. 
Use — Irrigation  and  domestic. 
Depth  of  well— 222  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used — Location  No.  16761. 


Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
.May    8                 .  . 

18  7 
31,8 
35.4 
33  5 
26  6 
23.8 

1931— 
Feb.    6     . 

20  0 
24  8 
22.5 
35.8 
37.8 
34.0 
28.4 
22.3 

1932— 
Feb.  12 

18  9 

July  25 

Mar. 28 

Sept.  12 

May    8 

Oct.   16 -     ... 

July  10 

Nov.  26 

Aug.    8          ... 

Dec.  15 

Sept.25 . 

Oct.  23 

Dec.  19 

Measuremeuts  from  J.  R.  Shoemaker. 


D-764-J-21,  AMERICAN  BEET  SUGAR  COMPANY.     MAP  5 

Location  and  description — ^0.4"-^  miles  west  of  Euclid  .Avenue,  40  feet  south  of  Merrill  Avenue,  south- 
east of  Chino. 
Reference  point — Bottom  edge  of  pump  base  south  side.  0  2  feet  above  ground. 
Elevation  of  reference  point — 631.6,  from  levels  by  D.  W.  R. 
Use — Irrigation 

Diameter  of  casing— 16  inches. 
Other  numbers  used — Location  No.  16741. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 
April26. 

4.8 
13  I 

7.8 

1931— 
Feb.    -6 

3.9 

3  5 

4  8 
5,7 

19.0 

1932— 
Feb.  12              

2.5 

Oct.  16. 

Mar.  14 

Nov.26 

Mar.  26 

May    8 

Aug.    8 

Measurements  from  J.  H.  Shoemaker. 
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D-766-J-20,  MR.  McCLELLAN.     MAP  5 


Location  and  description — 105  feet  easL  of  Muntc  Vista  Avenue,  0  25  miles  south  of  Merrill  Avenue, 

south  of  Chino      58  feet  cast  of  new  well . 
Reference  point — Top  uf  casins.  0  7  feet  above  ground. 
Elevation  of  reference  point— 603  7,  from  levels  by  D.  W.  R. 
Use — Irrigation 

Diameter  of  casing  — 16  inches. 
Other  numbers  used — Location  No.  16702. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

DaU 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Sept.    1          -  - 

33.3 

1931— 
Jan.  24 

16.4 
13  9 
18,5 
19  3 
42  5 
30  9 
19  9 

1932— 
Feb.    6 . 

16.8 

Mar.  14 

May    8... 

June    6         

Sept.  25 

Oct.  23         

Dec.  19 

Measurements  from  J.  R.  Shoemaker. 


D-768-J-19,  JIM  ABBONA.     MAP  5 

Location  and  description — ^1  50  feet  west  of  Garey  Avenue  and  600  feet  south  of  Eucalyptus  Avenue, 

southwest  of  Chino. 
Reference  point — Top  of  2"  x  4"  block  over  casing,  northwest  side  at  crack.  1 ,7  feet  above  ground. 
Elevation  of  reference  point— 704  8.  from  levels  by  D.  W.  R. 
Use —  Domes  t  ic  - 
Depth  of  well— 100  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used — Location  No.  1961 , 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

1930- 
April  24 

•48.1 

"72.4 

1931— 
Jan.  24 

41  4 

■40,5 
36  9 
»37,7 

1932- 
Feb.  20 

35  6 

July  25                

Mar.  14 

May    8              -  - 

*  Wiodmill  pumping. 
Measurements  from  J.  R.  Shoemaker. 


D-768a-J-19,  JOE  VALPREDA.      MAP  5 

Location  and  description — 140  feet  north  of  Merrill  Avcnus,   190  feet  west  of  Pipe  Line  Avenue. 

southwest  of  Chino. 
Reference  point — Top  of  casing,  1.5  feel  above  ground,  to  and  including  April  22,  1926;  then,  bottom 

edge,  east  side  of  pump  base.  0,1  feet  above  ground. 
Elevation  of  reference  point — 659.5,  to  and  including  April  22.   1926;  then,  658.1;  from  levels  by 

D   W.R. 
Use-^ Irrigation  and  domestic. 
Depth  of  well — 85  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used — Location  No.  1981  A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Di.st.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1926— 
Aug.  17 

58  1 
53.7 
48.8 

35.7 

1931— 
Feb.  19 

42  8 
41  4 
46  4 

1932— 
Feb.  20         .  .  .- 

46.0 

Oct.  21   . 

Mar.  14        

Nov.28 

May    8 

1926— 
April22 

MeasuremenLs  from  J.  H.  Shoemaker. 
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D-771a-J-20.  MR.  NEWMAN.     MAP  5 

Location  and  description  —50  feet  north  of  Home  Ranch  Avenue,  20  feet  east  of  Prado  Road  (Monte 

Vista  Avenue),  south  of  Chino. 
Reference  point— (a)  Top  of  casing,  cast  side.  0.3  feet  above  ground;  (b)  Top  of  wood  block,  0.5  feet 

above  ground. 
Elevation  of  reference  point— (a)  601  2;  (b)  601,4;  from  levels  by  D.  W.  R. 
Use — Not  used. 
Diameter  of  casing — 6  inches 
Other  numbers  used — State  Div.  E.  and  I.  No.  188.  Corona  Quad,;  Location  No    16702E. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922— 
Sept.  13 

"■19  0 

•■14,0 

'x'34.2 
■"136  0 
i>'22.1 

1926— 
April  22 

''•10.9 

•J6.3 

t'lS.l 
■34.8 
•23.6 
•19.2 

1931— 
Jan.  20,   ._ 

'16.4 

1927— 
Oct.  22 

Feb.  IB 

•'13.8 

1924— 

Mar.  14     

••13.8 

Dec.  15 

April   7 

•26.5 

1930- 
April  10 

May    7         

•17.6 

1925— 

•21.9 

Sept.  17 

July    3            

•"36.5 

Oct.    3          .  . 

Sept.    2  

Aug.  19 

•38.1 

Oct.  21 

Oct.  29 

Oct,  23              

•29.0 

Dec.  10    

Nov.  17 --.- 

•26.4 

1932— 
Feb.    6 

•'15.9 

*  Reference  point  (a)  used. 
t>  Reference  point  ( ■>)  used. 
«  Measurement  from  J.  R.  Shoemaker. 
^  Measurement  from  Division  of  Water  Resources 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 


D-771e-J-20,  GILBERT  U.  KRAEMER.     MAP  5 

Location  and  description — 225  feet  east  of  Prado  Road.  0.58  miles  south  of  intersection  with    Home 

Ranch  Avenue,  south  of  Chino. 
Reference  point— Bottom  edge  of  pump  base,  northwest  side,  0.2  feet  above  ground. 
Elevation  of  reference  point — 583.7,  from  levels  by  D.  W.  R. 
Use — Irrigation, 
Depth  of  well— 175  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used — Location  No.  16713. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 

Aug.  29 

41.3 

37.8 
21.1 
16.7 
12.1 

1931— 
Feb.    6 

7.2 

1932— 
Feb.    6 

8  4 

Sept. 11 

Oct.  16 

Nov.  26 

Dec.  15 

Measurements  from  J.  R.  Shoemaker. 
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D-772-J-20,  R.  ROBLES.     MAP  5 

Location  and  description— 75  feet  cast  of  Ccnlral  Avenue.  150  feet  south  of  Roblcs  Avenue,  south 

of  C'hino 
Reference  point — lop  of  casing,  0  3  feet  above  ground. 

Elevation  of  reference  point — 570.6.  from  levels  by  O.  Co.  I-.  C.  D.  from  local  B.  M. 
Use — l>)mcsiic. 
Depth  of  well— Hti  feet 
Diameter  of  casing — ^8  inches. 
Other  numbers  used— State  Div  !£,  and  I.  No.  193.  Corona  Quad;  O-  Co.  F.  C.  D  No   P-35;  Lx>ca- 

tjun  No.  lb72J. 


Date 

Dist.  R.  P. 

to  wat^r 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feat 

1925- 
Oct.    3 

•8  9 

"2.8 

M.2 
3,2 
8,3 
9.4 

1930 -Cont. 
Sept.  19 

Oct.  16     .     --     - 

103 
•-8  1 
7.7 
6.1 

4.5 
3.2 
4.7 
3.7 

1931-Cont. 
July  23 

7.9 

Aug.  26 

9.0 

1927— 

Nov.    5 

Dec.    9        -.  - 

Oct.  22              .  ... 

t.7 

Nov.  11 

Nov.  16 

7.8 

1930— 
April  26 

1931- 
Jan.     2 

1932— 
Feb.    6  

'2.5 

May  22 

Feb.    9 

April   6 

July  29 

June    9 

"»  Measurement  from  Division  Water  Resources. 
*>  Measurement  from  J.  R.  Shoemaker. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 


D-772a-J-20,  AMERICAN  BEET  SUGAR  COMPANY.     MAP  5 

Location  and  description — 50  feet  west  of  Palmetto  Avenue  and  30  feet  south  of  Remington  Avenue, 

south  of  Chino. 
Reference  point— Bottom  edge  of  pump  base  on  south  side,  at  ground. 
Elevation  of  reference  point — 607.5.  from  Chino  L.  &  W.  Co.  topog.  by  J.  R.  Shoemaker. 
Use — Irrigation 

Diameter  of  casing — Iti  inches. 
Other  numbers  used — Location  No.  16732. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
April  26 

2.2 
11.9 
7.7 

1931— 
Feb.    6 

3.8 
2.9 
7.4 
14.5 
10.6 
5.4 

1932- 
Feb.    6 

3.0 

Nov.  26 

Mar.  14 

Dec.  16 

May    8.- 

Sept.25 

Oct.  23 

Dec.  19 

Measurement*!  from  J.  R.  Shoemaker. 

D-773-J-21,   H.  P.  PEDERSEN   (FORMERLY  SAMUEL  C.   MARTNER).     MAP  5 

Location  and  description — 165  feet  south  of  Roblcs  Avenue.  0  4  miles  west  of  Euclid  Avenue,  south- 
east of  Chino. 
Reference  point —Top  edge  of  1-inch  hole  in  pump  base.  0  2  feet  above  ground. 
Elevation  of  reference  point — 5870,  from  levels  by  D.  W.  R. 
Use — lrri(5ation  and  domestic. 
Depth  of  well  — l^'O  feet. 
Diameter  of  casing — ^12  inches. 
Other  numbers  used — Location  No.  16743. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dbt.  R.  P. 

to  water 

surface,  feet 

1930— 

2.8 
6.2 
8  8 
6.7 
4.1 

1931— 
Feb.    6  

2  5 
2.8 
4.5 
8.3 

1932— 
Feb.    6 

2.1 

Mar.28 

Aug   30 

June    6 

Aug.    8 

Dec.  15     

Measurements  from  J.  K.  Shoemaker. 


P 


L 
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D-775-J-21.  J.  F.  CATLETT.  MAP  5 

Location  and  description  — 0, 57  miles  cast  of  Euclid  Avenue  and  270  feet  north  of  Pine  Avenue,  south- 
east of  Chine 
Reference  point — -rop  edge  of  clamp  on  2-inch  pipe,  1 , 1  feet  above  ground. 
Elevation  of  reference  point — ^571  0.  from  levels  by  J.  R.  Shoemaker. 
Use — I3omcstic. 
Depth  of  well— 100  feet. 
Diameter  of  casing— 7  inches. 
Other  numbers  used — Location  No.  16754. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1930— 
Aug.  19 

10  6 
12  2 
10  1 

7.8 

1931— 
Feb.    6 

6  6 
6  6 

6  7 

7  5 
10  7 
12  1 

8.7 
7.2 

1932— 
Feb.    6             

5.9 

Sept.  12 

Mar.  14. 

Oct.  16 

May    8 

Dec.  15 

Aug.    8 

Oct.  23 

Dec.  19 

Measurements  from  J.  R.  Sboemaker. 


D-776C-J-20,  EARL  W.  POWELL.     MAP  5 

900  feet  west  of  Euclid  Avenue,  200  feet  south  of  Pine  Avenue,  southeast 


Location  and  description- 

of  Chino 

Reference  point — Top  of  concrete  pit,  at  ground. 
Elevation  of  reference  point — 555.5.  from  levels  by  J.  R.  Shoemaker, 
Use — ■Domestic. 
Depth  of  well— 130  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used — Location  No.  16744A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
April  26 

5.6 
6.7 
8.4 
7.8 
6.3 

1931— 
Feb.    6 

5.0 
5.0 
5.5 
6,5 
7.3 
6.6 
5.6 

1932— 
Feb.     6              

4.1 

July  26 

Mar.28 

Aug.  30 

Oct.  16 

July   10  . 

Dec.  15 

Sept.  25 _... 

Oct.  23 

Dec.  19 

Measurements  from  J.  R.  Shoemaker. 


D-776e-J-21,  LOUIS  JACOBSON.     MAP  S 

— 230  feet  east  of  Euclid  Avenue,  30  feet  south  of  Schleisman  Avenue.  south- 


Location  and  description- 
east  of  Chino. 

Reference  point — Top  of  casing.  0.3  feet  above  ground. 
Elevation  of  reference  fsoint — 573.7,  from  levels  by  D.  W.  R 
Use^Domestic. 
Depth  of  well~40  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used — Location  No.  16753. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

•               Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Sept. 11 

6.9 

1931— 
Mar.  14 

4  1 

4.7 
7.5 

1932— 
Feb.  12 

1  1 

June    5 

Aug.    8 

Measurements  from  J.  R.  Sboemaker. 
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D-777-J-20,  T.  C.  H^YHEW  AND  ALICE  M.  FLOWERS.     MAP  5 

Location  and  description — 225  feet  west  of  Central  Avenue  and  0.56  miles  north  of  Pine  Avenue. 

south  of  Chino. 
Reference  point — Top  of  casing,  west  side.  1 .2  feet  above  crounJ. 
Elevation  of  reference  point  —550.8,  from  levels  by  D.  w.  R. 
Use — ^  Domestic. 
Depth  of  well— 75  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used— O.  Co.  F.  C.  D.  No.  P.33;  Location  No.  lb7}4C. 


Date 

Diet.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 
M»y  22 

8.8 
16.0 
16  3 
20  7 
20.0 
13.4 
108 

1931  — 
Jan.     2 

9  0 
9  1 
•12  5 
•9,7 
10.2 
17.6 
18.3 

1931— Cont. 
Sept.  11 

16  2 

Jiin*.     ^ 

Feb.    9 

Oct.  22 

12  S 

July  15 

Mar.  28 

Nov.  16 

11  6 

Aug.  29 

May    8 

1932— 
Feb.  12 

Sept.  25 - 

June    1 

Oct.  29 

July  23 

•11  6 

Dec.    9 

Aug.  12 

»  Measurement  from  J.  R.  Shoemaker. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 

D-777a-J-20,  BEN  AND  SAM  MOOSCHEKIAN.     MAP  5 

Location  and  description — 235  feet  east  of  PraJo  Road.  0.18  miles  northwest  of  Pine  Avenue,  south 

of  Chino. 
Reference  point — Bottom  edge  of  lower  flange  on  pump  base,  0.4  feet  above  ground. 
Elevation  of  reference  point — 535.9,  from  levels  by  J.  R.  Shoemaker. 
Use — Irrigation. 
Depth  of  well — 156  feet 
Diameter  of  casing — 14  inches. 
Other  numbers  used — Location  No.  16724. 


I 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 
Sept.  11 -- 

12  4 
9.8 
4.8 
3.7 

1931— 
Feb.    6 

Mar.  14 

2.1 
2.0 
3  4 
5  5 
17.4 

1932— 
Feb.    6              

2.1 

Oct.  16 

Not.  26 

May    8 

^ 

Dec.  IS 

June    5                 _  . 

July     3 

Measurements  from  J.  R.  Shoemaker. 


D-780-K-20,  J.  J.  SLAUGHTER  ESTATE  (F.  HIRIGOYESS,  LESSEE).     MAP  5 

Location  and  description — 0.55  miles  northwest  of  Pioneer  Avenue.  50  feet  west  of  Prado  Road,  south 

of  Chino. 
Reference  point — Top  of  casing.  0.5  feet  above  ground. 

Elevation  of  reference  point — 523.1,  from  levels  by  O.  Co.  F.  C.  D.  from  local  B.  M.  t 

Use — Domestic.  f 

Depth  of  well — 46  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used — O.  Co.  F.  C.  D.  No.  P.25;  Location  No.  16736. 


Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 
May  16 

18.9 
22  9 

•24.0 
26.4 
27.6 

''50.2 
32.6 
25.0 
22.6 

1931- 
Jan.     2 

20  7, 
19^ 
22.2 
24.7 
29.5 
24.7 
23.6 

1932— 
Feb.    6  

•18.6 

June  30 

Mar.   9              .  .-- 

July  26 

.\pril   6 

Aug.  21.. 

July  23     

Sept.  19 

Sept.  25 

Sept.  29 

Oct.  22     

Oct.  10 

Nov.  Id 

Nov.  6 

Deo.  18 

*  Measurement  from  J.  R.  Shoemaker. 
i-Dry. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 
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D-780b-K-20,  F.  H.  SLAUGHTER.     MAP  5 

I     Location  and  description — 0.40  inilcs  south  of  Pine  Avenue.  42  feet  east  of  PraJo  Road,  south  of 

Chino. 
t     Reference  point — Top  of  south  side  of  4'  x  6'  pit.  1 .1  feet  above  ground. 
I     Elevation  of  reference  point — 536-5.  from  levels  by  J.  R.  Shoemaker. 
!      Use — Domestic. 

Depth  of  well— CtO  feet. 
I      Diameter  of  casing — 14  inches. 
'      Other  numbers  used— O.  Co.  F.  C.  D.  No.  P-24;  Location  No.  16735E. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
May    7 

14  4 

17.8 
25.1 

•29.2 
19.4 

«16.5 

1931— 
Jan.     2 

15.6 
•14.9 

15  9 
•17.6 

24.8 
.   35.8 

29.2 

17.8 

1932— 
Feb.    6 

•14.6 

June    2    . 

Mar.  14 

July  15 - 

Sept.  n    .  . 

June    5 

Oct.  29 

July  23 

Dec.  15 

Aug.  12 

Sept.ll 

Nov.  16 

»  Measurement  from  J.  R.  Shoemaker. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 


D-781a-K-21,  LOUIS  ABACHERLI.     MAP  5 

Location  and  description — 0,17  miles  north  of  Prado  Road,  85  feet  east  of  Pioneer  Avenue,  south 

of  Chino. 
Reference  point — ^Bottom  edge  of  lower  flange  on  pump  base.  0,S  feet  above  ground. 
Elevation  of  reference  point — 507.6,  from  levels  by  J.  R.  Shoemaker. 
Use — Irrigation. 
Depth  of  well— CO  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used — Location  No.  16746B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Aug.  19 

20.2 
24.4 
18.9 
16,9 
5.9 
5.1 

1931— 
Feb.    6 

3.6 
4.3 
5.1 
6.4 
15.5 
8.9 
4  0 

1932— 
Feb.    6 

2  5 

Aug.  29 

Sept.ll 

Mar.  14 

May    8 

Oct.  16 

June    5 -- 

Sept.  25 

Nov.  26 

Dec.  15 

Oct.  23 

Dec.  19 

Measurements  from  J.  R,  Shoemaker. 


D-782-K-21,  T.  B.  ROSS.     MAP  5 

0.21  miles  east  of  Si^rrano  Road,  0.27  miles  north  of  McCarty  Avenue, 


Location  and  description 

southeast  of  Chino, 
Reference  point — Top  of  casing,  0.6  feet  above  ground. 
Elevation  of  reference  point — 553.2.  from  levels  by  J,  R.  Shoemaker. 
Use^Not  used. 
Depth  of  well— 400  feet 
Diameter  of  casing — 10  inches. 
Other  numbers  used — Location  No.  16776. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 

11  6 
14.8 
15.6 
14.7 

1931— 
Feb.    6 

12  9 
11.7 
11.5 
14.6 
12.5 

1932— 
Feb. 

0. -. 

11  2 

•  Sept.ll 

May    8 

Oct.  16. 

Dec.  15 

Sept.  25 

Dec.  19 

Measuremeots  from  J.  R.  Shoemaker. 
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D-783-K-21,  CHINO  GUN  CLUB.     MAP  5 


Location  and  description — 50  feet  south  of  McCarty  Avenue,  500  feet  cast  of  Serrano  Road,  southeast 
of  C'hino. 

Reference  point^Top  of  casing,  3.3  feet  above  ground. 

Elevation  of  reference  point^540.1.  from  levels  by  J.  R.  Shoemaker. 

Use— Not  used. 

Diameter  of  casing — 12  inches. 

Other  numbers  used— State  Div.  E.  and  I.  No.  191,  Corona  Quad.;  O.  Co.  F.  C.  D.  No.  P-29;  Loca- 
tion No.  15766. 


I 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1925— 
Oct.    3  . 

"25,0 
"24.8 

1930— 
April  11 

1-25.8 
25.6 
25.2 

b25.3 
25.8 

1931— 
Jan.     2 

i'25  8 

Feb.    6 

25  9 

1927— 

July  26 - 

Mar.  28 

26  2 

Nov.  22. 

Oct.  10 

Dec.  15 

April   7 

>'26  4 

26  3 

Oct.  22 

t'26.3 

Dec.  19 

26.3 

1932- 
Feb.    6 

26.2 

"  Measurement  from  Division  of  Water  Resources. 
'■  Measurement  from  Orange  Co  inty  Flood  Control  District. 
Measurements  from  J,  R.  Shoemaker  except  as  noted. 

D-784-K-21,  J.  F.  STRONG.     MAP  5 

Location  and  description — 85  feet  west  of  Prado  Road.  0.2  miles  south  of  San  Bernardino  County 

Line,  1  C-*  miles  south  of  intersection  of  Prado  Road  and  Pioneer  Avenue,  southeast  of  Chino. 
Reference  point- — Hole  in  cast  side  of  casing  at  ground. 

Elevation  of  reference  point — 50^.2.  from  levels  by  O.  Co.  F.  C.  D.  from  local  B.  M. 
Use — Domestic. 
Depth  of  well— 75  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used— O.  Co.  F.  C  D.  No  P-27;  Location  No.  16757. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 
May    7 

25.6 
24.9 
36  6 
41.7 
32.7 
28.1 

1931— 

June    5 

July  23 

Aug.  26 

•29.4 
35.3 
35.2 
37.5 

1932— 
Feb.    6  ... 

•21.7 

July  29 

Sept.   4 - 

Sept.  25 

Oct.  10 

Nov. 20 - 

"  Measurement  from  J.  R.  Shoemaker. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 

D-784d-K-2U  PIONEER  SCHOOL.     MAP  5 

Location  and  description — 135  feet  cast  of  Prado  Road.  0.28  miles  south  of  intersection  with  Pioneer 

A\t:nuc.  ■southeast  of  Chino. 
Reference  point — Top.  west  side  of  casing,  at  ground. 

Elevation  of  reference  point^50I,0.  from  levels  by  O.  Co.  F.  C  D.  from  local  B.  M. 
Use—  Domestic 

Diameter  of  casing— 7  inches. 
Other  numbers  used— O.  Co.  F.  C.  D.  No.  P-26;  Location  No.  16756. 


« 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 
April  15 

3  0 

3.6 

9  8 

15.4 

24  6 

1930-Cont, 
Sept. 11 

18.1 
11  8 
7.6 

4.9 
4.3 

1931-Cont. 
May    7 

JUDC      9 

5  9 

^fay    7 

Oct.  21       .  . 

10  1 

Nov.  20 

July     9 

15  « 

July  29       

1931— 
,Tan.     2 

AuR.  26     . 

18.7 

Aug.  21 

Sopt.ll 

Oct.  22 

23  4 

9.8 

Mar.    9 

Nov.  16 

C.5 

Measurements  from  Orange  County  Flood  Control  District. 


SOUTH    COASTAL    BASIN    INVESTIGATION 
D-787C-K-21,  C.  J.  HAUETER.     MAP  S 
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Location  and  description — 35  feet  cast  of  Prado  Road,  4690  feet  north  of  Serrano  Road,  southeast 

of  Chino,      10  feet  south  of  domestic  well. 
Reference  point- — Top  of  casing,  at  ground 

Elevation  of  reference  point — 506.3,  from  levels  by  J.  R.  Shoemaker. 
Use — Not  used 

Diameter  of  casing — 7  inches. 
Other  numbers  used — Location  No.  16758C. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 

.4ug.  18 - 

Aug.  29 

Sept.  11 - 

Oct.  16 

Nov.26 

Dec.  15 

32.0 
32.9 
32.2 
29.2 
28.4 
27.0 

1931— 

25.9 

1932— 
Feb.    6 

23.6 

Measurements  from  J.  R.  Shoemaker. 


D-788-K-21,  F.  P.  SERRANO.     MAP  5 

Location  and  description — 395  feet  north  of  Serrano  Road,  0.08  miles  east  of  Prado  Road,  southeast 

of  Chino. 
Reference  point — Top  edge  of  1 "  x  8"  board  over  casing,  0,4  feet  above  ground. 
Elevation  of  reference  point — 479.3,  from  levels  by  J.  R.  Shoemaker. 
Use — Domestic  and  irrigation. 
Depth  of  well— SO  feet 
Diameter  of  casing — 7  inches. 
Other  numbers  used— Location  No.  16759. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1930- 
Aug.  18 

6.7 
6.7 
6.2 

1931 -- 
Feb.    6 

4.4 
5.4 
5.9 

6  6 

7  1 

1932— 
Feb.  12 

3  9 

Sept.  11 

Mar.  14 --.. 

Oct.  16 

July    3 

Aug.    8 

Measurements  from  Chino  Basin  Protective  Association. 


D-788a-K-21,  SANTA  ANA  LAND  &  WATER  COMPANY.     MAP  5 

Location  and  description — 135  feet  west  of  Serrano  Road,  0.4  miles  south  of  Chino  Gun  Club  Road, 

1  M  miles  south  of  McCarty  Avenue,  southeast  of  Chino. 
Reference  point — Top  of  clamp  on  2-inch  pipe,  at  ground- 
Elevation  of  reference  point — 487.1.  from  levels  by  J.  R.  Shoemaker. 
Use— IDumestic 

Diameter  of  casing — 7  inches. 
Other  numbers  used — Bailey  No   3717A;  Location  No.  16769. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 
July  26. 

4,9 
4  3 
3.5 
3.2 

1931— 
Feb.    6       

2.1 
3  8 
5.5 

Oct.  16 

Nov.26 

Dec.  15 

Measurements  from  J.  R.  Shoenoaker. 
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D-789-L-21,  I.  V.  ASHCROFT.     MAP  5 

Location  and  description — 185  feet  cast  of  Prado  Road,  0.23  miles  south  of  Serrano  Road,  southeast 

of  Chino- 
Reference  point^Top  of  casing,  1.4  feet  above  ground. 
Elevation  of  reference  point— 478  3,  from  levels  by  J.  R.  Shoemaker. 
Use — Not  used. 
Depth  of  well— 65  feet. 
Diameter  of  casing — 7  inches 
Other  numbers  used — Location  No.  15850. 


Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

DaU 

DUt.  H.  P. 

to  water 

surface,  feet 

1930— 
Aug   18 

14.2 
14.3 
13.9 
13.4 

1931— 
Feb.    6 

12.3 
13.5 
13  8 
14.3 
13.9 
12.9 

1932- 
Feb.    6 

12  5 

Sept.  11 

Mar.  14 

Oct    16 

June    5 

Dec.  15 

.*ug.    8. 

Oct.  23 - 

Dec.  19 

Measurements  from  J.  R.  Shoemaker. 


D-80I-K-21,  McCARTY  BROTHERS.     MAP  5 

Location  and  description — 40  feet  west  of  Hellman  Avenue.  0.15  miles  south  of  Chandler  Street,  south- 
cast  of  Chtno- 

Reference  point — Bottom  edge  of  pump  base,  at  ground,  to  and  including  May  9.  195r,  then,  bottom 
edge  of  clamp  on  air  and  oil  lines,  east  side  of  pump.  0  7  feet  above  ground. 

Elevation  of  reference  point — 563  5,  to  and  including  May  9^  1931:  then.  564.2;  from  levels  by  D. 
W.  R. 

Use — -Irrigation. 

Depth  of  well — 290  feet. 

Diameter  of  casing — 16  inches. 

Other  numbers  used — Location  No.  16785A. 


f 


bi 

k 

lir 


Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
June    5 

Nov.  26 

21.6 
20.2 
19.4 

1931— 

Feb.    6 

18  5 
22  0 

19  4 
19  8 

18.8 

1932— 
Feb.    6 

18  2 

Mar.28. 

May    9 

Oct.  23 -..- 

Dec.  19 

McT-'surements  from  J.  R.  Shoemaker. 


D-802-K-21,  McCARTY  BROTHERS.     MAP  5 

Location  and  description— 0.25  miles  west  of  Hellman  Avenue  and  0.40  miles  stjuth  of  McCarly  Ave- 
nue. 240  feet  north  of  Chino  Gun  Club  Road,  southeast  of  Chino. 
Reference  point — Top  of  casing,  east  side,  0.8  feet  above  ground. 
Elevation  of  reference  point — ^545.3.  from  levels  by  D.  W.  R. 
Use — Not  used. 
Depth  of  well— 400  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used — Location  No   16787. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
May  30 

27.6 
30.7 
29.6 
27.4 

1931— 
Feb.    6 

27.1 
31.3 
30.9 
27.9 

1932— 
Feb.    6 

27.6 

July  26 

July    3 

Sept.  25 

Dec    15 

Dec.  19 

Measurements  from  J.  R.  Shoemaker. 


SOUTH   COASTAL   BASIN  INVESTIGATION 
D-811a-K-22,  FULLER  RANCHO,  NO.  5,     MAP  5 
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Location  and  description — 0  39  miles  east  of  Hellman  Avenue.  0.22  miles  west  of  Archihald  Avenue. 

oOO  feet  southwest  of  Auhurndale  Road  (Chino-Corona  Blvd.).  west  of  Norco. 
Reference  point — Bottom  edge  of  pump  base.  0  7  feet  above  ground. 
Elevation  of  reference  point— 5^2.4.  fiom  levels  by  D.  W.  R. 
Use — Irrigation. 
Depth  of  well— 220  feet. 
Other  numbers  used — Bailey  No.  3710A;  Location  No.  16797A. 


Date 

Dist.  R.P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
June    5 

67.9 
65  5 
59-6 
59.4 

1931— 

Feb.     6 

Mar.  28 

69,0 
59.9 
59.9 
65.3 

1932— 
Feb. 

6 

58  7 

Oct.  17 .-- 

Not.  28 

Dec.  16 -. 

July    3- 

Measurements  from  J.  R.  Shoemaker. 


D-812-K-22,  McCARTY  BROTHERS,  NO.  2.     MAP  5 

Location  and  description — 40  feet  north  of  McCarty  Avenue  (Chino-Corona  Blvd.),  640  feet  east  of 

]  kllman  Avenue,  west  of  Norco. 
Reference  p>oint — Southwest  side  of  bottom  edge  of  bottom  flange  on  pump  head,  0.7  feet  above  ground. 
Elevation  of  reference  point — ^562  8,  from  levels  by  D.  W.  R. 
Use— Irrigation. 
Depth  of  well— 310  feet. 
Diameter  of  casing — lb  inches. 
Other  numbers  used— ^Bailey  No,  373B;  Location  No.  16796. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
May  30 

28.9 
30.1 
38.5 
29  0 
28,8 

1931— 
Feb.    6 

28.4 
29.0 
31.5 
28  9 

1932— 
Feb. 

6 

28  6 

Aug.  30 

May    9 

Sept.  12 

Not.  28 

Aug.    8 _.. 

Dec.  19 

Dec.  16 

Measurements  from  J.  R.  Shoemaker. 


D-813-K-22,  J.  T.  HAMNER. 


Location  and  description — 600  feet  east  of  Archibald  Avenue, 

on  east  line  of  private  drive,  west  of  Norco. 
Reference  point — North  side  of  top  of  casing,  0.9  feet  above  ground 
Elevation  of  reference  point — 546.8,  from  levels  by  D.  W.  R 
Use — Domest  ic 

Diameter  of  casing — 7  inches. 
Other  numbers  used — Location  No.  16816. 


MAP  5 

,  3900  feet  south  of  Chandler  Avenue, 


Date 

Dist.  R.P. 

to  water 

surface,  feet 

Date 

Dist.  R.P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
June    5 

7.1 
8.3 
7,3 
6,4 

1931— 
Feb.    7 

6.1 
6.6 
7.0 
6.5 
8.1 
7.0 
6.2 

1932— 
Feb.    6  . 

6.6 

Sept.  12 

Mar.  28 _ 

Oct.    17 

May    9  ._ 

Dec.  16 -.- 

Aug.    8- 

Sept.  25 

Dec.  19 

Measurements  from  J.  R.  Shoemaker. 
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D-901b-I-21,  HOLCOMB  ESTATE.     MAP  6 


Location  and  description — 195  feet  east  of  Corona  Avenue,  1920  feet  north  of  Riverside  Drive,  south- 
cast  ot  Ontario 
Reference  point^Bottom  edge  of  pump  base,  0  7  feet  above  ground. 
Elevation  of  reference  point — 795.  from  Chino  L.  &  W.  Co.  topog.  by  D.  W   R. 
Use — Irngaiion. 
Diameter  of  casing — lb  inches- 
Other  numbers  used — Location  No.  17687A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Di.st.  R.  P. 

to  water 

surface,  fe«t 

1 

1930— 
May    9 

111  0 

1931— 
Mar.  14 

111.9 
122.2 
127.6 
116  3 
114  3 

1932— 
Feb.  13 

1 

112  9 

May    9 

Sept.  25 

Oct.  23 

Dec.  19 

Measurements  from  J.  R.  Shoemaker. 


D-902a-I-21,  DIXON  AND  WALKER.     MAP  5  , 

Location  and  description-— 30  feet  south  of  Chino  Avenue.  0.28  miles  west  of  Walker  Avenue,  east 

of  Chino. 
Reference  point— -Bottom  edge  of  pump  base.  0.5  feet  above  ground. 

Elevation  of  reference  point — 751.5.  from  Chino  L.  &  W.  Co.  topog.  by  J .  R.  Shoemaker. 
Use^  Irrigation. 
Depth  of  well— 195  feet , 
Diameter  of  casing— 12  inches. 
Other  numbers  used— Location  No    17678. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.R.P.1 

to  water 
surface,  feet 

1930— 

May    9     - 

77  2 
82.9 

1931— 

Jan.  29- --.- 

Mar  14 -- 

79.2 
78  3 
81.2 

1932— 
Feb.  12 

79.3 

July  24 

May    9 

Measurements  from  J.  R.  Shoemaker. 


D-903-I-21,  MR.  KING,     MAP  5 

Location  and  description — tO  feet  south  of  Edison  Avenue,  625  feet  east  of  Walker  Avenue,  east  < 

Chino, 
Reference  point— Bottom  edge  of  pump  base.  1.5  feet  above  ground. 
Elevation  of  reference  point — 096.1,  from  levels  by  D.  W.  R. 
Use — Irrigation  and  domestic. 
Depth  of  well  -257  feet. 

Diameter  of  casing  —12  inches.  , 

Other  numbers  used— Location  No.  16780. 


n  . 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surf.ace,  feet 

1930— 
May  ..8 

44  0 

1931— 
Jan.  29 

.  45  8 
43  3 
48.2 
49  0 

1932— 
Feb. 

12 

44  9 

Mar.  14 

May    8 

Mcosiiremcnts  from  J.  R.  Shoemaker. 


SOUTH    COASTAIj    BASIN    INVESTIGATION 
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D-904b-J-21,  C.  T.  MERRILL.     MAP  5 

Location  and  description — 30  fe^t  west  of  Walker  Avenue  anj  300  feet  south  of  Merrill  Avenue 

suuthcast  of  Chino, 
Reference  point— Bottom  edge  of  pump  base.  0.8  feet  below  ground. 

Elevation  of  reference  point— (>56,2.  from  Chino  L  &  W.  Co.  topog.  by  J.  K.  Shoemaker. 
Use  -Irrigation  and  domestic. 
Depth  of  well— 207  feet. 
Diameter  of  casing — 14  inches. 
Other  numbers  used — Location  No.  16781 . 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 
April26 

25  3 
31,9 
27  5 

1931— 
Feb.    6 

24.6 
23.7 
28.1 
34  1 

1932— 
Feb.  12 

23  9 

Oct.  16 

Mar.  14 

May    8 

Dec.  15 

Aug.    8-. 

Measurements  from  J.  R.  Shopmaker. 


D-905-J-21,  E.  E.  WILSON,  JR.     MAP  5 

Location  and  description — 100  feet  south  of  Remington  Avenue,  30  feet  cast  of  Grove  Avenue,  south- 
cast  of  Chino 
Reference  point — ^Top  of  3"  x  4"  blocks  over  casing.  1.4  feet  above  ground. 
Elevation  of  reference  point — 631.4,  from  Chino  L.  &  W.  Co.  topog.  by  J .  R.  Shoemaker. 
Use — Dfjmestic, 
Other  numbers  used — Location  No.  16772. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1930— 
April  26 

13.9 
20.0 
22.0 
17.8 
16.3 

1931— 
Feb.    6 

13.2 

1932— 
Feb.  12  . 

12  0 

July  25  .. 

Sept.  12 

Not.  26... 

Dec.  15 

Measurements  from  J.  R.  Shoemaker. 


D-905a-J-21,  F.  S.  KIMBALL.     M.\P  5 

Location  and  description — 30  feet  south  of  Robles  Avenue,  0,43  miles  cast  of  Grove  Avenue,  south- 
east of  Chino 
Reference  point — Hole  on  west  side  top  of  casing,  at  ground. 

Elevation  of  reference  point — 624.  from  Chino  L.  &  W.  Co.  topog.  by  J .  R,  Shoemaker. 
Use — Irrigation- 
Depth  of  well— 60  feet. 
Diameter  of  casing — 18  inches. 
Other  numbers  used— O.  Co  F.  C    D.  No   P-lb;  Location  No    16773. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 

April26 

May    8 

»21.0 
10.9 
14  7 
21  1 
18.1 
15.1 

1931— 

Jan.     2. 

Mar.  14 

May    7 

June    5.. 

13  0 
"12.4 

14  4 
"15.7 

1931-Cont. 

July  23 

Sept.  11. 

19.1 
20  7 

June    6              .     .. 

Oct.  22 

Nov.  16.. 

17  2 

Aug.  21 

16  0 

Oct.  29 

Dec.    9 

'  Measurement  from  J.  R.  Shoemaker. 
Measurements  from  Oningo  County  Flood  Control  District  except  a.s  noted. 
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D-905b-J-21,  H.  W.  VAN  MATRE.     MAP  S 

Location  and  description — 0.22  miles  cast  of  Grove  Avenue.  0.1  5  miles  south  of  Pine  Avenue,  south- 
cast  of  Chino. 

Reference  point — Top  of  board,  at  ground,  to  and  including  November  23.  1927;  then,  top  edge  of 
3"  X  4     hoards,  north  side,  over  casing.  0.3  feet  above  ground. 

Elevation  of  reference  point  —594.3.  to  and  including  November  23.  1927;  then.  594  6;  from  levels 
by  D  W   R. 

Use — Donicstic.  '  ! 

Depth  of  well     40  feet 

Diameter  of  casing — 10  inches. 

Other  numbers  used — State  Div.  E.  and  1.  No.  158.  Corona  Quad.;  Location  No    16774A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922— 
Sept  13 

«17.8 
»8.6 
"19-6 

1927— 
Nov.  23 

■8.2 

8.0 
11  8 
12.9 

3.9 

1931— 
Feb.    6 -.-- 

3  0 

1930— 
Aug.  19  

May    9     .        .     -- 

i>3.2 

July  11 

'lis 

Dec.  15 

Auk.  19 

I'll. 3 

Sept.  12 

Oct.  23 

!>  6.7 

1925 

Oct    16 

Nov.  17 

M  2 

Oct.    2     . 

Dec.  15 

1932— 
Feb.    6 --- 

2.8 

"  Measurement  from  Division  of  Water  Reaources. 
^  Measurement  from  Orange  County  Flooil  Control  District. 
Measurements  from  J.  R.  Shoemaker  except  as  noted. 


D-906d-J-21,  DIKE  RANCH.     MAP  5 

Location  and  description — 40  feet  south  of  Pine  Avenue  and  bO  feet  west  of  HcUman  Avenue,  south- 
east of  Chino. 
Reference  point — Bottom  edge  of  pump  base  at  air  line  hole.  0.6  feet  above  ground. 
Elevation  of  reference  point— b02  7.  from  levels  by  O.  W.  R. 
Use — Irrigation. 
Depth  of  well— 250  feet. 
Diameter  of  casing— 14  inches. 
Other  numbers  used— Location  No.  16784C. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feel 

1930- 

April26 

Oct.   16 

10  8 

11  5 
8  9 
7.9 

1931— 
Feb.    6 

6.3 

6.8 
7.8 
11.0 
17.1 
9.9 
7.6 

1932— 
Feb.    6 

6  0 

Mar.  14 

Nov.  26    .    -      - 

May    8 

Deo.  16 

June    5  .  

Aug.    8 

Oct.  23 

Dec.  19 

Measurements  from  J.  R.  Shoemaker. 

D-906g-J-21,  C.  E.  WATKINS.     M.AP  5 


Location  and  description — 275  feet  north  of  ChanJIcr  Strcei 

southeast  of  Chino.     4,5  x  4.5  dug  shatt. 
Reference  pxjint — Top  edge  of  pit.  0.5  feet  above  ground- 
Elevation  of  reference  point— 573.  from  aneroid  by  D.  W.  R. 
Use^Domcstic  and  irrigation. 
Depth  of  well— 22  feet. 
Other  numbers  used — Location  No.  16775ti. 


0,6b  miles  west  of  Hellman  Avenue. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 
Aug  21 

8  5 
10  0 
10,0 

1931— 
Fob.     6     

9.5 
8.6 
9.5 
11.0 

1932- 
Feb. 

6 

•1  2 

Nov.26 

Mar.  14 

Dec.  16 

Aug.    8 

Measurements  from  J.  R.  Shoemaker. 
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D_906i-J-21,  J.  J.  DENNIE.     MAP  5 

Location  and  description — 0.09  miles  west  of  Hellman  Avenue.  1000  feet  north  of  Chandler  Street, 
0  78  miles  south  of  Pine  Avenue,  southeast  of  Chino. 

Reference  point — Top  of  planks  over  5'  x  5'  pit.  at  south  side  of  discharge  pipe.  0.8  feet  above  ground. 

Elevation  of  reference  point — 565.1.  from  levels  by  O.  Co.  F.  C.  D.  from  local  B.  M, 

Use — Domestie. 

Diameter  of  casing— 12  inches. 

Other  numbers  used — State  Div.  E.  and  I .  No.  1  56.  Corona  Quad. ;  O.  Co.  F.  C.  D.  No.  P- 1 4 ;  Loca- 
tion No.  I6785C. 


■^■' 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922- 
Sept.  14 

•5,9 

■Flowing 

•7.4 

■5.3 

1930— 
May  21 

4.7 
7.3 
9  1 
6.1 
5.4 
5.0 

1931— 
Jan.     2 - 

4.8 

July  29 

Mar.    9- - 

4.8 

1924— 

Aug.  29. 

Oct.  10 

June  24 

7.1 

Dm.  15 

Aug.  12 

8  3 

Nov.  12 

Sept.  26 

7.9 

1925— 

Dec.  18 

Nov.  16 

5.2 

Oct.    3 

1927— 
Nov.  23 

"  Measurement  from  Division  of  Water  Resources. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 


D-907a-J-22,  L.  ROWLAND.     MAP  5 

Location  and  description — 50  feet  south  of  Pine  Avenue.  0.51  miles  west  of  Archibald  Avenue,  north- 
west of  N'orco. 
Reference  point — Top  of  casng.  north  side,  4.1  feet  below  ground. 
Elevation  of  reference  point — 602.2,  from  levels  by  D.  W.  R. 
Use — Irrigation. 

Diameter  of  casing— 12  inches. 
Other  numbers  u^ed — Location  No.  16793. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Aug.  21 

10,3 
11.4 
5.7 
2.8 

1931— 
Feb.    6 

2  0 
11.1 

1932— 
Feb.    6 

0.7 

Aug.  30 .  ... 

Oct.  17 

Dec.  15 

Measurements  from  J.  R.  Shoemaker. 


D-907b-J-22,  F.  L.  FLEMING.     MAP  5 

Location  and  description — 0.31  miles  north  of  Chandler  Street,  0.49  miles  west  of  Archibald  Avenue, 

northwest  of  Norco. 
Reference  point — ^Top  of  2"  x  4"  boards,  south  side,  over  wcli,  0.1  feet  above  ground. 
Elevation  of  reference  point — 578.5,  from  levels  by  D.  W.  R. 
Use— [domestic  and  irrigation. 
Depth  of  well— 75  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used — Location  No.  16794. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dbt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

mo- 
June    5 

5.5 
9.5 
6.3 
4.5 

1931— 
Feb. 

7 

3.3 

1932— 
Feb. 

6     

2.7 

.\ug.  30 

Oct.  17 

Dec.  16... 

Measurements  from  J.  R.  Shoemaker. 
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D-908a-J-22.  C.  GAGGING.     MAP  5 


Location  and  description — 300  feet  west  of  Archibald  Avenue,  0.60  miles  south  of  Cloverdale 

northwest  of  Norco. 
Reference  point — Top  of  2"  x  12"  timber  over  pit.  I  1  feet  above  RrounJ. 
Elevation  of  reference  point— ^26.0,  from  levels  by  D.  W.  R. 
Use— IrriKation  and  domestic. 
Diameter  of  casing — 12  inches 
Other  numbers  used — Location  No.  16803. 


i 
Road.^ 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 
AprL26 

17  5 
24,4 
19  5 
15,6 

1931— 

Feb.    7 

Mar.  14         

13.6 

14  9 

15  5 
25  0 

1932— 
Feb. 

6 

13.5 

July  25 

Oct.   17 

May    8 

Dec.  16 

July  10 

Measurements  from  J.  R.  Shoemaker 


D-909-J-22,  LEONARD  TEICHRIEB.     MAP  5 

Location  and  description — 0.38  miles  west  of  Archibald  Avenue,  60  feet  south  of  Merrill  Avenue, 

iouthcast  uf  Chino. 
Reference  point — Bottom  edge  of  lower  flange  on  pump  head  1.4  feet  above  ground. 
Elevation  of  reference  point — 659.5.  from  levels  by  D-  W.  R. 
Use  —Irrigation. 
Diameter  of  casing — 12  inches 
Other  numbers  used — Location  No.  16791 . 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 

38  9 
33,6 
28.5 

1931— 
Feb.    7. 

26  5 
304 
29.7 
363 
35,6 
31,9 
28,5 

1932— 
Feb.    6.. 

26.6 

Oct.    17 

Mar.  28 

Dec.  16 

May    8 

July   10         

Sept. 25 

Oct.  23       

Dec.  19 .-. 

Measurements  from  J.  U.  Shoemaker. 


D-910-I-22,  A.  S.  THIRWALL,     MAP  5 

Location  and  description — 45  feet  south  of  Shacfer  Avenue.  0.31  miles  east  of  Vineyard  Avenue,  east 

of  Chino 
Reference  point — Top  edge  of  lower  flange  on  pump  head.  0  2  feet  above  ground. 
Elevation  of  reference  point — 725.3.  from  levels  by  D.  W.  R. 
Use — Irrigation  and  domestic. 
Depth  of  well— 360  feet. 
Diameter  of  casing— 12  inches. 
Other  numbers  used — Location  No.  17699A. 


4 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
May    9 

67  0 

1931— 
Jan.  89          .  .       . 

79  3 

1932— 
Feb.  12 

68  0 

Measuremeots  from  J.  R.  Shoemaker. 


I 


SOUTH  COASTAL  BASIN  INVESTIGATION 


D-9U-I-22,  C.  W.  SMITH.     MAP  5 


383 


Location  and  description — ^90  feet  south  of  China  Avenue,  0.12  miles  cast  of  VmcyurJ  Avenue,  cast 

of  Chino 
Reference  point — Top  edge  of  bolt  hole  in  pump  base.  0.2  feet  above  base  plate  and  0.5  feet  al»ve 

ground . 
Elevation  of  reference  point — 747.1 ,  from  levels  by  D.  W.  R. 
Use— IrrigaLion  and  domestic. 
Depth  of  well— 375  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used — Location  No.  17698. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  r. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
May    9 

77.7 

1931— 
Feb.    7 

79.0 
78.4 

1932— 
Feb.  12 

79.5 

Mar.  14 

Measurements  from  J.  R.  Shoemaker. 


D-913-I-22,  THOMAS  MONKS.     MAP  6 

Location  and  description— 0.49  miles  south  of  Riverside  Boulevard,  200  feet  cast  of  Turner  Avenue, 

south  of  Guasti- 
Reference  point— Top  of  4"  x  b"  blocks  over  casing.  0.6  feet  above  ground. 
Elevation  of  reference  point — 828.3,  from  levels  by  D.  W.  R. 
Use— Domestic. 
Depth  of  well^l64  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used— Location  No.  17716. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 
May  24. 

142.2 
144.4 

1931— 
Jan.  16 - 

144.1 
143.2 

1932— 
Feb.    5 

144  8 

Aug.    7 

Mar.  12 

Measurements  from  J.  R.  Shosmaker 


D-913b-I-22,  FRANK  VERNOLA.     MAP  6 

Location  and  description — 260  feet  cast  of  Turner  Avenue,  0.3  miles  north  of  Riverside  Avenue, 

southeast  of  Ontario 
Reference  point — ^Top  edge  of  2"  x  6"  timbers,  south  side,  under  pump  head.  0.3  feet  above  ground. 
Elevation  of  reference  point — 801.8.  from  levels  by  D.  W.  R, 
Use— Dimmest  ic . 

Diameter  of  casing — 6  inches. 
Other  numbers  used — Location  No.  17717. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 
May  24 

123.7 
126  .'3 

1931— 

Jan.    16 

Mar.  28 

May    9 

July   11 

Sept.  25 

125.3 
124.7 
125.2 
126.7 
128.0 
127-6 
126  7 

1932— 
Feb.    5 

125  9 

Aug.    7.. 

Oct.   23 -. 

Dec.  19 

Measurements  from  J.  R.  Shoemaker. 
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D-914-I-22,  C.  C.  NICKLES.     MAP  S 


Location  and  description — 30  feet  east  of  Archibald  Avenue.  175  feet  south  of  Riverside  Drive.  LJst 

of  Chino. 
Reference  point — Top  of  3-inch  pipe  at  base  of  pump.  0.5  feet  above  ground. 
Elevation  of  reference  point — 779.6.  from  levels  by  D.  W.  R. 
Use  — IrriRation  and  domestic. 
Depth  of  well— 364  feet. 
Diameter  of  casing — 17  inches. 
Other  numbers  used — Location  No.  17708. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  r. 

to  water 

surface,  feet 

1930— 
May    9 

105.8 

1931— 
.    Jan.   16 

107.1 
107.2 

1932— 
Feb.  11 -  . 

107  6 

Mar.27 

Measurements  from  J.  R.  Shoemaker. 


D-915-I-22,  MATTES,  STROWSKY  AND  WIENER.     MAP  5 

Location  and  description — 185  feet  east  of  Archibald  Avenue,  0.24  miles  north  of  Edison  Avenue, 

east  of  Chino. 
Reference  point — Top  of  2"  x  12"  timbers  over  casing.  1.3  feet  above  ground. 
Elevation  of  reference  point — 718.3.  from  levels  by  D.  W.  R. 
Use — I>Dmescic. 

Diameter  of  casing — 14  inches. 
Other  numbers  used — Location  No  17709C. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
May  23 

74-6 
68.6 

1931— 
Jan.  29 

64,2 
63.3 
68.6 
70.2 
66  5 

1932— 
Feb.  11 

64  5 

July  26 

Mar.  14 

.lulv    11 -- 

Sept.  25 

Dec.  19 

Measurements  from  J.  R.  Shoemaker. 


D-918b-J-22,  FULLER  RANCHO.  NO.  7  DIXON  WELL,     MAP  5 

Location  and  description — 35  feet  south  of  Pine  Avenue,  0.38  miles  cast  of  Archibald  Avenue,  north- 
west of  Norco. 
Reference  point — Top  edge  of  south  timber  supporting  pump,  at  ground. 
Elevation  of  reference  point — 612.1,  from  levels  by  D.  W.  R. 
Use — Irrigation. 
Depth  of  well— 190  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used — Location  No.  16814B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feel 

mo- 
Sept.  12 

18.3 
12  0 

1931— 
Feb.    7 

9  4 

Nov.  28 

Measurements  from  J.  R.  Shoemaker. 
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D-918d-J-22,  F.  GRATZINGER.     MAP  5 

Location  and  description — -400  feet  north  of  Citrus  Street,  0  I  S  miks  west  of  Sumner  Avenue,  north- 
west of  Norco. 
Reference  point — Bottom  edge  of  lower  flange  of  purnp  head,  0  3  feet  above  ground. 
Elevation  of  reference  point — 5QQ.8,  from  levels  by  D.  W.  R. 
Use — Domestic  and  irrigation. 
Depth  of  well— 1*^0  feet. 
Diameter  of  casing— 12  inches. 
Other  numbers  used — Location  No.  I6824B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Aug  30 

30  0 

28,6 
26,9 

1931— 
Feb.    7 

26  2 

27  0 
30  5 
28.7 
26  4 

1932— 
Feb. 

6 

25  9 

Oct.   17 

May    9 

Dec    16 

Aug.    8         

Sept. 25- 

Dec.  19         

Measurements  from  J.  R.  Shoemaker. 


D-919a-J-22,  FULLER  RANCHO.     MAP  5 

Location  and  description — 325  feet  east  of  Cleveland  Avenue,  335  feet  south  of  Citrus  Avenue,  north 

of  Norco. 
Reference  point — Top  edge  of  2"  x  12"  plank  over  casing,  west  side,  0.7  feet  abnve  ground 
Elevation  of  reference  point — 577.2,  from  levels  by  D.  W.  R. 
Use — -Not  used. 

Diameter  of  casing — 7  inches. 
Other  numbers  used — Location  No.  16834. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 

3  8 
4.8 
3,9 
3.0 

1931— 
Feb. 

7 

2  5 

1932— 
Feb. 

5 

2.7 

Oct.   17 

Dec.  16 

MeasuremeDts  from  J.  R.  Shoemaker. 


D-919C-J-22,  F.  RABBIDEAN.     MAP  5 

0.37  miles  west  of  Adams  Avenue,  0.2  miles  south  of  Orange  Street,  north 


Location  and  description 

of  Norco. 

Reference  point — Edge  of  pit,  at  ground. 

Elevation  of  reference  point — 627, '^,  from  levels  by  D,  W,  R. 
Use— Irrigation. 
Depth  of  well— 186  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used — Location  No.  16834B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
May  30 

40.8 
43  4 
43  3 
41,6 

1931— 
Feb.    7 

40,8 

1932— 
Feb.    5... - 

40.6 

Sept.  12 

Oct.   17 

Dec.  16 

Measurements  from  J.  R.  Shoemaker. 
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D-920-J-22.  W.  F.  ELDRIDGE.     MAP  5 

Location  and  description — 65  feet  south  of  Cloverdalc  Road,  0. 16  miles  east  of  Sumner  Avenue,  nurth 

of  Norco. 
Reference  point — ("oncrctc  floor,  at  north  edge  of  pit.  0  1  feet  below  ground. 
Elevation  of  reference  point— 654  7.  from  levels  by  O.  W.  1< 
Use — -Irrigation. 
Depth  of  well— 250  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used  —Location  No.  16822A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  U.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  wat«r 

Kurface,  feci 

mo- 
May  30 

28.7 
29.8 
28.9 

1931- 

Feb.    7 

May    9  . 

27.0 
28  8 
28  7 

1932- 
Feb.    6 

27  3 

Nov.  28 

Deo.  16 

Dec.  19 

MeasuremeDts  from  J.  R.  Shoemaker. 


D-921a-J-22,  W.  F.  FLINTRIDGE.     MAP  5 

Location  and  description— 105  feet  west  of  Adams  .A,vcnue,  500  feet  north  of  Cloverdalc  Road,  north      i 
of  Norco.  I 

Reference  point — ^Bottom  edge  of  pump  base,  west  side.  1 .8  feet  below  ground. 
Elevation  of  reference  point — 663.4,  from  levels  by  D.  W.  R. 
Use — Irrigation. 

Diameter  of  casing^ — 12  inches. 
Other  numbers  used — Location  No.  16842. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1930— 
July  26 

42.1 
30  4 
40  4 
26.4 

1931— 
Feb.     7 

24  6 

1932— 
Feb.     5     

24.4 

Aug.  30 

Oct.   17 

Dec.  16 

MeasuremeDts  from  J.  R.  Shoemaker. 


D-922-I-22,  F.  NICKELS.     MAP  5 

Location  and  description — 0.30  miles  east  of  Haven  Avenue,  123  feet  south  of  Edison  Avenue,  cast 

of  Chino. 
Reference  point — Top  of  casing,  southeast  side,  0.9  feet  above  ground. 
Elevation  of  reference  point — 726.6,  from  levels  by  D.  W.  R. 
Use — Domestic. 
Depth  of  well— 1  50  feet. 
Diameter  of  casing — 6  inches. 
Other  numbers  used — Location  No.  16830. 


Date 

Dbt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  fe«t 

1930- 
May  24 

72.8 
81.3 

1931— 
Jan.  29 

73  5 
74.3 
74.9 

1932— 
Feb.  11 

73.6 

July  26 

Mar.24 

May    9             

Meaauremeuta  fron 

J.  R.  Shoema 

Iier. 

,     L 
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D-922C-I-22,  V.  N.  VAN  NORMAN.     MAP  5 

Location  and  description — 120  feet  west  of  Adams  Avenue.  1056  feet  south  of  Edison  Avenue,  east 

of  Chino- 
Reference  point — Bottom  edge  of  pump  base,  0.35  feet  above  pump  house  Hoor,  Oo  feet  above  Rround. 
Elevation  of  reference  point — 712.4,  from  levels  by  D.  W.  R. 
Use — Irrigation  and  domestic. 
Depth  of  well — 175  feet. 
Diameter  of  casing — ^14  inches. 
Other  numbers  used — Location  Mo.  16804A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 
May  30 - 

58.4 
63.2 
62. 4 
59.7 

1931— 

Feb.     7 

58.0 

1932— 
Feb. 

5 

58.7 

July  26 

Oct.    17      

Dec.  16 - 

Measuremeots  from  J.  R.  Shoemaker. 


D-923-I-22,  C.  L.  C.  CORPORATION.     MAP  5 

Location  and  description — 80  feet  west  of  Adams  Avenue,  0.48  miles  north  of  Edison  Avenue,  east 

of  Chine. 
Reference  p>oint— Bottom  edge  of  pump  base,  west  side,  06  feet  below  ground. 
Elevation  of  reference  point — 750,7.  from  levels  by  D.  W.  R. 
Use — Irrigation. 
Depth  of  well — 444  feet. 
Diameter  of  casing — 20  inches. 
Other  numbers  used— Location  No.  17749. 


Date 

Dist.  R.  P. 

to  water 

surface,  tect 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
May  24 

87.2 
97.5 

1931— 
Feb.    7 

87.5 
87.7 

1931— Cont. 

88. S 

July  26 

Mar.  13 

Sept  25 

92  3 

Oct.  22 

92.2 

Measurements  from  J.  R.  Shoemaker. 


D-928-I-23,  CALIFORNIA  LANDS  (FORMEEtLY  GEORGE  BUCCOLA).     MAP  5 

Location  and  description — 0.5  miles  east  of  Adams  Avenue,  50  feet  south  of  Belle  Grove  Avenue,  north 

of  Norco. 
Reference  point — Hole  in  south  side  of  casing,  L2  feet  above  ground. 
Elevation  of  reference  point — 703.0.  from  levels  by  D.  W.  R. 
Use— Irrigation. 
Depth  of  well— 200  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used — State  Div.  E.  and  I.  No.  189.  Corona  Quad.;  Location  No.  16850B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1927— 
Nov.  25 

"46.9 

>'51.3 
53.8 
'■52.2 

1931— 
Jar.  20 

51.0 
50.5 
51.5 
52.5 
54.9 
53.9 
53.2 

1932— 
Feb.    5 

t51.3 

Mar.  10 

1930— 

May    9 

Oct.   29.. 

July  11 

Dec.  16 

Oct.  23 -- 

Nov.  17 

*  Meaaurement  from  Division  of  Water  Resources. 
^  Measurement  from  J.  R.  Shoemaker. 
Measurements  from  Oraoge  County  Flood  Control  District  except  as  noted. 
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D-928a-J-23,  HOMER  LOFTEN.     MAP  5 

Location  and  description — 0.5  miles  north  of  ClovcrJalc  Road.  0.49  miles  east  of  Adams  Avenu 

north  of  Norco 
Reference  point-  Bottom  edge  of  pump  base,  south  side.  0,5  feet  above  ground. 
Elevation  of  reference  point— 681  3.  from  levels  by  D.  W.  R. 
Use — Irri^alion  and  domestic. 
Other  numbers  used-  i-ocation  No-  16851A. 


Date 

Disl.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Di.t.  H.  1'. 
tn  watrr 

surface,  fv<t 

1930— 
June    6 

37.0 
41  1 
40  8 
38  2 

1931- 

Feb.     7. 

May    9 

36  7 

37  7 
41  1 
41   1 
40  1 

38  3 

1932— 
Feb.    5 

37  1 

Aug.  30 

Oct.  17 

Julv   10 

Dec.  16 

Sept  25 

Oct.   22 

Deo    19 --. 

Measurements  froiD  J.  R.  Shoemaker. 


D-929-J-23,  KATHERINE  KOCOUREK.     MAP  5 

Location  and  description — 470  feet  cast  of  Adams  Avenue,  0.51  miles  south  of  Cloverdalc  Road,  north 

of  Norco. 
Reference  point— Wooden  curb,  at  ground,  to  and  including  November  25.  1927;  then  bottom  edge 

of  pump  base.  13  feet  above  ground. 
Elevation  of  reference  point — &45.3,  to  and  includine  November  25.  1927;  then,  646.6;  from  levels  by 

D,  W.  R. 
Use — Irrigation  and  domestic. 
Depth  of  well— IdO  feet 
Diameter  of  casing — 12  inches. 
Other  numbers  used — State  Div.  E.  and  I.  No.  154.  Corona  Quad.;  Location  No    16843. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922— 
Nov.  22 

•40,0  eiit. 
•43  2  est. 

1927— 
Nov.  25 

"41  5 

43  1 

44  5 
44  4 
44.0 

1931— 

Fob.    7 

42  7 

1925— 

1930— 
May  30 

Mar.  13 

May    9          

42.7 
43  4 

Oct.     3.. 

Aug.    8 

54  4 

July  26 

Oct.  17 

Deo.  16 

1932— 
Feb.    6 

42.7 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 

40  4 
41, (i 
41.6 

41  2 

1931— 
May    9 

40.9 
41.9 
42.3 
41.3 

1932- 
Feb. 

5... 

40  8 

Aug.  30 

July   11 

Oct.   17 

Sept.  26 

Dec.  16 

Dec.  19 

'  Measurement  from  Division  of  Water  Resources. 
Measurements  from  J.  R.  Shoemaker  except  as  noted. 


D-929a-J-23,  R.  C.  JACKS.     MAP  5 

Location  and  description — 600  feet  north  of  Olive  Street  (River  Road).  0  12  miles  west  of  Wineville 

.Avenue,  north  of  Norco 
Reference  point — Fop  edge  of  6"  x  6"  sill,  south  side  of  pit.  0,2  feet  alxjve  ground. 
Elevation  of  reference  point — 650.8,  from  levels  by  D.  W.  R. 
Use — Not  used 

Djameter  of  casing— 12  inches. 
Other  numbers  used — Location  No.  16853. 


Measurements  from  J.  R.  Shoemaker. 
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D-933-J-23,  R.  H.  ALLEN.     MAP  5 

Location  and  description — 0  43  milc^  west  of  Etiwanda  Avenue,  375  feet  south  of  timcrson  Avenue. 

northwest  ol  Norco. 
Reference  point — Top  edge  of  8"  x  8"  timbers  over  pit.  east  side.  1 .2  feet  above  ground. 
Elevation  of  reference  point — 683.9,  from  levels  by  D.  W.  R. 
Use — Not  used 
Other  numbers  used — Location  No.  16861. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 
June    5 

43.7 
43.7 
48  9 
48  6 

1931- 
Feb.    7  - 

47.9 

1932— 
Feb.    5 . 

47  S 

Aug.    7 

Sept.  12. -. 

Dec.  16 

Measurements  from  J.  R.  Shoemaker. 


D-934-I-23,  C.  N.  MARRITTA.     MAP  5 

Location  and  description — 600  feet  east  of  Wineville  Avenue.  145  feet  north  of  Belle  Grove  Avenue, 

north  of  Norco. 
Reference  point — East  side  of  bottom  edge  of  pump  base.  1  foot  above  ground. 
Elevation  of  reference  point — 715.2.  from  levels  by  D.  W.  R. 
Use — Domestic. 
Depth  of  well— 104  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used — Location  No.  16860. 


Date 

DUt.  R.  P. 

to  water 
surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 

June    6 

Sept.  12 _,. 

Nov.  28 

S6.8 
59-3 
57.4 
56.8 

1931— 

Feb.    7 

Mar.  13 

July  10 

55.7 
55  4 
60  4 

1932— 
Feb. 

5 

56.5 

Dec.  16 

Measurements  from  J.  R.  Shoemaker. 


E)-935-I-23,  A.  A.  LANG.     MAP  5 

150  feet  east  of  Wineville   Avenue,  610  feet  south  of  Riverside  Avenue. 


Location  and  description- 
north  of  Norco- 
Reference  point^Top  of  casing,  1  foot  above  ground. 
Elevation  of  reference  point — 785.3.  from  levels  by  D.  W.  R 
Use — Hfemestic, 
Depth  of  well— 1  50  feet. 
Diameter  of  casing— 7  inches. 
Other  numbers  used — Location  No.  17758A. 


Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
June    6  - 

127.3 
106.3 

1931— 
Feb.    7 

104.0 
103.5 
107.4 
107.6 
106.0 

1932- 
Feb.    4 

105  1 

Aug.    7 

Mar.  13 

Aug.  15 

Sept.  25 

Dec.  19 

MeasuremeDts  from  J.  R.  Shoemaker. 
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DIVISION   OP   WATER   RESOURCES 
D-936a-I-23,  CHAS.  STERNS  &  SON,  NO.  S.     MAP  6 


i 


Location  and  description — 0  48  miles  west  of  Etiwanda  Avenue.  75  feet  south  of  San  Bernardino 

County  south  linL-,  south  of  I^tiwanda. 
Reference  point — liotiom  etlse,  north  side  of  pump  base,  0.2  feet  below  ground  and  floor. 
Elevation  of  reference  point — 845.4,  from  levels  by  D.  W.  R. 
Use— Irrigation. 
Depth  of  weU~501  fccc. 
Diameter  of  casing — 20  inches. 
Other  numbers  used — Location  No.  1 7766. 


Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1931— 
Feb.    5 

127.8 
128.1 
131.7 
129  9 

1932— 
Feb.    4 

129.3 

Mar.  27 

Sept.  25 

Deo.  19 

Measuremeots  from  J.  R.  Shoemaker. 


D-938-I-23»  CHAS.  STERNS  &  SONS.  MAP  5 


location  and  description — 845  feet  east  of  Etiwanda  Avenue,  1 50  feet  south  of  U.  P.  R.  R.,  northeast 

of  Norco. 
Reference  point — On  2"  x  12"  over  pit  at  north  side  about  floor  level.  1.6  feet  above  ground. 
Elevation  of  reference  point — 783.8,  from  levels  by  D.  W.  R. 
Use — Not  used. 
Depth  of  weU— 300  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used — Location  No.  I7778B. 


I 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1931— 
Feb.    5 

103  S 

104  4 
107  5 

1931- Cont. 
Sept.  25 

109  5 
106.9 
105.6 

1932- 
Feb.    4 

105  2 

May  15 

Oct.  22 

Aug.    8 

Dec.  19 

Measurements  from  J.  R.  Shoemaker. 


D-939b-I-23,  SECURITY-FIRST  NATIONAL  BANK  OF  LOS  ANGELES.     MAP  5 

Location  and  description — 450  feet  northwest  of  Belle  Grove  Avenue,  0.5  miles  east  of  Etiwanda  Av  t- 

nuc.  northeast  of  Norco. 
Reference  point — South  side  of  concrete  curb  at  ground. 
Elevation  of  reference  point — 717.  from  levels  by  State  Div.  E.  and  I. 
Use — IrriKation. 
Depth  of  well— 250  feet 
Diameter  of  casing — 12  inches. 
Other  numbers  used — State  Dtv,  E.  and  I.  No.  163,  Corona  Quad.;  Location  No.  17789. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1922— 
July     I 

«C3  8 
•64.0 
•66.6 

1927— 
Nov.  28 

•76.3 

78.0 
78.1 
77.5 

1931— 
Mar.  10 

"8  6 

1930— 
Sept.   2 

Miy    9 

79  8 

1924— 
Dec.  15 

.^ug.  19 

Sept.  17 

79.7 
79.4 

Oct.  29     

Nov.  17 

78  2 

1925— 

Dec.  10 

Oct.     5 

•  Measurement  from  Dinsion  of  Water  Resources. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 


I 
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D-940b-J-23,  P.  R.  EMERSON.     MAP  5 

Location  and  description — 120  feet  south  of  Emerson  Avenue,   130  feet  cast  of  Riverview  Drive, 

northeast  of  Norco. 
Reference  point — Southeast  side  top  of  casing,  0,6  feet  above  ground. 
Elevation  of  reference  point — 701.3,  from  levels  by  D.  W.  R. 
Use — Not  used. 
Depth  of  well— 136  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used — ^Location  No.  16881. 


I   

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

IMO- 
Aug.  15 

61.2 

1931— 
Feb.    5 

60  8 
61.1 
62.1 
62.0 
61.6 

1932— 
Feb.    5  

61  2 

Mar.  27 

Sept.  25 

Oct.  22 

Dec.  19 

Measurements  from 

J.  R.  Shoema 

ker. 

D-957-I-24,  MR.  FO 

X.     MAP  8 

Location  and  description — 20  feet  south  of  Galena  Street,  0.4  miles  west  of  Garnet  Street,  northwest 

of  Riverside. 
Reference  point — Top  of  casing,  at  ground. 
Elevation  of  reference  point — 734.9,  from  levels  by  D.  W.  R. 
Use — Not  used. 

Diameter  of  casing^lO  inches. 
Other  numbers  used — Location  No.  17819. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1931- 
May  22.. 

16  0 
16.1 
16.1 

1932— 
Feb.    4 

17,8 

July  11 

Measiirements  from  J.  R.  Shoemaker. 


D-968-J-25,  MR.  TSUBOTA.     MAP  8 

Location  and  description — 300  feet  southeast  of  Riverview  Drive,  0.40  miles  southwest  of  intersection 
of  Riverview  Drive  and  Limonite  Avenue,  west  of  Riverside. 

Reference  point — 4"  x  6"  on  top  of  casing.  3.0  feet  above  ground,  to  and  including  May  2,  1929; 
then,  top  of  casing,  2.6  feet  above  ground. 

Elevation  of  reference  point — 720.9.  to  and  including  May  2,  1929;  then,  720.5;  from  levels  by  David- 
son and  Fulmor. 

Use — 13omcstic. 

Other  numbers  used — Riverside  Cement  Co.  No.  93;  State  Div.  E.  and  I.  No.  189.  Elsinore  Quad.; 
Location  No.  16962. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1927— 
Aug.  10 

11,8 
"12,0 
«11,9 

11,9 

11,0 
10.6 
10.9 

8.9 
11.4 
11.7 

8  4 

1929— 

10,3 
10  6 
10.3 
10,8 
11,8 
11,8 

1930— 
May    1 

10  5 

Oct.     6. . 

Feb.  12 

1931— 

Nov.  26 

Mar.    7 

Dec.    9.. 

May    2 

10  7 

.Sept.  15 

Dec.  18 

12.4 

1928— 

Nov.  25 ._ 

11.0 

Jan.   18.. 

Feb.    7 

April  11 

Mav  12 ._.. 

July  19 

Nov.    8 

Dec.    7 

•  MeaBurement  from  Division  of  Wat*r  Resources. 
MeasuremeDts  from  Riverside  Cement  Company  except  as  noted. 
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D-%9-J-25,  MR.  MARTINEZ.     MAP  S 

Location  and  description — 1  b  miles  southwest  of  Mission  [boulevard.  60  feet  »^utheast  of  Riverview 

Dri\'c.  ucst  of  Riverside.      Dug  well,  3'  x  3'. 
Reference  point— Top  of  iron  clamp.  2  0  feet  above  ground- 
Elevation  of  reference  point — 760  9,  from  levels  by  Davidson  and  Fulmor. 
Use — Domestic. 
Other  numbers  used — State  Div.  [t,  and  I.  No.  I9t.  Elsinorc  Quad,;  Riverside  Cement  Co.  No.  95; 

Location  No.  16971C. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1927— 
Aug    10 

28.2 
28.5 
■27  9 
•28  4 
28.7 

1928- 
Jan.   18 

29.4 
29  9 

28.4 
27  9 
27  0 
28.0 
'■25  3 
26  4 

1929— 
Jan.     7 

27.6 

Sept.    7 

Mar.    9.. 

May  11 

Feo.  12 

28.7 

Oct      6 

April   8  ...  . 

30  3 

Nov.  26 

Jure    7       -.  

May    2 

29.1 

Dec.    9 

Aue.    9 

Sept.  17 

Nov.    8 

Dec.    7 

"  Measurement  from  Division  of  Water  Resources. 
*>  Junipa  Ditch  full. 
Measurements  from  Riverside  Cement  Company  except  as  noted. 


D-974-I-25,  C.  W.  WILSON.     MAP  8 

Location  and  description — 35  feet  northwest  of  A  Street  and  100  feet  southwest  of  Second  Street. 

West  Riverside. 
Reference  point — Top  of  concrete  block,  1.7  feet  above  ground. 
Elevation  of  reference  point — 839  3.  from  levels  by  Davidson  and  Fulmor. 
Use — Domestic, 
Depth  of  well— 160  feet. 
Diameter  of  casing— 8  inches 
Other  numbers  used — State  Div.  E.  and  I.  No.  204.  San  Bernardino  Quad  ;  Riverside  Cement  Co. 

No  82 .  Location  No    17898. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1927— 
Aug.  27 

Oct.     6 

75  4 
»74  8 
■74  4 

1928— 
Jan     17 

75  2 

75  6 

76  1 
76.2 
75.9 
75  6 
75  7 

1929— 
Jan.     3              .  . 

75.7 

Mar.    9 

Nov.  29 

April  16 -- 

June    6                

Sept.  27 - 

Nov.   2 

Dec.    8 

"  Measurement  from  Division  cf  Water  Resources. 
Measurements  from  Riverside  Cement  Company  except  as  noted. 


i 


SOTTir    COASTAL    HASIN    INVKSTUiATlON 
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D-97SC-I-25,  E.  K.  SMITH.     MAP  8 

Location  and  description — 200  feet  southeast  of  A  Street.  0.2  miles  northeast  of  Wilson  Street.  I  500 

feet  southwest  of  First  Street.  West  Riverside. 
Reference  point— Top  of  2-inch  iron  clamp.  1  5  feet  above  ground.  0.2  feet  above  top  of  ro-k  curb 

around  well 
Elevation  of  reference  point— 817.6.  from  levels  by  Davidson  &i  Fulmor. 
Use — DoniLstic. 
Depth  of  well— 70  feet. 
Other  numbers  used — Riverside  Cement  Co..  No.  80;  Location  No.  17899D. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

1927— 
Auc.    8 

47  0 
47  1 
46  8 
46  3 

46.5 

45  7 

46  9 
47.1 

47  6 
47.1 

1929— 
Feb.    8 

47  2 
47  4 

47  8 
49  9 

48  3 
48.7 
48,3 

1930— 
May    1 

48  3 

Sept.   7 

iMar.    6 

Oct.    8 

48  8 

Oct.     6 

May    4 

1931— 
May    4 

Dec.  10 

July     8 

48  6 

1928— 

Sept.  11 

Dec.  18 

49.2 

Feb.  13 

Nov.  11 

Mar.    9 

April  17 

June    6 

Sept.  27 

Dec.    7 

Measurements  from  Riverside  Cement  Company. 


D-975d-I-2S,  W.  S.  PITNEY.     MAP  8 

Location  and  description — '4^-mile  southeast  of  Rivcrview  Drive.  0.6  miles  southwest  of  intersection 
of  Rivervicw  Drive  and  Mission  Boulevard.  West  Riverside.     Dug  well  5'  x  5'. 

Reference  point — -Top  of  iron  clamp.  1  foot  above  ground,  and  0.54  feet  above  board  cover  of  pit. 

Elevation  of  reference  point — 770  7.  from  levels  by  Davidson  and  Fulmor. 

Use — Domestic. 

Depth  of  well — 23  feet. 

Other  numbers  used — Riverside  Cement  Co.  No.  ^9;  State  Div.  E.  and  1.  No  195.  Elsinore  Quad.; 
Location  No.  !b980A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1927— 

Aug.    6 

Sept.   7 

Nov.  26 

■13  7 
13.4 
13  7 

13  7 

13  9 
13.8 

14  0 
14.3 
14  5 

1929— 

Jan.     7 

Mar.    7 

April    8 

14.5 
14  4 
14  5 
14.8 
14  1 

14.1 
14  9 

1931— 

May    4 

Sept.  15 

Dec.  18 

14  1 

15  3 
14  9 

1928— 
Jan.   18 

Sept.  11 

Nov.  25 

1930— 

Mar.   9        .  . 

May  n 

June    7 

Oct.  30 

Sept.  17.... 

Nov.    8 

"  Measurement  from  Division  of  Water  Resources. 
Measurements  from  Riverside  Cement  Company  except  as  noted. 
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DIVISION    OP   WATER    RESOURCES 


D-975J-I-25,  C.  M.  KIRKPATRICK.     MAP  8 

Location  and  description — 100  feet  south  of  Mission  Boulevard,  800  feet  cast  of  Rivcrvciw  Drive«l 

West  Riverside. 
Reference  point — Top  of  clamp.  0.5  feet  above  around. 
Elevation  of  reference  point — 770.8,  from  levels  by  Davidson  and  Fulmor. 
Use — Domc-stic. 
Depth  of  well— 200  feet. 
Diameter  of  casing — ^8  inches 
Other  numbers  used — State  Div.  E.  and  1.  No.  185.  Elsinorc  Quad.;  Riverside  Cement  Co.  No.  71\ 

Location  No-  lb980. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1927— 
Aug.    4 

105 
«10  4 
10  2 

1928— 
Feb.  13 

10.3 
10.5 
10.5 
11.1 
10  7 

1929— 
Jan.     3 

10  8 

Oct.     6     

April  11 

Mar.    6 

11.0 

Dec.  10 

June    6       _ 

Sept.  17 

Nov.    1 

»  Measurement  from  Division  of  Water  Resources. 
Measurements  from  Riverside  Cement  Company  except  as  noted. 


D-976-J-25,  P.  T.  EVANS.     MAP  8 


Location  and  description — 14  miles  northeast  of  U.  P.  R.  R.  bridge  crossing  over  Santa  Ana  River. 

1  Ot  miles  south  of  Mission  Boulevard  and  0.75  miles  cast  of  Rivcrvicw  Drive,  West  Riverside. 
Reference  point — Top  of  lower  casing.  0.5  feet  above  ground. 
Elevation  of  reference  point — 746.0.  from  levels  by  Davidson  and  Fulmor. 

Use — Domcst  ic .  _ 

Depth  of  well— 206  feet.  > 

Diameter  of  casing — 12  inches. 
Other  numbers  used — Riverside  Cement  Co.  No.  102;  State  Div.  E.  and  [.  No.  198.  Elsinorc  Quad.; 

Location  No.  16981.  I 


I 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1927— 
Aug.  11 

5  9 
"5  4 
5,9 

1928— 
Feb.    7 

5.6 
5  8 
6.7 
6.1 
5.5 
6.0 

1929— 
Jan.     7 

6  0 

Oct.     6 

Mar.    6 

Mar.    7 

6.0 

Dec.    9 

April  11  . 

May    4       ... 

5.4 

June    7 

Aug.    9 

Nov.    g 

»  Measurement  from  Division  of  Water  Resources. 
Measurements  from  Riverside  Cement  Company  except  as  noted. 
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D-976a-J-25,  P.  T.  EVANS.     MAP  8 

Location  and  description — 0.4  miles  southwest  of  Mission  Boulevard  on  center  line  of  Wallace  Street 
extended.  0.6  miles  northwest  of  Rubidoux  Bridge  over  Santa  Ana  River.  West  Riverside. 

Reference  point — Bottom  edge  of  upper  4"  x  4"  wooden  clamp,  0.8  feet  above  ground,  to  and  including 
Nlay  4.  1920;  then,  top  of  casing,  at  ground. 

Elevation  of  reference  point — 761  6,  to  and  including  May  4.  1929;  then.  760,8;  from  levels  by  David- 
son and  Fulmor. 

Use — Domestic. 

Diameter  of  casing — 5  inches. 

Other  numbers  used — State  Div.  E.  and  I.  No.  199.  Elsinore  Quad.;  Riverside  Cement  Co.  No.  103; 
Location  No.  16991. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

l;i27— 

6.2 
•6  6 
5.7 

5.6 
5.9 
6.2 
6.4 
5.8 
6.3 

1929— 
Feb.  14 

April   5 

6.9 
5,9 
6.7 
6.0 
6.2 
6  0 

5.2 
5.5 
5.6 
6  2 
6.1 

1931— 
Jan.     7 

5.6 

Oct.  10 

Feb.    6 

5.1 

Dec.  10     .. 

May    4 

Mar.    9 

5.7 

June  20 

May    4 

5  9 

1928— 

Sept.  15 

6.7 

Feb.  17 

Oct.   17 

Dec.  18 

5.9 

April  16 

1930- 
Jan.  29 

JuDe    6 

Aug.    3 

Sept.  28 

Feb.  25 

Nov.    1 

April  30 

Aug.    7 

Not.    7 

*  Measurement  from  Division  cf  Water  Resources. 
Measurements  from  Riverside  Cement  CompaDy  except  as  noted. 


D-983C-I-26,  MR.  McMAHON.     MAP  8 

Location  and  description — 1  50  feet  southeast  of  B  Street,  0.10  miles  southwest  of  Fourth  Street,  West 
Riverside.     South  of  cement  plant. 

Reference  point — Top  of  wooden  clamp,  1.7  feet  above  ground,  to  and  including  May  4,  1929;  then, 
top  of  casing,  1,2  feet  above  ground. 

Elevation  of  reference  point — 851.5,  to  and  including  May  4.  1929,  then,  851.0;  from  levels  by  David- 
son and  Fulmor. 

Use — Domestic. 

Depth  of  well— 135  feet. 

Diameter  of  casing — 12  inches. 

Other  numbers  used — Riverside  Cement  Co.  No.  67;  Location  No.  I7908C. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P 

to  water 

surface,  feet 

U27- 
Aog.    3 

57.5 
58.3 
57.2 

57.5 
57.8 
57.9 
57  7 
57  9 
57.7 

1929— 
Jari.     5  

57.8 
58.0 
58.9 
57.8 
58  0 
57.8 

1930- 
May     1 

58.2 

Oct.    7 

Mar.   4 

Oct.    8 

57  9 

Dec.  10 

1931— 
.April   8 

July     8 

1928— 

Sept.  11 

57.6 

Jan.  17 

Nov.  11 

Oct.   13              -  . 

58.1 

Mar.28 

May    4... 

July    6 

Aug.    2 

Nov.   2 

Measurements  from  Riverside  Cement  Company. 
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D-983k-I-26,  LEON  GUITTEREZ.     MAP  8 

Location  and  description— North  side  of  Belle  Street  produced,  0  3  miles  southeast  of  C  Street.  300 
feet  southwest  ofAlvarado  Station  on  P.  E.  Railway.  50  feet  southeast  of  Jurupa  Dilch.  West 
Riverside. 

Reference  point — Top  of  pump  base,  1.1  feet  above  ground,  to  and  including  May  3,  1929;  then,  top 
of  casins,  1  0  foot  above  ground. 

Elevation  of  reference  point — 822,0.  to  and  including  May  3.  1929;  then,  821.9;  from  levels  by  David- 
son and  Fulmor. 

Use — Domestic. 

Diameter  of  casing — 10  inches 

Other  numbers  used — Riverside  Cement  Co.  No.  69;  Location  No.  179I8B.  , 


Dat« 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1927— 
Aug.    3 - 

29,4 
28  3 
27.7 

28  0 
z7.9 
28  8 
29.1 
28  1 

1929— 
Jan.     5 

28  7 
28,6 

28  8 

29  0 
29  8 

29  6 

28  7 
28  3 
29,2 

30  1 
29.8 

1931— 
Jan. 
Feb. 
Mar. 
April 
May 
June 
July 
Aug. 
Dec. 

7 

29.3 

Oct.     6 

Feb.    4 

6       .  -  - 

29  0 

Nov.22 _. 

Mar.    4 

9 - 

28.9 

May    3 

8 

29  2 

1928— 

Sept.  11 

4 

28.6 

Jan.  17 

Nov.  11 

9 

29  4 

Feb.    7 

1930— 

Feb.  26 

Mar.  29 

8 

29.8 

Mpy    4 

6 

30.2 

Aug.    2 

18 

29  4 

Nov.    1 

May    1. 

Sept.   9 

Nov.    7 

Measurements  from  Riverside  Cement  Company. 


D-984-I-26,  ERVINE  W.  BIGGAR.     MAP  7  I 

Log  Available 

Location  and  description — 50  feet  south  of  EI  Rivino  Drive.  100  feet  east  of  Bloomington-C  rest  more 

Road,  northwest  of  Riverside  Cement  Clo.  plant,  southwest  of  Colton. 
Reference  point — Top  of  steel  casing,  0.9  feet  above  ground. 
Elevation  of  reference  point^930  9,  from  levels  by  Davidson  and  Fulmor. 
Use — -Domestic. 
Depth  of  well— 201  feet. 
Diameter  of  casing — lb  inches. 
Other  numbers  used — Riverside  Cement  Co   No.  58;  State  Div.  E.  and  1.  No.  202,  San  Bernardino 

Quad.;  Location  No.  17906. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1927— 
Aug.  29 

84  2 

86  0 
84  0 

82  6 
82  4 
84  S 

87  5 

88  0 
86  9 
87,0 

1929— 
Jar.   27 

86.3 

85  7 

86  2 

92  4 

90  9 

93  7 

89  9 
89  4 

91  5 
93  4 
97.2 
96.3 

1931— 
Jan.     7  ... 

90  3 

Oct.  24 

Mar.  26 

Feb.     6 

89  8 

Nov.  18 -. 

.April   4 

92.6 

June  20 

1932- 
Jan.   18 

1928— 

Aug.    9 

Jar.  30 

Nov.  11.. 

91  0 

Mar.  26 

1930— 
Jan.  29  . 

May  28 

July  30 

.Sept.  27 

Feb.  26 

Oct.  28 

May    I 

Dec.  30 

Scot.   9 

Oct.     8 

Measurements  from  Riverside  Cement  Company. 
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D-984d-I-26,  OCCIDENTAL  LIFE  INSURANCE  COMPANY  (FORMERLY  RIVINO 

ORCHARDS).     MAP  7 

Location  and  description—  0  29  miles  north  of  li\  Rivino  Drive,  30  feet  west  of  Cactus  Avenue,  south- 
cast  t>f  LiUjommgton. 
Reference  point  -Round  hole  in  base,  0.3  feet  above  ground. 
Elevation  of  reference  point — '^''4ti,4,  from  levels  by  Davidson  and  Fulmor. 
Use — Irrisaiitin 

Diameterof  casing  —lb  inches. 
Other  numbers  used — Riverside  Cement  Co.  No    1 1 1 ;  Location  No,  17916. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1927- 
Aug.  28 

99  6 
99  3 
97.5 

1928— 
J.in.  29-.     . 

96.9 
96  3 
98.2 
100.2 
101  0 
100.4 

1929— 
Jan.  27         

100.2 

Oct.  30 --- 

Mar.  25 

Mar.  11 

99.5 

Dec.  26 

May  27. . .  . 

April  29 

100.0 

Aug.  19 

July     7 

103.0 

Oct.  28 

Aug.    9 

109.2 

Deo.  30 

Measurements  from  Riverside  Cement  Company. 

D-984f-I-26,  SERVICE  GRAVEL  COMPANY.     MAP  7 

Location  and  description — 20  feet  south  of  Wilson  Street  (produced  west).   50  feet  east  of  Canal 

Street,  south  of  Riverside  Cement  Co.  plant,  southwest  of  Colton. 
Reference  point — Top  edge  of  board  which  supports  base.  0.1   feet  below  ground. 
Elevation  of  reference  point— 8b2,l,  from  levels  by  Davidson  and  Fulmor. 
Use — Abandoned, 
Depth  of  well~80  feet 

Diameter  of  casing— 6  inches.  , 

Other  numbers  used — Riverside  Cement  Co.  No.  61 ;  Location  No.  17917A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1927— 
Aug.  29.-            

58  2 
57.5 
57.3 

57  3 
57.6 

58  1 
58,4 

1929— 
Jan.  28 

57.8 
57  7 
57.9 
69  0 
58.7 
59  0 
58.6 

1930— 
Jan.  29 

58  5 

Nov.  28 

Feb.  11 

Mar.  29 

58  6 

Dec.  26 

.April  29 

June    3 

58.8 

June  20 

AuB.    7 

59  1 

1928— 

Julv  10 

Oct.     8 

58.7 

Mar.  26 

Sept.  1 1 

Dec.    9 

58  1 

Nov.  11 

1931— 
Jan.     7 

Sept.  27 

Nov.  24 

57  9 

Mar.    9 

57.8 

May    4 

58  0 

Measurements  from  Riverside  Cement  Company. 


D-985C-I-26,  RIVINO  WATER  COMPANY.     MAP  7 

Location  and  description — 100  feet  east  of  Canal  Street,  800  feet  northeast  of  Hall  Avenue  and  Canal 

Street  intersection,  east  of  Riverside  Cement  Co.  plant,  southwest  of  Colt  on. 
Reference  point — -Top  of  casing,  3.2  feet  below  concrete  floor. 
Elevation  of  reference  point — 895,9.  from  levels  by  Davidson  and  Fulmor. 
Use — Irrigation. 
Depth  of  well— 2^1  feet 
Diameter  of  casing— 16  inches. 
Other  numbers  used— Riverside  Cement  Co,  No,  52;  Location  No.  17927A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929- 
Jupe  16 

"69  1 
70.8 
70,7 

1930— 
Jan.  29 

68.5 
6(7 
68.4 
70.1 
71  1 
70  5 
71.0 
71.2 

1931— 
Jan.     7 

69  1 

Sept.  22.. 

Mar.  29 

Mar.    9 

67  9 

Nov.  11 

May    1 

May    4 

68  5 

July    5 

Aug.    6 

72  0 

Aug.    7... 

Nov.  16 

72  1 

Sept.   9 

Dec.  18 

70.2 

Oct.     8 

Nov.    7 

*  Idle  four  hours. 
MeasuremeDte  from  lUverside  Cement  Company. 


398 


DIVLSION   OF   WATER    RESOURCES 


D-985d-I-26,  RIVERSIDE  WATER  COMPANY— JURUP A  NO.  1.     MAP  7 

Log  Available 

Location  and  description— 1450  feet  cast  of  Brown  Avenue,  40  feet  north  of  Wilson  Street  extended. 

.■southwest  of  Colton.     South  well  of  group. 
Reference  point — Top  of  concrete  curb,  1  foot  above  ground. 
Elevation  of  reference  point — 825.8.  from  levels  by  Davidson  an.)  Tulmor. 
Use — Irrisation. 
Depth  of  well— 140  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used — Riverside  Cement  Co.  No.  155;  Location  No    17927B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Dale 

DUt.  R.  P. 

to  water 

surface,  feet 

1927- 
Aug.    8 

7  2 
4.7 

4  0 
4.1 

1928— Cont. 
May  11 - 

4.8 
7.2 
7.5 
6.8 
4  9 

1929— 

Feb.    4 

Msr.   4 

April   9 

4.t 

Nov.  25 

July     6 

4.8 

Aug.  10 

4.4 

1928— 

Nov.    5 

Jan.  25 

Deo.    4 

Mar.    6       

Measurements  from  Riverside  Cement  Company. 


D-986-I-26,  RANCHO  TERRACING.     MAP  8 

Location  and  description — 750  feet  south  of  County  Line,  200  feet  west  of  County  Line  produced 

south  and  0.6  miles  east  of  Canal  Street,  West  Riverside. 
Reference  p)oint — Top  of  10"  x  10"  hanger  bar  (horizontal),  north  side,  cast  of  frame,  t  foot  above 

ground,  to  and  incldding  October  10,  1921 ;  then,  bottom  of  pump  base,  at  ground. 
Elevation  of  reference  point — 877.5,  to  and  including  October  10,  1921;  then.  876.5;  from  levels  by 

D.  W.  R. 
Use — I  rrigation. 
Depth  of  well— 245  feet. 
Other  numbers  used— Gage  Canal  Co.  No.  R-22;  Riverside  Cement  Co.  No.  60;  Location  No.  17928 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dbt.  R.  P. 

to  water 

surface,  feet 

1921— 
Feb.  17  

«59  2 
"59  11 
■59.9 
•60,0 

59  5 
59,2 
68  7 
58.1 
57  8 

57.7 
58.0 
59.2 

1928— Cont. 
May  27 

58  8 

59  4 
60,2 
59.4 
58  6 

58.7 
58.6 
58  5 

60  3 
60  8 
61.0 
60.7 

1930— 

Jan.  29 

Feb.  25 

59.0 

Mar.24 

June  25 . 

Sept. 30 

Oct.  28 

SS.8 

May  26          

Mar.  29 

58  6 

Oct.   10 

May    1 

>>59  5 

1927— 
Aug.  29 -- 

Nov.  25 

1929— 
Jan.  27  .. 

1931— 
Feb.    6 

58  8 

Sept.  26 

Mar.    9               .-.  . 

58  8 

Oct.  31 -- 

Feb.    3 --- 

May    4 

59.3 

Nov.  28              -  - 

.Mar.  26 

Dec.  26 - 

July     7 

1928— 

Sept.  21 

Jan.  30  

Nov.  U 

Mar.  26 

April29       

»  Measurement  from  Oagc  Canal  Company. 

^  Reference  iwint  destroyed.    New  reference  point  approximately  the  same. 
Measurements  from  Riverside  Cement  Company  except  as  noted. 
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D-I001b-G-2I,  CUCAMONGA  WATER  COMPANY,  PLANT  NO.  6.     MAP  6 

Location  and  description — 0  1 1  miles  south  of  Base  Line  Avenue,  195  feet  west  of  Cornelian  Avenue. 

east  of  L'pland. 
Reference  point — '4-inch  coupling  on  top  of  air  line,  0.2  feet  above  steel  [  beams,  to  and  including 

January  21.  1^31 ;  then,  top  of  1  beams,  at  ground- 
Elevation  of  reference  point  -1420.5.  to  and  including  January  21,   1931;  then,   1420  3;  from  levels 

by  J.  R,  Shoemaker, 
Use — Irrigation. 
Depth  of  well— 365  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used — Location  No.  4587J. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P, 

to  water 

surface,  feet 

1921— 
Jan.    4 

74  5 

70.3 

67.8 

88.0 

•104  0 

■115  0 

•127.0 

96.0 
87.0 
65  4 
•88,5 
•92  4 
•112  0 
78  9 

57.2 

60.7 

•100  3 

92  3 

■137.1 

■141.2 

•141  1 
107,2 
•138.9 
•161.2 
•175.1 
•158.8 

1925— 

127  1 
136,3 
171  6 
161.0 

■195.9 

■166.5 

■202,9 

157  8 

127,2 
128.4 
166,8 
179.0 
180  2 
148,3 

119,0 
119  0 
155  4 
165  4 
•203,6 
■193.8 

1929— 
June  28 

•203.6 

Feb.    9 

Mar.  18 -..- 

Oct.  30. ._ 

■260.2 

April  1 

Nov.  10 

235.1 

Deo.  30 -. 

Dec.  24 

•257.0 

July  11 -- 

1926— 
Jan.  24 

1930— 
Jan.     8 

Sept.   1. 

Dec.    1 

229.2 

Feb.  26 

189. 5 

1922— 

Sept.    7 

Mar.  19 

180.8 

Jan.     4 

Dec.  15 

May  14 

169.3 

Feb.    3 

1927- 

April   5 

June    8 

July     9 

205.3 

May    8 

Sept.   3     .   ... 

243.7 

Dec.    3 

216.0 

Aug.    3 

1931— 
Jan.     7 

Oct.    3 

July  28 -- 

Dec.  12 

Aug.  24 

Sept.  23 

207.3 

Feb.     5 

192.0 

1923— 

Nov.   8 

April    1 

203,3 

Mar.    1 

1928— 

Mar.  26 

April  23 

195.0 

AprU  30 

June    10 

226,2 

July     8... - 

250,6 

Aug.    9 

Sep  .    2 

282,4 

Oct.     9                 -  - 

July   11 

Aug.  15 

Oct     14 

300.6 

Nov.  14 

Oct..  21 

273.3 

Sept.  26 

Nov.  18 

275.9 

1924— 

Dec.  12 

Dec.  23 

231.3 

Feb.    5 

1932— 
Jan.   13 

April   9 

J^np     f} 

222.3 

Sept.  26 

Nov.  8 

Dec.    9 

»  Pumping. 
Measurementj  from  CucamoDga  CoiLservation  .\si!ociation. 
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D-IOOlg-G-21,  CUCAMONGA  WATER  COMPANY,  PLANT  NO.  7.     MAP  6 
Lx}g  Available 

Location  and  description — 370  feet  cast  of  Cornelian  Avenue.  0.55  miles  north  of  Foothill  Boulevai 

cast  of  Llpland 
Reference  point — Top  of  *8-inch  coupliriB  at  cJrc  of  pump  base  at  floor,  to  and  includinK  June  4.  I9J0; 

then,  top  of  Vf-inch  air  line,  0  4  feet  above  floor,  to  and  including  October  1  5.  1930;  then,  top  of  air 

line.  0  1  feel  alM)ve  floor. 
Elevation  of  reference  point — 1360.5.  to  and  including  June  4.  1930;  then.  llbO.P.  to  and  including 

Oclohcr  15.  M30.  then,  1360,6;  from  levels  by  J .  R,  Shoemaker. 
Use — -Irrif^ation  and  domestic. 
Depth  of  well— 387  feet. 
Diameter  of  casing — 20  inches. 
Other  numbers  used  —Location  No.  4588B. 


Jl 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922— 
Feb.  24 

51  8 
46  4 
44.2 
58.5 

»152  4 

63  S 

62  7 

93  5 

"123  0 

"192  5 

73  3 

66  6 

73  0 

»212  7 

•100  5 

"94,8 

1926— 
Jan.  24... 

•100  4 

93  6 
•189  0 

95  1 
81  6 
68  1 

86  5 
90.6 

63  6 
62,7 
670 

94  3 
113.4 
109.1 

105  5 
94  5 
89.9 

134  5 

1930— 
Jan.     8 

146  8 

Mar.  22 

Feb.  25          

Mar.  19. -- 

124  6 

April    4 

June    3 

117  2 

Mav    4 

1927— 
Jan.   U .__. 

Sept.   3 

145  3 

Oct.  22 

158  2 

1923— 

Dec.    3 

153.0 

Aug   21 

Mar.  10 

1931- 
Jan.     7     

May  10 

1924 — 

Sept.   7         ... 

146  4 

Mar.  25                -  - 

Nov.    8 

1928- 
Mar.  16 - 

Mar.  11 

132  4 

April  22     

150  2 

June  17 

147  7 

Aug.  11 

Sept.    2 

185  S 

Oct.   18 

Aprilll 

Oct.  28 

195  5 

Dec.    9 

May  15 

Dec.  16  . 

169  2 

1925— 

July  11 

Oct.  31 

1932- 
Jan.   13 

Dee.  19 

160  5 

April   7.. 

1929— 
Jan.     2 

Aug.  27     --- 

Nov.  10 

■i 

Dec.    5 

Mar.  28            

April  17 

Sept.  18 

'4 

* 

»  Pumping. 
Measurements  from  Cucamonga  Conservation  Association. 

D-lOOlh-G-21,  JOHN  KLUSMAN.     MAP  6  j 

Location  and  description — 320  feet  west  of  Vineyard  Avenue,  458  feet  north  of  Foothill  Boulevards* 

cast  of  Upland. 
Reference  point — Top  of  's-'och  tec  on  pressure  line  to  Kimball  gage.  0.5  feet  above  ground. 
Elevation  of  reference  p>oint — 1250.'>.  from  levels  by  J.  R.  Shoemaker. 
Use — Irrigation. 
Depth  of  well— 310  feet 
Diameter  of  casing — 16  inches. 
Other  numbers  used— Location  No  4589. 


I 


Date 

Di.st.  R.  P. 

to  water 

surface,  feet 

Date 

Dist  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922— 
Aug.    3 

181.0 

214  1 

207.7 
207  7 
205  9 
203  7 

198  8 
197  4 

199  2 

200  2 
201.6 
209.7 
207.1 

1929— 
Jan. 
Feb. 
April 
May 
July 
Sept. 
Nov. 

1930- 
Jan. 
April 
June 
Aug. 
Oct. 
Dec. 

2          

206  8 

207  3 
209.0 
209  6 
209.1 

209  7 

210  2 

211.5 
212.8 
212  3 
212  1 
221  5 
221.8 

1931- 
Feb.    4 

220  7 

6.. 

Mar.   4 

220  3 

1925 — 

3 

May    6     

219  7 

May  19 

1 

220  0 

3 - 

Aug.    5 

221  1 

1927 — 

4              ..   -. 

Oct.  21 

222  7 

Feb.    7 

6 

Nov.  25 

Dec.  30 

223  2 

Mar.  10          

2 

223  8 

AprU   5 

1932— 
Jan.  13 

June    2 

2           

224  0 

1928— 

4 

Jan      4 

6 

Feb.  15               

1 

April  11 

10 

June    6        

Sept     5              -     .. 

Oct.     3       

Nov.    7 

McMuremeDta  from  CuosmoDga  CooservatioD  AnotnttioD. 
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D-lOOU-G-21,  CUCAMONGA  WATER  COMPANY,  NO.   11 
Log  Available 


MAP  6 


Location  and  description — 3200  fccL  wcsl  of  Cornelian  Avenue.  Uil  5  feci  south  of  Base  Line  Avenue 

{Ibth  Street),  east  of  L'planJ. 
Reference  point^Top  of  casins.  2  feet  above  ground,  to  and  including  May  7.  1930.  then,  at  ground. 

to  and  including  July  23,  1030.  then,  top  of  coupling  on  air  line.  0.13  feet  above  I  beams  and  02 

feet  abt>ve  ground. 
Elevation  of  reference  point — n'-)7»,  to  and  including  May  7.   U)30;  then,  13'-15.9,  to  and  including 

July  23.  1*^30;  then,  13'*0,li  from  levels  by  owner. 
Use —  1  rrigut  ion. 
Depth  of  well— 820  feet 
Diameter  of  casing — 20  inches. 
Other  numbers  used — Location  No.  4578A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929- 
Nov.  10 

199.6 
199  5 

1930- 
Jaii.   15 

M8.5  0 
157  9 
144  0 
161  3 
202,3 

1931— 
Jan.     7 

184.2 

Dec.    4 

Mar.  12 

Mar.    4 

163-4 

Mav  21 

April  29 

177.0 

July     2 

June    3 

192.1 

Dec     3 

Oct.  21                  .  . 

247.5 

■ 

Dec.    2 

226.8 

1932— 
Jan.    13 

200.5 

»  Refereiic«  point— 7  feet  above  ground  for  this  measurement  only. 
Measurements  from  Cucamonga  Conservation  Association. 


D-1002-G-21,  G.  A.  HANSON,  NO.  2.     MAP  6 

Log  Available 

Location  and  description — 440  feet  east  of  Grove  Avenue,  20  feet  south  of  1 1th  Street,  east  of  Upland 

Reference  point — Top  of  l-inch  boards  over  well  casing.  3  feet  above  ground. 

Elevation  of  reference  point^l269  0.  from  levels  by  J.  R.  Shoemaker. 

Use — Not  used. 

Depth  of  well— 916  feet. 

Diameter  of  casing— 20  inches. 

Other  numbers  used^Location  No.  4579A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1927- 
May  10 

153.4 

174  5 
168.3 
165  9 
185.8 
197  3 
210.9 
205,1 

197.0 
194.2 
188  9 

19:9— Cont. 

197  0 
213.1 
229  5 
212  8 
222,3 
213.7 

209.1 
204,2 
201.3 
206,8 
228  3 
233,7 
238,7 

1930— Cont. 
Oct.  29 

244  8 

Aug.    7 

Nov.  12 

246.2 

1928— 

Sept.   4 

Dec.  10 

236  4 

Jan.     4 

Oct.     2 

1931— 
Feb.  11 

Mar.   7         

Nov.   6 

April   4 

Dec.    4 

229  1 

June    6 

1930— 
Feb.    5 

Mar.   4 

227.0 

Aug.    1 

April   1 

224.6 

Oct.    3 

May    0        

228.0 

Deo.    5 

April   2 

225.4 

May    7 

Aug.  26.... 

Oct.  14 

251.6 

1929— 

260  8 

Feb.    6 

July     2 

Nov.  18 

264.3 

Mar.   6        .... 

Aug.    6 

Dec.  23 

260.2 

May    1 

Sept.  17              

1932— 
Jan.   13 

257,2 

Measurements  from  Cucamonga  Conservation  Association. 
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DIVISION    OF    WATER    RESOURCES 


D-1002b-G-21.  ARROW  ROUTE  WATER  COMPANY.     MAP  6 

Log  Available 

Location  and  description  -(i'>0  feet  west  of  Vineyard  Avenue  imJ  10b  feet  south  of  Arrow  Highw 

east  of  Ontario. 
Reference  point— Top  of  ^^^-inch  pipe  bv  base  of  pump.  0  5  feet  alxjvc  top  of  pump  base  and  groun^i 
Elevation  of  reference  point  —  1 164.3,  from  levels  by  Henry  Garrett. 
Use    -lrrifiatii>n. 
Depth  of  well— 745  feet. 
Diameter  of  casing  —16  inches. 
Other  numbers  used— Location  No.  17680. 


Date 

Dist.R.P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dial.  R.  P. 

to  water 

surface,  feet 

1928— 
Mar.23 

384  5 
385.2 

385  3 
"383  6 

1929— 
Mar.   8 

383  C 

394  1 
394  3 

1932- 
Feb.  24 

■'380  0 

April  23 

1931— 
Jan.   15  

Dec.  27 

Mar.  12 

"  Sound  of  water  flowing  in  well. 
^  Measurement  from  owner. 
Measurements  from  Cucamonga  Conservation  Association  except  as  noted. 


D-1005a-H-21,  PEACH  PARK  WATER  COMPANY.     MAP  6 

Location  and  description — 575  feet  south  of  Riverside  Boulevard.  50  feet  cast  of  Baker  Avenue. 

of  Ontario. 
Reference  point — Edge  of  air  line  hole.  0.4  feet  above  ground. 
Elevation  of  reference  point  —906  2.  from  levels  by  D.  W.  R. 
Use- — Irrigation  and  domestic. 
Depth  of  well— 3  57  feet. 
Diameter  of  casing — lb  inches. 
Other  numbers  used — Location  No.  17685B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DLst.  R.  P. 

to  water 

surface,  feet 

1930— 
May  15 

172  4 
175.2 

1931— 
Jan.   16  

175  1 
174  9 

■w 

t 

Aug.    7 

Mar.  12__ 

f 

Measurements  from  J.  R.  Shoemaker. 


D-1007b-H-22,  ASTON  WALLINE.     MAP  6 

Location  and  description— 725  feet  south  of  Riverside  Boulevard.  700  feet  west  of  Archibald  Avenue, 

10  feet  cast  of  east  bank  of  wash,  southeast  of  Ontario. 
Reference  point^Bottom  edge  of  pump  base  at  steel  1  beams.  0.5  feet  above  ground. 
Elevation  of  reference  point  —870  8,  from  levels  by  D.  W.  R. 
Use— Irrigation  and  domestic. 
Depth  of  well— 300  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used — Location  No.  17705. 


Date 

Di.st,  R.P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  fert 

1930- 

May  15 

130.2 

1931— 
Jan.  16 

132  4 
132  9 
134  8 
134.6 

1932- 
Feb.  11  

134  6 

May  15 

Sept.  25 

Dec.  18 

MeaauremeDts  from  J.  H.  Shoemaker. 
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D-1008-H-22,  MARY  CAMPANELLO.     MAP  6 

[  Location  and  description — 0.4?  miles  north  of  U.  P.  R-  R.,  900  feet  east  of  Heliman  Avenue  extended, 

cast  ot  OnlLirio 
I  Reference  point — -Edge  of  hole  in  pump  base,  north  side,  0,3  feet  below  ground. 

Elevation  of  reference  point    ^114  I,  from  levels  hy  D  W   R. 
I  Use — Irritiation 
;  Depth  of  well— 200  feet 
'  Diameter  of  casing— 10  inches. 
j  Other  numbers  used — Location  No.  17704 


Date 

Dist.  R.  I'. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 
Moy  16 

169  9 
172  1 

1931— 
Jan.   16 

Mar.  12 

172  1 
172  0 
172.9 
173.5 
174  2 

1932- 
Feb.  11 

174  3 

Aug.    8 

July  11 

Aug.  15 

Sept.  25 

Measurements  from  J.  R.  Shoemaker. 


D-1012b-G-22,  OLD  SETTLER'S  WATER  COMPANY,  NO.   2.     MAP  6 
Log  Available 

Location  and  description— 1  300  feet  north  of  Church  Street,  680  feet  west  of  Archibald  Avenue,  east 
of  Lapland. 

Reference  point — Bottom  edge  of  pump  base  and  concrete  floor,  0  5  feet  above  ground,  to  and  includ- 
ing No\cmbcr  12,  1^130:  then,  top  edge  of  pit  at  floor,  0.5  feet  above  ground. 

Elevation  of  reference  point— 1  322.0,  from  levels  by  J.  R.  Shoemaker. 

Use — Irrigation- 
Depth  of  well— 450  feet. 

Diameter  of  casing — 12  inches. 

Other  numbers  used — Location  No.  18508A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922- 

Mar.  21 

71  9 
69.1 

»44  0 
67.6 

76.7 

99  5 
97  5 

116  1 
112.6 
111  0 
126  4 

1928— 
April  25 

140  1 

141  6 

160  4 
178  4 
193.6 
183.5 

187  3 
179,0 
175.8 
174-9 
227  9 
225.5 
193.4 

1931— 
Jan.   14 

196  0 

April  19 

May    3 

1929— 

Mar.  20.. 

Sept.  11 

Nov.  27 

Dec.  18 

1930— 
Jan.     2 

Feb.  11 

.Mar.  18 

192.9 
189.9 

1923— 

April   8 

188  9 

Mar.    1 

May  13 

189  7 

April  19 

July     1         . 

213.4 

July  29 

227.6 

1924- 

April  22 

Nov.  18 

Dec.  16 

215  0 
201  4 

1926- 

1932— 
Jan.   13 

July   27 

Feb.     5 

197  1 

May    8 

Mar.  26 

May  28 

1927— 

Oct.     1 ._ 

Feb.    7     . 

.Nov.  12 

Mar.  10 

Dec.  24 

AprU  6 

May  10 

■»  Drilling  well  deeper.    Water  level  same  when  second  stratum  of  gravel  reached. 
Measurements  from  Cucamonga  Conservation  Association. 
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E>-1014-G-22,  MR.  THOMAS.     MAP  6 

Location  and  description  —0.25  miles  west  of  Haven  Avenue.  30  feet  south  of  Fojthiil  BojIcvarJ, 

east  of  LIpland. 
Reference  point    -Top  of  pump  base,  at  t^raund. 

Elevation  of  reference  point  — 1203  ^.  from  levels  Hy  J.  R.  Shoemaker. 
Use— irriKaiion, 
Depth  of  well— 710  5  ftet 
Diameter  of  casing     20  inches. 
Other  numbers  used— Location  No.  I851Q. 


Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Diat.  R.  P. 

to  wmt«r 

surfaoe,  feet 

1928- 
April   4 

386  5 
386  9 
387,2 
388  2 

1929— 
Feb.    5 

May  23 

388  2 

389  0 

392  9 
393.4 

1931— 
Jan,    15 

394  9 

Mar.  12 

396.0 

July     2 

1930— 
May  22 

May  15 

39S0 

Deo.  27 

Aug.    7 

Measurements  from  Cucamonga  Conservation  Association. 


D-I016-H-22,  MR.  SIGNORIO.     MAP  6 

Location  and  description — t7S  feet  south  of  Fourth  Street  (San  Bernardino  Avenue).  0.24  miles  cast 

of  Archibald  Avenue,  north  of  Guasti. 
Reference  point — Bottom  of  pumo  base  at  concrete  floor  and  ground. 
Elevation  of  reference  point— 1016.0,  from  levels  by  Henry  Garrett. 
Use — Irrigation  and  domestic. 
Depth  of  well— 503  feet. 
Diameter  of  casing— 16  inches 
Other  numbers  used — Location  No.  17712. 


ast 


Date 

Dist.R.P. 

to  water 
surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1928— 
Mar.  29 

246.9 
246.7 
247.7 
248.4 

1929- 
Feb.    5 ---- 

248.5 
248.7 

251  8 

252  9 

1931— 
Jan.  15 

253  8 

April  23 

Mar.    8 

Mar.  12 

May  15     

254  0 

June  30 

1930— 
May  23 

254  6 

Dec.  27 

July  11 

256  0 

1932— 
Feb.    5       

Aug.    7          

256  5 

MeasurementtJ  from  Cucamonga  Conservation  Association. 


D-1016a-H-22,  ITALIAN  VINEYARD  COMPANY.     MAP  6 

Location  and  description — 500  feet  north  onS.  P.  R.  R  .  0.21  miles  cast  of  Archibald  Avenue,  Guusii. 

Under  water  tank  at  ^^■incry. 
Reference  point — Edge  of  hole  in  pump  base  plate  0  05  feet  above  pump  house  floor  and  ground. 
Elevation  of  reference  point — 950,  from  Met.  W.  D.  topog,  by  J.  R.  Shoemaker. 
Use— Domestic  and  irrigation. 
Other  numbers  used— Location  No.  1 771 3 A. 


Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1930— 
May  22 

208  9 

1931— 
Jan.   15 

•210  9 
211.3 
i'216.0 

1932— 
Feb.    S 

213  3 

May  15 ..- 

Aug.    9                 -  . 

»  Pumped  recently, 
b  Measurement  from  owner. 
Measurements  from  J.  R.  Shoemaker  except  as  noted. 
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Location  and  description — 0.20  miles  north  of  Sixth  Street.  0.13  miles  east  of  Haven  Avenue,  east  of 

{_)ntario. 
Reference  point— Bottom  of  base  plate  at  steel  I  beams  at  ground. 
Elevation  of  reference  point — 1077,8,  from  levels  by  D.  W.  R. 
Use — Irrigation. 
Depth  of  well— SOS  feet. 
Diameter  of  casing — lb  inches. 
Other  numbers  used — State  Div.  E.  and  I.  No.  47A,  Cucamonga  Quad.;  Location  No.  17721. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1927— 
Dec  31 

•299.7 
302  5 

1931— 
Jan.  15 

304  1 
306  7 
304  8 
306,5 

1931— Cont. 
Oct.  22 

306  5 

Mar.  12                -  - 

Dec.  18 

305  6 

1930— 

May  15 

1932— 
Feb.    6 

May  22 

Sept.  25 

305-8 

"  Measuronent  from  Division  of  Water  Resources. 
Measurements  from  J.  R.  Shoemaiter  except  as  noted. 


D-1024-G-22,  MISSION  VINEYARD  COMPANY.     MAP  6 

Location  and  description — 30  feet  south  of  Base  Line  Avenue,  0.8b  miles  west  of  Orange  Street  and 

0 >>4  miles  cast  of  Haven  Avenue,  northwest  of  Etiwanda. 
Reference  point — Air  gage  1  foot  above  top  of  steel  1  beams  and  ground. 
Elevation  of  reference  point — 1331.3,  from  levels  by  Henry  Garrett. 
Use — Irrigation. 
Depth  of  well — 964  feet, 
Diameter  of  casing — 20  inches. 
Other  numbers  used — Location  No.  18547A. 


Date 

Dbt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1932— 

Feb. 

5 

483,7 

Measurement  from  J.  R.  Shoemaker. 


D-102S-G-23,  J.  B.  LAFOURCADE, 

Log  Available 


MAP  6 


Location  and  description — 30  feet  south  of  Base  Line  Avenue,  0.28  miles  west  of  Orange  Avcnu: 

1 ,1  miles  cast  of  Haven  Avenue,  northwest  of  Etiwanda. 
Reference  point — Top  of  casing,  at  ground 

Elevation  of  reference  point — 1330.1.  from  levels  by  Henry  Garrett. 
Use- — lrrifj;ation. 
Depth  of  well — 634  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used — Location  No.  18547. 


and 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1932- 
Feb.    5 

431.8 

Measurement  from  J.  R.  Shoemaker. 


■iW 


DIVISION    OF    WATKK    HKSOURCES 
EV1029-H-23,  MRS.  M.  L.  SPARDLEY.     MAP  6 


Location  and  description — 500  feet  cast  of  Wincvillc  Avenue,  845  feet  south  of  S   P.  K   R  .  270  feet 

south  of  road.  southea*it  of  Htiwanda. 
Reference  pKJint     lop  f>f  casing.  1.4  feet  above  Rround 
Elevation  of  reference  point — 975  2,  from  levels  by  D.  W.  I< 
Use  —  0<jmL-st  ic. 
Diameter  of  casing  -  7  inches. 
Other  numbers  used^Location  No.  17763. 


Date 

Di.st.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.H. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 

212  8 

1931- 

Mar.27 

May  15 

214  3 
214.4 

215  3 

215  8 

1932— 
Feb.    3 

217  1 

Sept.  24 

Dec.  18 - 

Measurements  from  Cbino  Basin  Protective  Association. 


D-1030-H-23,  TONY  MONTELLARD.     MAP  6 

Location  and  description — 400  feet  east  of  Adams  Avenue  extended.  025  miles  north  of  south  line  of 

San  Bernardino  ("ounty.  southeast  of  Guasti. 
Reference  point — ^ Tup  of  casing.  0  7  feet  above  ground,  to  and  including  May  15.  1931;  then,  lop  oC 

hoards  over  casing.  0  8  feet  aiiovc  ground. 
Elevation  of  reference  point — 862.5.  to  and  including  Mav  15,   1931;  then.  862.6;  from  levels  hv 

O.  W.  R. 
Use— Irrigation  and  domestic. 
Diameter  of  casings  10  inches. 
Other  numbers  used — Location  No.  17746. 


Date 

DLst.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
May  29 

159  4 
161  4 

1931— 

Mar.  13 

May  15 

July  11 

IfiO  7 
161  1 

161  9 

162  8 
162  7 
162  6 

1932— 
Feb.     4 

162  2 

.\ug.    7 

Sept.  25 

Oct.  22 

Dec.  19 

Measurements  from  J.  R.  Shoemaker. 


D-I031-H-23,  MRS.  DIXON.     MAP  6 

Location  and  description — 60  feet  west  of  Etiwanda  Avenue,  1.3  miles  south  of  S    P.  R.  R  ,  0  ^t^ 

miles  north  of  Marlay  Avenue,  south  of  Etiwanda. 
Reference  point— Fiottom  edge  of  pump  base,  west  side.  0.5  feet  above  ground. 
Elevation  of  reference  point— 902.0.  from  levels  by  D.  W.  R. 
Use — ^Irrigation. 
Other  numbers  used— Location  No.  1 7775 A. 


Dale 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 

145  0 

1931  — 
Feb.    5  

146  0 

145  8 

146  B 
149  7 
1490 
149.8 

147  9 

1932— 
Feb.    3  

147  7 

Mar. 13 

May  15 

Aug.  15 

Oct.  22              .  . 

Deo.  18 

Measurements  from  J.  R.  Shoemaker. 
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D-1033-H-23,  SPENCE  JOHNSON.     MAP  6 
Log  Available 

Location  and  description — 580  feet  south  of  San  Bernardino  Avenue,  0.36  miles  west  of  Etiwanda 

Avenue,  south  of  Etiwanda. 
Reference  point — ^Top  of  6"  x  6"  limber  over  casing.  0.6  feet  above  top  of  casing,  at  ground,  to  and 

including  December  18.  1931;  then,  top  of  16-inch  concrete  pipe.  6.0  feet  above  top  of  casing  and 

RfounJ, 
Elevation  of  reference  point — 1043.6.  to  and  including  December    18,  1931;  then,  1049,  from  Met. 

W,  D,  topog.  by  J.  R.  Shoemaker. 
Use — Not  used. 
Depth  of  well— 1311.5  feet. 
Diameter  of  casing — 16  inches- 
Other  numbers  used — Location  No.  17772. 


Date 

Dist.R.P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.R.P. 

to  water 

surface,  feet 

1930- 
June    7 

262,1 
263.2 

1931  — 
Feb.    5 

263  7 
263,7 
264,1 
265.1 
265.8 
266.1 
265.9 

1932— 
Feb.    3 

271  8 

Aug.    7 

Mar.  13 

May  15 

.luly  11       

Sept.  24 

Oct.  22  -   . 

Dec.  18 

Measurements  from  Chino  Basin  Protective  Association . 

D-1037-G-23,  ETIWANDA  WATER  COMPANY.     MAP  6 

Location  and  description — 90  feet  north  of  Foothill  Boulevard,  150  feet  west  of  East  Avenue,  north 

of  iiliwanda 
Reference  point — Bottom  edge  of  pump  base  at  floor.  0,6  feet  above  ground. 
Elevation  of  reference  point — 1 194.6,  from  Met.  W.  D.  topog.  by  J.  R.  Shoemaker. 
Use — IrriRation  and  domestic. 
Depth  of  well— 810  feet 
Diameter  of  casing^20  inches. 
Other  numbers  used — ^Location  No.  18589. 


Date 

Dist.R.P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
June    7 

391.6 

1931— 

Mar.  13 

.May  15 

July  11_ ._.. 

Aug.  15 

393.1 
393  5 
436.0 
4.36.0 
434  0 
421  0 
421.0 

1932— 
Feb.    3 

420  5 

Sept.  24 

Oct.  22 

Dec.  18 

Measurements  from  Chino  Basin  Protective  Association. 


D-1039-G-23,  A.  CUCCIA.     MAP  6 

Location  and  description — 145  feet  east  of  Etiwanda  Avenue.  550  feet  south  of  A.  T.   &  S.    F.    Ry. 

Etuvanda. 
Reference  point — Bottom  edge  of  pump  base.  0,2  feet  above  ground. 
Elevation  of  reference  point — 1 116,  from  Met.  W.  D.  topog.  by  J.  R.  Shoemaker. 
Use^Domestic. 
Depth  of  well— 380  feet. 
Other  numbers  used — Location  No.  17770. 


Date 

Dist.R.P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

1930- 
June    7  - 

323.9 
324  3 

1931— 

Feb.    5 - 

May  15 

July  11 

Aug.  15 

325.8 

326.2 
326.7 
.327.0 

Aug.    7 

Measurements  from  Chino  Basin  Protective  Association. 
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D-1041-H-25,  A.  FiLIPPI.     MAP  6 

Location  and  description — 60  feet  cast  of  Btiwanda  Avenue.  0.5  miles  south  of  S.  P.  K.  R  ,  souih  of 

EliwanJa. 
Reference  point — Bottom  edge  of  pump  base,  west  side.  0,9  feet  above  ground. 
Elevation  of  reference  point — 950  3.  from  levels  by  D.  W.  R. 
Use—IrriRation. 
Depth  of  well— 364  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used  — Locaiion  No.  17774. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P, 

to  water 

sxirface,  feet 

Date 

Diat.  R.  !■. 

to  water 

»urfao^f««t 

mo- 
June    6 

"203  6 

1931— 
Mar,  13.   .. 

18,5  3 

1932— 
Feb.    3 

187  4 

"  Pumping. 
Measurements  from  J.  R.  Shoemaker. 


D-1043-H-24,  P.  H.   MARLAY.     MAP  6 

Location  and  description — 75  feet  south  of  Marlay  Avenue,  300  feet  east  of  Mulberry*  Avenue,  south- 
east of  Eliwanda. 
Reference  point — Bottom  edge  of  clamp  holding  air  and  oil  lines,  about  0.6  feet  above  ground. 
Elevation  of  reference  point — 882.9.  from  levels  by  D.  W.  R. 
Use — Irrigation. 
Depth  of  vk'ell— 250  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used — Location  No.  I7795A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Aug.  15 

113.7 

1931— 
Feb.    5..   . 

113  3 

114  4 
113  9 
114.7 
lis  3 

115  4 
115  3 

1932— 
Feb.    2 

115  2 

Mar.27 

May  15 

July  11 - 

Sept.24 

Oct.  22 

Deo.  18 

Measurements  from  J.  R.  Shoemaker. 


D-1043b-H-24,  BUDINACH  &  DOBOVICHI.     MAP  6 

Location  and  description — 75  feet  south  of  Jurupa  Avenue.  0.26  miles  west  of  Cherry  Avenue,  south- 
cast  of  Btiwanda. 
Reference  point — Top  of  tec  on  air  line,  1.2  fccc  above  ground. 
Elevation  of  reference  point — 938.2.  from  levels  by  D.  W.  R. 
Use — Irrigation. 
Depth  of  well^y5  feet. 
Other  numbers  used — Location  No.  17805A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist,  R,  P, 

to  water 

surface,  feet 

1930— 
Aug.  15.- - 

173.1 

1931— 
Feb.    5 - 

172.6 

1932— 
Feb,    3 

172.6 

Measurements  from  Chino  Basin  Protective  Association. 
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D-1044-H-24,  FONTANA  UNION  WATER  COMPANY,  F.  U.  NO.   29.     MAP  6 

Log  Available 

Location  and  description — 20  feet  south  of  Santa  Ana  Avenue,  25  feet  west  of  Banana  Avenue,  south- 
cast  of  Etiwanda. 

Reference  point — Top  of  steel  cover  over  casing.  2.5  feet  above  ground. 

Elevation  of  reference  point — 959.0.. from  levels  by  D.  W.  R. 

Use—Not  used. 

Depth  of  well^665  feet 

Diameter  of  casing — 20  inches 

Other  numbers  used— State  Div.  E.  and  [.  No.  5,  San  Bernardino  Quad.;  Orchard  Mutual  No.  2; 
Saunders  No.  161;  Location  No.  17804. 


"  Measurement  from  Saunders. 
^  Measurement  from  Chase. 
'  Measurement  from  J.  R.  Shoemaker, 
Measurements  from  Fontaoa  Union  Water  Company  except  as  noted. 


Date 

Dist.  R.  P. 

to  water 

siirface,  feet 

Date 

Dbt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1912- 
July  20 

178 

174  5 
176 

179  3 

176.4 

173,9 

1919— 
April  3 

172.2 

168.3 

163,7 

■168.8 

1928— 
Jan.     3 

1931- 

Mar.  30 

April  18 

i>168.7 

1913— 
April  16  

1922— 
July  15       .  . 

175  0 

Nov.  18 

1924— 
April  15 

1927— 
Dec.  21 

'176  8 

1916— 
April  3 

Jiilv  11 

Sept. 24 

Doc.  18 

1932— 
Feb.    3 

=177  6 
•178.5 
-178  9 

1917— 

Mar.  29 

«179  0 

1918- 
Aprill2 

D-1050-G-24,  FONTANA  UNION  WATER  COMPANY,  F.  U.  NO.   17.     MAP  6 

Log  Available 

Location  and  description — 75  feet  east  of  Cherry  Avenue,  110  feet  south  of  A.  T.  &  S.  F.  Ry.,  500 
feet  north  of  Merrill  Avenue,  east  of  Etiwanda. 

Reference  point — ^Gage,  0.7  feet  above  floor  and  ground,  to  and  including  N-Iarch  30.  1931;  then,  bot- 
tom edge  of  pump  base  plate  at  steel  1  beams  at  ground. 

Elevation  of  reference  point— 1 165.7.  to  and  including  March  30.  1931;  then.  1165.0;  from  levels  by 
Foncana  Union  Water  Co, 

Use— Irrigation. 

Depth  of  well— 845  feet. 

Diameter  of  casing — 20  inches. 

Other  numbers  used — State  Div.  E.  and  I.  No.  120.  San  Bernardino  Quad.;  Location  No.  17810. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1925— 
Oct.  25 

351  0 
354.8 
354.5 

1929— 
April  30 

354,5 

361,5 
359,2 
361.5 

1931— 
Mar.  30          .      . 

361  5 

1930— 
Jan.  18 

April  18 

"362  3 

1927- 

Oct.  22          .  .      . 

'365  8 

Dec.  16 

Dec.  18 

•365  2 

April  16 

1932— 
Feb.    3  . 

1928— 

Nov.  18    . 

AprU   2 

"365  2 

•  Measurement  from  J.  R.  Shoemaker. 
Measurements  from  Fontana  Union  Water  Company  except  as  noted. 
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D-IOSOa-G-24.  FONTANA  UNION  WATER  COMPANY,  F.  U.  NO.  30.     MAP  7 

Log  Available 

Location  and  description — 75  feet  west  of  Hemlock  Avenue,  O.H  miles  south  of  I-'oothill  Boulev 

west  of  I'ontana 
Reference  point — Gape,  at  ground. 

Elevation  of  reference  point— 1  24(t  1,  from  levels  by  owner. 
Use — ^Irrijiation 
Depth  of  well— -^I 8  feet. 
Diameter  of  casing — ^20  inches. 
Other  numbers  used — Lojation  No.  18629  ' 


Date 

Dist.  R.  P. 

to  wator 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

mo- 
April  16 

430  0 

432  9 

1931— 
Mar.30  

432  0 
430  0 
435  2 

Nov.  18 

April  16 

Nov.  18 , 

Measurements  from  Footana  Union  Water  Company. 


D-1052-H-24,  FONTANA  UNION  WATER  COMPANY,  F.  U.  NO.  20.     NL\P  b 

Log  Available 

Location  and  description^ 5b  feet  south  of  San  Bernardino  .\vcnuc,  '^98  feet  cast  of  Cherry  Avenue, 

southeast  of  Etiwanda. 
Reference  point — Air  gage,  0  7  feet  above  floor,  to  and  including  March  30.  1931;  then,  bottom  edge 

of  pump  base  at  steel  1  beams  at  floor  and  ground. 
Elevation  of  reference  point — 1085  5,  to  and  including  March  30.  1*^3! ,  then.  1084.8;  from  levels  by 

owner. 
Use — Irrigation 
Depth  of  well— 712  feet 
Diameter  of  casing— 20  inches 
Other  numbers  used — Location  No.  17812. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
April  30 

256  8 

259 
2,59 
263  6 

1931— 

Mar.30 

April  18 

263  4 
•281  5 
•284  3 
•284  5 

■284  2 

1932— 
Feb     3 

•284  2 

1930- 
Jan.  18 

Sept.  24 .., 

Oct.  22 -. 

Dec.  18 

April  16 

Nov.  18 

»  Measurement  from  J.  R.  Shoemaker. 
Measurements  from  Fontana  Union  Water  Company  except  as  noted. 


I 
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D-1053-H-24,  FONTANA  UNION  WATER  COMPANY,  F.  U-  NO-    18.     MAP  7 

Log  Available 

Location  and  description — 30  feet  soulh  of  Slovcr  Avenue.  40  feet  west  of  Live  Oak  Avenue,  west  of 
Bloomington, 

Reference  point— Air  line,  gage  0.5  feet  above  ground,  to  and  including  March  30.  1931 ;  then,  bottom 
edge  of  pump  base  plate  at  ground  and  0.2  feet  below  floor. 

Elevation  of  reference  point — 1025.5,  to  and  including  March  30,  1931  ;  then.  1024.8;  from  levels  by 
owner. 

Use — Irrigation. 

Depth  of  well — 731  feet 

Diameter  of  casing — 16  inches. 

Other  numbers  used — State  JDiv.  E.  and  I.  No.  6.  San  Bernardino  Quad.;  Saunders  No.  160;  Loca- 
tion No,  17813. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

I9I2— 
July  20 

232 
232 

231 

216,8 
»2I6 
•216,5 

1922— 
July  22 

1923— 
July  27. 

212  0 

i>254  0 

214  8 

245  2 

245  3 
'245,3 
=240,6 

1929- 
April30  

2<1  0 

Oct.  18 

1913— 

1930— 
.Ian.   18 

245  3 

Sept.   5 

1924- 
Mar  11.... 

1926— 
Sept.  15 

1927— 

Feb.  15 

June  27 

Dec.  27 

April  16 

244  1 

Nov.  18 

247  6 

1918- 
April  12 

Wig- 

1931- 
Mar.30- 

April  18 

247,6 
•1225  5 

April    3 

.Sept.  24 

Oct.  22 

■1228  2 
■1228  4 

1920- 
April  16 

Dec.  18 

J228.2 

■'  From  bottom  of  pit. 

^  Measurement  from  Di\'ision  of  Water  Resources. 
'^  Measurement  from  Saunders. 
J  Measurement  from  J.  R.  Shoemaker. 
Measurements  from  Fontana  Union  Water  Company  except  as  noted. 


D-1053a-H-24,  FONTANA  FARMS  COMPANY  {FORMERLY  FRANK  VEZU).     MAP  7 

Location  and  description — 5  feet  north  of  Santa  Ana  Avenue,  20  feet  east  of  Live  Oak  Avenue,  west 

iif  Bloomington. 
Reference  point — Top  of  casing,  at  ground. 

Elevation  of  reference  point — -994.0.  from  levels  by  Davidson  and  Fulmor. 
Use — Not  used. 

Diameter  of  casing — 10  inches 
Other  numbers  used — State  Div.  F..  and  I.  No.  2.  San  Bernardino  Quad.;  Riverside  Cement  Co.  No. 

114:  Location  No    17824 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  wate 
surface,  feet 

1914— 
Mar.  29 

•128.1 
•127  7 
M26  9 
•124  9 

1918— 
April  12 

•123,8 

1-142  3 

188  4 
187,9 
187.4 

1928— 
Jan.     3 

187  3 

1922— 
Aug.  17 

1927— 

Aug.  12.. 

Oct.     7 

Dec.    7 

Mar.   8 

186  8 

1915- 

May    5 

187  5 

May    1 . 

July    5 

189  2 

.Sept.  18 

189  5 

1916— 

Dec.    5 

139  5 

AprU   3 

1917— 
Mar.  29 

1929— 

Jan.     2 

Feb.    5 

189,3 
189  0 

Mar.    1.: 

«189  0 

"  Measurement  from  Fontana  Union  Water  Company. 
''  Measurement  from  Division  of  Water  Resources. 
'  Blocked. 
Measurements  from  Riverside  Cement  Company  except  as  noted. 
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DIVISION    OF    WATER    RESOURCES 


D-1054C-H-24.  PAGLIUSO  BROTHERS.     MAP  7 

Location  and  description — 120  feet  south  of  Jurupa  Avenue.  195  feet  east  of  Hemlock  Avenue,  south- 
west of  Bloomington. 

Reference  point — 2.5  feet  above  ground,  to  and  including  April  5.  I9IQ;  then,  top  of  casing.  \.7  feet 
above  ground,  to  and  including  February  1 1.  192fa;  then,  split  in  casing.  0.3  feet  above  ground,  to 
and  including  May  I.  1*^29;  then,  top  of  hole  in  casing  on  south  side.  0  3  feet  below  ground. 

Elevation  of  reference  point — %5.2,  to  and  including  April  3.  1919;  then,  964  4.  to  and  including  Feb- 
ruary U.  1926;  then.  '■)t»3  0.  to  and  including  May  1.  1929,  then,  962.4;  from  levels  by  D.  W.  R. 

Use — Domcst  ic . 

Depth  of  well— 210  feet. 

Diameter  of  casing— 10  inches 

Other  numbers  used—State  Div.  F.  and  I.  No  3.  San  Bernardino  Quad.;  Riverside  Cement  Co.  N-j. 
113;  Location  No.  17825, 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1914— 
Mar.  29 

•170  1 

•169  7 
•168.1 
•165  7 
■164  2 
•160  4 

1922— 

Aug.  17 

Oct.     6 

H7S  A 
'■155.2 

1-155  3 

155  3 
154  5 

156  7 

154  1 

155  3 

156  3 
156  5 

1929- 
Feb.    5 

155  7 

155  7 

1915— 

May    1 

1926— 
Feb.  11. 

1927— 

Sept.    9..- 

Nov.  25 

Dec.  29 

1931— 
Mpy  22 

■■161  7 

1916— 

July  11 

'162  3 

April   3 

Aug.    8 

•■1163  3 

1917— 
Mar.  29 

1932- 
Feb.    3 

C154  0 

1918— 
April  12 

1928— 

Aug.    1 

1919— 

Nov.    3 

April   3 .-. 

Dec.    4 

*  Measurement  from  Fontana  Union  Water  Companj". 
b  Measurement  from  DiWsion  t  f  Water  Resources. 

*  Measurement  from  J.  R.  Shoemaker. 
■*  Pumped  recently. 

Measurements  from  Riverside  Cement  Company  except  as  noted. 


D-1055-H-24,  L.  J.  LEIGH.     MAP  7 

Location  and  description — 45  feet  south  of  Jurupa  Avenue.  1 50  feet  west  of  Elm  Avenut 

of  Bloomington 
Reference  point— Top  of  casing.  0  9  feet  above  ground. 
Elevation  of  reference  point — 979  9.  from  levels  by  D.  W.  R. 
Use— Not  u^cd. 
Depth  of  well — 475  feet 
Diameter  of  casing — 14  inches. 
Other  numbers  used — Riverside  Cement  Co.  No.  159,     Location  No.  17835. 


southwest 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  fe«t 

J928- 
Mar.  21 

168  2 

168  6 

169  9 

170  9 
170  8 

1929- 

Fei).     5. 

April   3 - 

170  3 
170  3 
1703 

172  1 

173  7 

1931— 
May  22 

•176  3 

July  11   - 

•176  9 

Aug.     1 

June  19 

Aug.    8 

•177  3 

Nov.    3 

Aug.    8 

1932— 
Feb.    2 

Dec.    4 

Nov.  11     . 

•178  8 

■  Mca.surcment  from  J.  R.  ShoemAker. 
Measurements  from  Riverside  Cement  Company  except  as  noted. 
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D-1056-H-24,  FONTANA  UNION  WATER  COMPANY,  F.  U.  NO.  5.     MAP  7 

Log  Available 

Location  and  description — 30  feet  south  of  Slover  Avenue,  50  feet  west  of  Poplar  Avenue,  southwest 

of  F-^ontana 
Reference  point — Tup  of  2-inch  coupling  in  floor  north  of  pump,  at  ground. 
Elevation  of  reference  point — 1051.6,  from  levels  by  owner. 
Use — Irrigation. 
Depth  of  well — 8>4  feet. 
Diameter  of  casing  — 16  inches. 
Other  numbers  used — Location  No,  1783?, 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1912- 
July  20 

250.7 
252 

251 

250 

1916— 
AprU   3 

1917— 
Mar.29 .--- 

248.3 
245.6 

1918— 
April  12 

242.6 

Nov.  18              

1919— 
April   3 

1914- 
Mar.29 

1915— 

May    I 

240.5 

Measurements  from  Fontana  Union  Water  Company. 


D-1059-G-24,  FONTANA  UNION  WATER  COMPANY,  F.  U.  NO.   16.     MAP  7 

Log  Available 

Location  and  description — 20  feet  east  of  Elm  Avenue.  80  feet  south  of  A.  T.  &  S.  F.  Ry..  west  of 

Fontana 
Reference  point — Gage.  0  8  feet  above  floor,  to  and  including  March  24.  1931;  then,  bottom  edge  of 

pump  base  plate  at  I  beams  at  ground. 
Elevation  of  reference  point — 1210.5,  to  and  including  March  24.  1931 ;  then,  1209.7;  from  levels  by 

owner. 
Use — Irrigation. 
E>epth  of  well— 854  feet. 
Diameter  of  casing — 20  inches. 
Other  numbers  used — State  Div.  E.  and  I.  No.  119,  San  Bernardino  Quad.;  Location  No.  17830. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1925— 
Oct.  25         .    

386 

395.8 

395.9 

1929— 
April  30 

390  0 

398  2 
394.7 
398  2 

1931— 
Mar.  24 

397  0 

1930— 
Jan.    18 

May  21 .. 

'396.9 

1926— 

Nov.  18 

401.6 

Sept.  15 

April  16 

1927— 

Nov.  18 

»  Measurement  from  J.  R.  Shoemaker. 
Measurements  from  Fontana  Union  Water  Company  except  as  noted. 
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D-lObI-G-25,  FONTANA  UNION  WATER  COMPANY,  F.  U.  NO.  31.     MAP  7 

Log  Available 

Location  and  description     40  feci  south  of  Base  Line  Avcnut;.  110  feet  cast  of  Citrus  Avenue,  west 

of  Kialu. 
Reference  point    -Ca-hut  line  of  air  Kagc.  1.4  feet  above  ground. 
Elevation  of  reference  point     1  307  2,  from  levels  by  owner 
Use     OonK-stic  and  irrigition. 
Depth  of  well— 761  feet 
Diameter  of  casings  20  inches. 
Other  numbers  tjsed — 11.  V.  1  lam  No.  33;  Location  No    18647. 


Date 

Dist.  R.  I'. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 
to  water 

surface,  feft 

1931- 
April  15 

.W.5  0 
.■ilSl  0 
•597  2 
■565  0 
-563  0 

Sept.  24 

Oct,  22        

Dec.  18 

"  Meafuremcnt  from  J.  R.  Shoemaker. 
Measurements  from  Fontana  Union  Water  Company  except  as  noted. 


D-1062-G-25.  FONTANA  UMION  WATER  COMPANY,  NEW  F.  U.  NO. 

Log  Available 


MAP  7 


Location  and  description  -100  feci  south  of  A.  I'.  &  S.  F.  Ry  .  40  feet  east  of  Juniper  Avenue.  Fontana. 

Reference  point— ^Center  line  of  gag.-,  I  5  feel  above  ground 

Elevation  of  reference  point — 124!^  8,  from  levels  by  owner 

Use — Oomc-siic  and  irrigation. 

Depth  of  well— 872  feet 

Diameter  of  casing— 20  inches 

Other  numbers  used— E.  T.  Ham  No  29;  Location  No.  17850. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1930- 
April  16 

420  5 
422 

1931  — 

Jan.  20 

Mar.30 

502  5 
42,1  5 
470  5 

472  5 

1931— Cont. 

470  5 

Nov  18 

July  15 

468. S 

April  15 

•Sept.  24 

■473  S 

May  15 

Oct.  23 

Dec.  18 - 

"472  0 

'^28  5 

"  Measurement  from  .?.  R.  Shoemaker. 
Measurements  from  Fontana  Union  Water  Company  except  as  noted. 


D-1062a-G-25,  FONTANA  UNION  WATER  COMPANY, 

Log  Available 


F.  U.   NO.   21.     MAP  7 


Location  and  description —100  feet  south  of  A  T.  &'  S  F.  Ry,.  75  feel  west  of  Oleander  Avenue,  west 

of  Fontana. 
Reference  point — Center  line  of  gage,  1 .3  feet  above  ground 
Elevation  of  reference  point — 1236.4.  from  levels  by  owner. 
Use- — L!)omu.stic  anJ  irrigaiion. 
Depth  of  well-812  feet. 
Diameter  of  casing —  20  inches. 
Other  numbers  used — 1  ocation  No    17840, 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

mo- 
Jan.  18 

414 

409  1 
419  5 

1931- 
Mar.30 

417  2 
424  1 

Nov.  18  

Nov.  18       

0 


Measurements  from  Fontana  Uuion  Water  Company. 
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D-1064-H-25,  FONTANA  UNION  WATER  COMPANY,  F.  U.  NO.  7.     MAP  7 

Log  Available 

Location  and  description — 40  feet  east  of  Junip.:r  Avcnu-,  690  feet  south  of  Golton  Avenue,  .south  of 

l-"ontana 
Reference  point — (a)  CaRe.  0  6  feet  above  floor  and  0.9  feet  above  ground;  (b)  bottom  edge  of  pump 

h.isL-  plate,  at  floor,  0  3  feet  above  ground. 
Elevation  of  reference  point— (a)  1107  5;  (b)  1106.9;  from  levels  by  owner. 
Use  —  Irrigation. 
Depth  of  well — 761  feet 
Diameter  of  casing — 20  inches. 
Other  numbers  used — E   T.  Ham  No.  28;  Location  No.  17853. 


Date 

Dist,  R,  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1926- 
July  15 

»«291.2 
'"=298.4 

.">3n0.7 
""301.4 

1928— 
April   2              

«282.2 
•286.8 
■293.8 

1931— 
Mar.  30 

"291  5 

1929— 
April  30 

April  18 

'"'295.4 

July  15 --- 

«312  3 

1927— 

Oct.  22          

i"i296  4 

1930— 
Nov.  18     --- 

Deo.  18. 

1"1295  1 

July  15 

»  Reference  point  (a)  used. 
^  Reference  point  (b)  used- 
■"  Piimping. 

J  Measurement  from  J.  R.    Shoemaker. 
Measurements  from  Fontana  Union  Water  Company  except  as  noted. 


D-1064a-H-25,  FONTANA  UNION  WATER  COMPANY,  F.  U.  NO.   15.     MAP  7 

Log  Available 

Location  and  description— 30  feet  south  of  San  Bernardino  Avenue,  0  1  3  miles  west  of  Magnolia  Ave- 
nue, south  of  Fontana. 
Reference  point  ^Center  of  gage,  0.7  feet  above  ground. 
Elevation  of  reference  point — 11  5b. 9,  from  levels  by  owner. 
Use — Irrigation, 
Depth  of  w^ell— 808  feet. 
Diameter  of  casing — 20  inches. 
Other  numbers  used — State  Div.  E.  and  I.  No.  117,  San  Bernardino  Quad.;  Location  No.  17862. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1925— 
Aug.  25 

316 
341  9 

1927— 

339.6 
328.0 
334  9 

1930— 
April  16... 

332.6 

1926— 
Nov.  15 

1928— 
April   2 

1931— 
Mor.30 

336.1 

1929— 
Jan.   18 

April  18 

•348.8 

Nov.  18 

341.9 

»  Measurement  from  J.  R.  Shoemaker. 
Measurements  from  Fontana  Union  Water  Company  exc"pt  as  noted. 
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D-1064b-H-2S.  FONTANA  UNION  WATER  COMPANY,  F.  U.  NO.   14.     MAP  7 
•  Log  Available 

Location  and  description    -30  feet  south  of  San  Bernardino  Avenue  and  0.13  miles  west  of  Oleander 

Avenue,  suuihwest  of  l-ontana. 
Reference  point  -Gafic.  I  1  feet  above  floor,  to  and  ineludinR  November  18,  1930;  then,  top  of  steel  I 

beams  at  flotjr  and  urtiund. 
Elevation  of  reference  point     1142,5,  to  and  incluLlinK  November  18.  1930;  then,  1141  4,  from  levels 

by  owner. 
Use — Irrigation. 
Depth  of  well— 746  feet 
Diameter  of  casing — 20  inches. 
Other  numbers  used — State  Div.  E.  and  I.  No.  1  lb,  San  Bernardino  Quad.;  Location  No.  I7B42- 


Date 

Dbt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1925- 
Aug.  25 

308 
327  7 
330  3 
321  1 

1928- 
April  30 

325  7 

.334.9 
328 
334  9 

1931— 
April  18 

•327  7 

1930— 

Jan.   18.... 

April  16  .. 

,'!cpt.  24              .  . 

•332  4 

1926 — 

Oct.  22 

•332  1 

July  15       

Dec.  18 - 

•330  g 

1927— 

Nov.  18 

1928— 
.\pril   2 

o  Measurement  from  J.  R.  Shoemaker. 
Measurements  from  Fontana  Union  Water  Company  except  as  noted. 


D-1065-H-25,  FONTANA  UNION  WATER  COMPANY,  F.  U.  NO.  6.     MAP  7 

Location  and  description— 30  feci  south  of  Santa  Ana  Avenue.  40  feet  west  of  Cypress  Avenue.  s(»uth- 

west  of  BloominKton- 
Reference  point— (a)  lop  of  concrete  floor,  at  ground;  (b)  Top  of  casinR.  2.3  feet  below  concrete  floor 

and  ground;  (c)  iop  of  1-inch  pipe  through  cap  of  casing.  0.38  feet  below  concrete  floor  and  ground. 
Elevation  of  reference  point— (a)  1049  0;  (b)  I04ti  7:  (c)  104H  7,  from  levels  by  owner. 
Use^Not  used. 
Depth  of  well— 240  feet. 
Diameter  of  casing — 16  inches 
Other  numbers  used — State  Div.  H.  and  I.  No  8.  San  liernardino  Quad.,  Riverside  Cement  Co.  No. 

112;  Location  No.  17854. 


Date 

Dbt.  R.  P. 

to  water 
surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1912— 
JuDe  27 

•<I2403 

"J240 

•■1240 

•  H242 

"■1240  fi 

•■■2398 

•<I237.3 

•<1233  9 

•J232 
b.-231  4 
I"  230  6 

1922— 
July  l.'i 

•H225  8 

••1225  4 

••225  7 

«226  9 

' 1226  8 

•■220  5 

•226  2 
'225,8 
•■226  7 
•■228  4 
-229  5 

1929— 
Jan.     2 

■^229.1 
'228.6 
•230  1 
•231  « 
•230  3 

Julj  20 

1924- 
Oct.     (i   

1920— 
Fell.   1 1 . .  _ 

1927 
Aug.  12 

April   3 

Oct.  14              

Aun.    9 

1914 — 

Sept.  11 

Nov.  11  ^ 

•232  8 

1915— 
May    1 

1930- 
Jiine    3 

•232.4 

Ocl,    8 

•234  t 

1916— 
April  3           

Ocl.     7 

Dec.    7 

1928  " 

Feb.  11 

April  10 

1931— 
May    9 

■234.7 
—236  8 
•-237.4 

1917 — 

Aug.  26 

Mar.  29 

Dec.  19 

1918— 
April  12 

June    5 

1919— 

April   3 

April  24 

Nov.   3 

Oct.    15 

•  Reference  point  (a)  used. 
b  Reference  point  (b)  used. 
«  Reference  point  (c)  used. 

d  Measurement  from  Fontana  Union  Water  Company. 

•  Measurement  from  W.  P.  Rowe. 
'  Measurement  from  Saunders. 

MeasuremenU  from  Riverside  Cement  Company  except  aa  noted. 
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D-1066-H-25,  BENTON  BALLOU.     MAP  7 

Location  and  description — 33  feet  south  of  Jurupa  Avenue,  255  feet  easL  of  Glean Jcr  Avenue 

wtst  of  Bkximinftton. 
Reference  point — iiottom  edge  of  pump  base  plate,  east  side.  3.0  feet  below  ground. 
Elevation  of  reference  point— 1020,5.  from  levels  by  D.  W.  R. 
Use-  -Not  used. 
Depth  of  well— 387  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used — Location  No.  17855. 


south- 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1931— 
May  22 

206  0 
206,4 
206.6 

1932— 
Feb.    3 

208.6 

July  11 

Aug.    8 

MeasuremeDts  from  J.  R.  Shoemaker. 


D-1068-H-25,  CITIZENS  LAND  &  WATER  COMPANY— SLOVER,  NO 

Log  Available 

Location  and  description — 60  feet  south  of  Slover  Avenue.  950  feet  west  of  A!der  Avenue 

Blt>orniiigton. 
Reference  point — Top  of  pump  floor.  2.0  feet  above  ground- 
Elevation  of  reference  point — 1082.4.  from  levels  by  owner. 
Use  —Irrigation. 
Depth  of  well— 921  feet. 
Diameter  of  casing — 20  inches. 
Other  numbers  used — E.  T.  Ham  No.  7;  Location  No.  17873. 


MAP  7 


west  of 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DLst.  R.  P. 

to  water 

surface,  feet 

1926- 
Oct.     1 

237 
232 

232,8 

231 

232 

1928— 
Jan.  25 

232 
233 

•254,7 
»248.5 

1931-Coiit. 
Aug.  12 

•263,2 

Dec      1 

April  24 

Sept.    8 

•249-0 

1931— 

Oct.     9 

•246,0 

1927 

Nov.  14           .     -..- 

•244,7 

Jan.    4 

Dec.    7 

•245,2 

April  20 

Nov.  10 - 

JuDe    6 

»  Measurement  from  E.  T.  Ham. 
Measurements  from  Citizens  Land  and  Water  Company  except  as  noted . 


D-1072-G-25,  FONTANA  UNION  WATER  COMPANY,  NEW  F.  U.  NO.  22.     MAP  7 

Log  Available 

Location  and  description — 50  feet  south  of  Base  Line  Avenue,  267  feet  west  of  Alder  Street-,  north- 
east ol  Fontana. 
Reference  point — Center  line  nf  gage.  0.7  feet  above  ground. 
Elevation  of  reference  point — 1406.7,  from  levels  by  owner. 
Use — Irrigation. 
Depth  of  well— 842  feet.    ' 
Diameter  of  casing — 20  inches. 
Other  numbers  used — Location  No    18677. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dbt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1925— 
Mar.  14...  . 

244,2 
223.3 

254 
300.2 

1927— 
April  16            

254.7 
286.1 

1930— 
Jan.  18 

316,1 

April  18 

1929— 
April  30 

April  16 

302.3 

Nov.  18 

320  8 

1926— 

1931— 
Mar.30 

Feb.  16 

Oct.  15. 

302,3 

Nov.  18 

313.8 

Measurements  from  Fontana  Union  Water  Company. 
27—93350 
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D-1072b-G-25,  FONTANA  UNION  WATER  COMPANY,  OLD  F.  U.  NO.  22.     MAP  7 

Location  and  description — 50  feet  south  of  Base  Line  Avenue.  267  feet  w.-st  of  Alder  Strccr.  north* 

east  of  I'ontana.      10  feet  from  D-1072-G-2?. 
Reference  point — -Top  of  casinji.  at  urtjund. 
Elevation  of  reference  point — I40b  0,  from  levels  by  owner. 
Use — Abandoned. 
Other  numbers  used — Location  No.  18677B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet,, 

1914— 
Mar.  29 

244.7 
243  3 
240  4 

1917- 
Mar.29 

1918- 
Aprill2 . 

1919— 
April   3 

2274 

220  7 

226  3 
•234  6 

1924— 

Oct.   15 

Nov.  15 _ 

Doc.  13 - 

1925- 
Jan.    15 

279 

1915— 
May    1 -- 

281  S 
234  7 

1916— 

227.4 
Destroyed 

Oct. 

*  Measurement  from  F.  C.  Finkle. 
Measurements  from  Fontana  Union  Water  Company  except  as  noted. 

D-1075-G-25,  FONTANA  UNION  WATER  COMPANY,  F.  U.  NO.   12. 

Log  Available 


MAP  7 


Location  and  description — 75  feet  south  of  Randall  Avenue,  400  feet  west  of  Linden  Avenue,  north 

of  Bloomington. 
Reference  point — Center  of  gage.  2.5  feet  above  ground. 
Elevation  of  reference  point — 1 180.8,  from  levels  by  owner. 
Use — Irrigation. 
Depth  of  well— 734  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used — E.  T.  Ham  No.  30;  Location  No   17891. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1926— 
,Iuly  15          

'322 
•318  8 

315  2 
312  8 
314.1 

1928— 
April   2 - 

321  1 

323  3 
321  0 
325.6 

1931— 

Mar.30 

June  30 

325  7 

Sept.  15 

1930- 
Jan.    18  

341  8 

July  15          .... 

341  8 

1927— 

Sept.  18 

33*.  5 

May  16 

April  16 

Nov.  18 

328 

July   15 

Nov.  18       

Sept.  15      

» Pumping. 
Measurements  from  Fontana  Union  Water  Company. 


D-l075a-G-25,  FONTANA  UNION  WATER  COMPANY,  F.  U.  NO.  28.     MAP  7 

Log  Available 

Location  and  description — 45  feet  south  of  Merrill  Avenue,  265  feet  west  of  Locust  Avenue,  east  of 

Fontana, 
Reference  point — (a)  Gage,  1. 1  feet  above  ground;  (b)  Top  edge  of  steel  I  beam  under  pump,  at  floor 

and  ground, 
Elevation  of  reference  point — (a)  1228  4;  (b)  1227.1;  from  levels  by  owner. 
Use — Irrigation. 
Depth  of  well— 531  feet. 
Diameter  of  casing — 20  inches. 
Other  numbers  used — E.  T.  Ham  No.  32;  Location  No.  17880. 


Date 

Dist.  R.  P. 

to  water 

svirface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dwt.  R.  P. 

to  water 

surface,  feet 

1929— 
AprilSO 

•370 

"3(4  5 
•374  5 
"378.5 

1931— 
Mar.30 

"374.5 
•'418  4 
1'<1377,3 
•'414  0 

1931    Cont. 

July  14 

Aug.  12 

•'437.0 

April  15       

•°43«.l 

1930— 

April  18 

Oct.   15       

••430.0 

Jan.   IS 

May  15              .  . 

Nov.  17 

•379.1 

April  16 

Deo.  18 

l>J374.4 

Nov.  18 

•  Reference  point  (a)  used. 
^  Ileference  point  (b)  used. 
0  Pumping. 

tl  Measurement  from  J.  R.  Shoemaker. 
Measurements  from  Fontana  Union  Water  Company  except  as  noted. 
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D-1077-H-25,  WALLACE  S.  WOODWORTH.     MAP  7 

Location  and  description^O.33  miles  south  of  Jurupa  Avenue.  0,1'^  miles  west  of  Locust  Avenue, 

south  of  BloDniinf^ton.     4'  x  4'  dug  pit. 
Reference  point — Base  of  rail  0.5  feet  above  ground. 

Elevation  of  reference  point  — 1029.5,  from  levels  by  Davidson  and  hulmor. 
Use — Not  used. 
Other  numbers  used — Riverside  Cement  Co.  No.  142;  Location  No.  17885. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1927- 
Aug. 18 

115.9 
114.9 
113.6 

1928— 
Jan.     3           

113  3 
112.8 
112.2 
113  0 
115  9 
113.9 

1929- 
Jan.     2 

113.9 

Oct      6 

Mar.   8 

Feb.     1              .      . 

113.8 

Dec     7 

May  10 

April   2 

114  9 

July    5 

May    3 

113.1 

Sept.  18 

Nov.    2 - 

Measurements  from  Riverside  Cement  Company. 


D-1081-H-26,  CITIZENS  LAND  &  WATER  COMPANY.     MAP  7 

Location  and  description— 0.12  miles  north  of  Colton  Avenue  and  203  feet  west  of  Cedar  Avenue. 

307  feet  south  of  West  Grove  Avenue.  Bloomington. 
Reference  point — ^Top  of  casing  under  sheet  iron  cover,  at  ground,  to  and  including  January  1 1.  1929; 

then,  top  of  ?2"  X  '4  "  reducer,  at  ground. 
Elevation  of  reference  point — 1105.7,  from  levels  by  Davidson  and  Fulmor. 
Use— Not  used. 
Depth  of  well— 620  feet. 
Diameter  of  casing — 14  inches. 
Pther  numbers  used — Riverside  Cement  Co.  No    153;  Location  No.  17902, 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1927- 
Oct.    7 

236.8 
237.2 

237.2 
237  0 
237  3 
238.0 
238,5 

1929— 
Jau.  11          

23S  8 
238,7 
238,1 

239  4 

240  5 

241  3 

241  8 
241.9 
243.1 
243.9 
244  4 

1931— 
Mar.    9.- -- 

244  3 

Dec     7 

Mar.    1 

June    9 

244.8 

May    1 

Aug.    6 - 

245  6 

1928 — 

July  10 

Oct.  13     

246,3 

Jan .  31 

Sept.  11 

Dec.  19.- 

246  8 

May  10 

Nov.  11 _. 

July    5 

1930— 
Jan.  29            

Sept.  18              .     .. 

Nov.   3 

May    1 

Aug.    7 

Oct.     8 

Dec.  10 

Measurements  from  Riverside  Cement  Company. 

D-1088-H-26,  CITIZENS  LAND  &  WATER  COMPANY,  SLOVER  No.   1.     MAP  7 

Location  and  description — 50  feet  north  of  Slover  Avenue,  0.13  miles  east  of  Cactus  Avenue,  east  of 
Bloomington. 

Reference  point — Bottom  edge  of  pump  base  plate,  at  ground. 

Elevation  of  reference  point— 1037.6,  from  levels  by  D.  W.  R. 

Use — Irrigaiion. 

Depth  of  well— 600  feet. 

Diameter  of  casing^20  inches. 

Other  numbers  used— E.  T.  Ham  No.  6,  State  Div.  E.  and  I.  No  192,  San  Bernardino  Quad.;  Loca- 
tion No.  17913. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

mo- 
Dec.  1 

171 

1927— 
Jan.     4 

171 
168.3 
169 
169,2 

1931— 
May    8 

•175  6 

Feb.  25 

July     7  

•197,7 

Mar.  25 

Oct.  22 

Aug. 12... 

■198.2 

Sept.   8 

•197.8 

Oct.     9 

•180  1 

Dec.    7 

•178,7 

*  Measiu-ement  from  E.  T.  Ham. 
Measurements  from  Citisens  Land  and  Water  Company  except  as  noted. 
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D-1090-H-26,  ERNEST  E.  MACK  (FORMERLY  SCOTT  WHEELER).     MAP  7 

Location  and  description— 300  feet  cast  of  Willow  Avenue.  50  feet  s<»uth  of  Jurupa  Avenue  extended^ 

souihea-.L  of  BluominKton. 
Reference  point-  -  lop  of  casing.  2.0  feet  above  around. 
Elevation  of  reference  point — 967,6.  from  levels  by  Davidson  and  I'ulmor. 
Use— Not  used. 

Diameter  of  casing — 12  inches. 
Other  numbers  used —Riverside  Cement  Co.  No.  130;  Location  No.  17925. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

■^' 

Dist.  R.  P. 

to  water 

surface,  fed. 

1927— 
Aiig.  13 

107  4 

108  5 
10(j  li 

108  3 

105  0 
104  2 
lOIJ  0 
107. C 

109  0 
109  0 
108  3 

1929— 
Feb.    2 

107  5 
100  7 

109  0 
119  4 
111  G 
111.8 

111  1 
1100 

110  2 

112  3 

113  5 
113.2 

1931  — 
Jan.     7 

112  8 

Oct.   12  

April    6 

Mar.    9 

Ilia 

Nov.  23 

June  21 

June    9 

113  1 

Dec.    (   

Aug.    9 

Sept.  15 

Nov.  16 

115  6 

Oct.   17 

116. 1 

1928— 

Nov. 25 

Dec.  19 

lis  1 

Jan.  25 

1930— 
Jan.  29 

Mar.   9 

May  14 

July     9 

Mar.  29 

Sept.  18 

June   3   .       .  - 

Nov.    8 

Aug.    7 

1 

Dec.    6 

Oct.  —     .     . 

> 

Nov.    , 

■ 

Measurements  from  Riverside  Cement  Company. 


D-1090b-H-26,  ENNIS  &  WILLIAMSON  DAIRY.     MAP  7 
Location  and  description^ — Between  Willow  and  Riverside  Avenues,  200  feet  northwest  of  Agua 


Reference  point — Top  of  5'  x 
Elevation  of  reference  point 
Use — Irrigation 
Diameter  of  casing — 12  inches. 

Other  numbers  used — Gage  Canal  Co.  R-18;  State  Div, 
Riverside  Cement  Co.  No,  1  34;  Location  No.  !7936,\. 


5'  concrete  pit  at  southwest  side,  0.5  feet  above  ground. 
-893.7.  from  levels  by  Davidson  and  Pulmor. 


i 


E.  and  I.  No.  107.  San  Bernardino  Quad.$ 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

tow*tor 

surface,  feet 

1921— 
Feb.  21 

■'37,9 
•38.8 
"40.3 
"40.1 

1922— 
Spring 

1927— 

.4ug.  13 

Oct.   10 

b37.0 

36  9 
'■37.4 
34.9 

1928— 
Jan.     7       

33  4 

Ma>  26 

Mar.   6 

33  2 

Oct.    8 

May  14       

35  3 

Nov.  3 

July    3 

.36  « 

Aug.    7       

Destroyed 

Deo.    9 

I 


■  Measurement  from  Gage  Canal  Company. 
I'  Measurement  from  Division  of  Water  Resources;. 
Measurements  from  Riverside  Cement  Company  except  as  noted. 
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D-1091-H-26,  RIVINO  LAND  COMPANY.     MAP  7 

Location  and  description — ^)00  feet  southeast  of  Agua  Mansa  Road.  2300  feet  northeast  of  Riverside 

Avenue,  southeast  ol  Colton. 
Reference  point^Top  of  1 '  x  12'  on  edge.  0  8  feet  above  ground,  to  and  including  November  3,  1921 ; 

then,  top  of  wooden  curb,  at  ground,  to  and  including  January  I,  1930;  then,  top  of  8*  x  8'  timber, 

0,8  feet  above  ground- 
Elevation  of  reference  point — 8b9.2.  to  and  including  November  3.  1921 ;  then,  868.4.  to  and  including 

Januarv  1.  1930;  then.  8b9  2;  from  levels  by  Davidson  and  Fulmor. 
Use — Irrigation. 
Depth  of  well~125  feet. 
Diameter  of  casing— 12  inches. 
Other  numbers  used— Gage  Canal  Co.  C-55;  Riverside  Cement  Co.  No.  135;  Location  No.  17935A. 


Date 

Dist.  H.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

»9I5- 
April  9 

8.2 
9.5 
10-5 
11  5 
11.3 

8.2 

7.6 
7  2 
9  0 
8.2 

1921 -Cont. 
Aug.    1 

11.0 
11.5 
10.5 
10.1 

•11.1 

»8.5 
"13.8 

•10.8 

1930— 

Jan.  29 

Mar.  29 --. 

June    3 

•16  9 

June  12.       

Aug.  31 

•15  1 

July  30 

Oct.     8 

•15  6 

Sept.  6 

Nov.   3 

1927— 
Nov.  23 

Aug.    7 

Oct.    8 

•IS  3 

Oct.  15 

•19  4 

1920— 

Nov.    7 

Deo.  10 

1931— 

•19  9 
•19  0 

Dec.  15-.- ---- 

1928— 

Mar.   6 

Nov.   8 

1921— 

•18  6 

Jar.     7     

Mar.    6 

April   8 

Sept.  15 

•17  0 

Feb.  21 

1929— 
Mar.    4 

•18  1 

April  29         

•21  7 

May  26 

Oct.   13 

•22  3 

Dec.  19 .-- 

•20.7 

n  Measurement  from  Riverside  Cement  Company. 
Measurements  from  Gage  Canal  Company  except  as  noted. 


D-1092C-H-26,  SUNNYSLOPE  WATER  COMPANY.     MAP  7 

Location  and  description — 150  feet  northwest  of  Agua  Mansa  Road,  at  point  1.42  miles  westerly 

from  Third  Street,  Colton.  southwest  of  Colton. 
Reference  point — -Top  of  casing  in  pit,  'i.l  feet  below  floor. 
Elevation  of  reference  point — 870- 1.  from  levels  by  Davidson  and  Fulmor. 
Use — Irrigation. 

Diameter  of  casing — 12  inches 
Other  numbers  used — Riverside  Cement  Co.  No.  118;  Location  No.  17935. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1827— 
Aug.  12  .      . 

5.3 
5  4 
3.2 

1928— 
Jan.     1 

2.0 
0.8 
3.1 
4.8 
6.6 
6.7 
5.2 

1929— 
Jan.     3 

4  5 

Oct.  18--. .-. 

Mar.  18 

4  0 

Nov.  23... 

May  16 

April   9 

3  0 

July  19 

Sept.  24 

May    2     .. 

4  1 

Nov.   8 

Deo.    6 

MeasuremeDts  from  Riverside  Cement  Companj'. 


k 
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D-I092d-H-26,  JACOB  STEINBERG -OLD  HAGINS  WELL.     MAP  7 

Log  Available 

Location  and  description  —  500  feet  south  of  Slovcr  Avenue  and  2^00  feet  west  of  Meridian  Avenui 

west  of  C-(>ltnn. 
Reference  point  —Top  of  pit,  0.1  feet  above  ground,  to  and  includinR  November  2,  1921 ;  then,  top 

casing.  1.5  feet  below  I  beam  and  3.2  feet  below  top  of  pit. 
Elevation  of  reference  point — 999  1.  to  and  including  November  2.  1921 .  then.  995.9,  from  levels  by 

Davidson  and  Fulmor. 
Use — Irrigation.  f 

Depth  of  well— 279  feet.  *  A 

Diameter  of  casing — 12  inches.  Jj 

Other  numbers  used — Riverside  Cement  Co.  No.  116;  State  Div.  E.  and  I.  No.  13.  San  Bernardino 

Quad  ;  Gage  Canal  Co.  C-50,  Location  No.  17943A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1915— 
April  10  - 

•109  7 
■109,0 

"108  4 

•106  6 

•106  5 
•105.9 
■106,6 
■107,1) 
•108,2 

1924— 
Dec.  18....          .    . 

1926— 
Feb.  11 

1927— 
Aug.  12       

'■112  0 

i'i07 ; 

111  0 
112.1 
110  9 

110  2 
109  4 
110,6 

111  7 
113  1 
113.8 
113  6 

1929- 

Feb.    2 

AprU    6 

113  0 

May  21 

112  3 

June  20 

114  1 

1916— 

Sept.  11 

116  6 

April  23 

Oct.   17 

117  2 

1920 — 

1930- 
Oct.     8 

Dec.  15     

Oct.   12 

120  5 

Dec.  26            

1931- 
Sept.  15 

1921— 
Jan.     7 

1928— 
Jan.  25 

122  1 

Mar  22 

Dec.  19 

122  8 

May  23 

Mar.    9' 

Oct.  13 

May  14 

Nov.   2 

July  19  

Sept.2I 

Nov.  10 

Dec.    6 

»  Measurenent  from  Gage  Canal  Company, 
b  Measurement  from  Division  of  Water  Resources. 
Measurements  from  Riverside  Cement  Company  except  as  noted. 


D-1095-G-26,  CITIZENS  LAND  &  WATER  COMPANY—BOYD  NO.  1.     MAP  7 

Log  Available 

Location  and  description — 1 10  feet  west  of  Eucalyptus  Avenue.  370  feet  soutli  of  A.  T.  &l  S.  F.  Ry., 

west  of  Rialto 
Reference  pwint — Top  of  I  beam.  1  foot  below  ground,  to  and  including  February  II,  1931;  then,  top 

of  pump  base,  at  ground,  , 

Elevation  of  reference  point — 1181,  to  and  including  Februar>'  11.  1931;thcn.  1180:  from  Met.  W.D.    j 

topog.  by  D  VV.  R.  ' 

Use — ^Domestic  and  irrigation. 
Depth  of  well— 'iQO  feet 
Diameter  of  casing — 20  inehes. 
Other  numbers  used — E.  T.  Ham  No.  3;  Location  No.  17^40. 


1   Dist.  R.  p. 

Dist.  R.  P. 

Dist.  R.  P. 

Date 

to  water 

Date 

to  water 

Date 

to  water 

surface,  feet 

surface,  feet 

surface,  feet 

't! 

193(^- 

1931— 

1931    Cont. 

•  i 

Feb.  20 

187  5 

187 

205 

Jan.     6 

206 
209 
•194  9 

Aug.  12 

'208.4  ' 
■211  » 
"203  8 

i 

Mar.  20 

Feb.  11 

Oct.     9 

Dec     3 

May    8 

■  Measurement  from  E.  T.  Ham 

1 

Measurements  from  Citiicns  Land  and  Water  Company  exo 

ept  as  noted. 

f 

1 

Ji 
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D-llOS-F-21,  SAN  ANTONIO  WATER  COMPANY— ADAMS  PLANT  NO.   14.     MAP  6 

Location  and  description— 710  feet  west  of  Sapphire  Street  and  0.3t)  miles  south  of  Banyan  Street, 

cast  of  Upland, 
Reference  point — Air  gage,  at  ground,  to  and  including  February  4,  193  1 ;  then,  top  of  casing,  pump 

removed.  1.2  feet  below  ground. 
Elevation  of  reference  point — 1685.6.  to  and  including  February  4,  1Q31;  then,  1684.4,  from  levels 

by  J.  R  Shoemaker. 
Use — Irrigation, 
Etepth  of  well— 808  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used — Location  No.  4576A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1922- 
April  20 

269.4 
242.3 
239  3 
234.9 

219.6 
217.9 

322.0 
352.0 
354.3 

350.2 
354  4 
360.0 

361  2 
369.3 
383.7 
385.5 

378.5 
382  0 
366  0 
375.0 
361.6 

362  8 
382.4 

1927— 
Jan.     5                 .  - 

372  0 
350.9 
358.2 
348.9 
339.7 
342.0 

344  3 
359.3 
370  3 
360.4 

355.8 
350.1 
344.9 

345  6 
354.8 
378  6 
401.5 

392.0 
380.0 
378.0 
378.9 
39 '.7 
408.9 
423.7 
435.2 

1930— 
Jan.     2 

436.2 

May  27 

Feb.    9 

Mar.   5 

418  0 

June  20 

Mar.    9       .       -       . 

April   2 

412.2 

July    9 

April   6 

401.7 

May    4                 .  . 

July     2 

407  7 

WS3- 
Mar    1 

Sept.24 

443.5 

July     6       _  - 

Nov.  12.. 

452.0 

Mar  29 

Sept.    1 

Dec.  17 

440.7 

Nov.    2 

1931— 
Jan.     7 

1924 

Dec.    7 

April  24 

1928— 
Jan.     4 -- 

435.8 

Nov  12 

Mar.    4 -... 

420  0 

Dec  10 

April    1 

421.3 

Feb.     1 

April  22 

428.7 

1925— 

Feb.  29 -- 

May  13 

422.0 

Jan      7 

April  U 

June  24 

434,0 

Feb.  18 

Mav  18 -- 

Aug.  19 

454.8 

Mar  25 

Julv  25 

Dec.    5 -. 

1929— 

Jan.     2 

Mar.  13 

Nov.  18 

469.1 

April  22 

Dec.  23 

460.3 

July    8       

1932— 
Jan.  13 

Sept.  9 

Dec     2 

455.0 

1926 — 

April  10 

May  16 

Feb.  10 

June  26 

April  7 

July  24 

.Sept.  18 

May  12 

Dec.  11 

July  14 - 

Dec.    1 

Measurements  from  Cucamonga  Conservation  Association. 
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DIVISION   OF   WATER    RESOUUCES 


D-lI05d-F-2I,  SAN  ANTONIO  WATER  COMPANY,  PLANT  No.  11,  CHILD  S  WELL.    MAP  6 

Location  and  description — 57  feet  cast  of  Cornelian  Avenue.  0.26  miles  south  of  Banyan  Street,  caaC 

of  Ljplanci,  Jf 

Reference  point — Top  of  air  line.  I  A  feet  ahove  fl(x>r  and  O.R  feet  above  ground,  to  and  including  Jutn^ 

24.  192*^';  then,  top  of  casinR.  3.S  feet  below  ground.  *■- 

Elevation  of  reference  point —1671.5,  to  and  including  July  24.  1929;  then.  1667.2;  from  levels  bj^ 

J.  R.  Shoemaker.  fc 

Use — Irrigation.  * 

Depth  of  well— 710  feet.  J 

Diameter  of  casing — ^16  inches  5 

Other  numbers  used — Location  No.  4585.  T 


Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  fe«('. 

1920— 
Nov    4 

306  0 
298  0 

298  0 
295  0 
289,0 
293  0 
293.5 

296.9 
.303  3 

284  8 

299  3 
317  8 

328  6 
324  0 
350  0 
340  0 

1925- 

Jan.     7 

Feb.  25 

340  1 
342  4 
348  2 

353  4 

354  7 
376.6 
373.2 

370  9 
366.3 

371  2 
366  0 
365  5 
381.6 

379.9 
365.5 
.356.0 
365.5 
363  2 
379  3 
332.8 
371.2 

1928— 
Jan.     4 

370  1 

Dec.  30 

Mar.  28 

3500 

Mar  11 

.May  20 

357  0 

May  26 

Dec.    5 

393.7 

June  24 

1929- 
Jan.     2 

Feb.    9 

Nov.  18 

iMar  ■'S 

Dec   30 

387. S 

June  21 

1926— 

Jan.     6 

Mar.  17 

Feb.  20 

April24 

380  0 

July    5 

375.0 

July  24     

38«.« 

1922 

Aug.    7 

392.0 

July     9 

Aprill7       

Sept. 18 

383  7 

Sept.  29 

May  12.. 

Oct.  23 

387  « 

June  30     

April  30     

1927— 

Jan.     6 

Mar.  30 

July  12 

Sept.   6      

, 

' 

1924 — 

May  11     

i 

April    2 

1 

May  14 

July   27      

1 

'     Nov.   5 

Sept.    1 

f 

Deo.  31 

Nov.    2 -. 

♦ 

Dec.  28 

1' 

Measuremeots  from  Cucamonga  Conservation  .\ssociation. 


D-1105e-F-21,  ARMSTRONG  NURSERY.     MAP  6 

Location  and  description — 0.27  miles  east  of  Cornelian  Avenue.  0.29  miles  south  of  Banyan  Street; 

east  of  Upland. 
Reference  point — Top  of  H-inch  coupling,  south  side  of  pump.  0.6  feet  above  steel  I  beams.  2.4  fed! 

above  ground. 
Elevation  of  reference  point — 1635.  from  aneroid  by  D.  W.  R. 
Use^lrrigation. 
Depth  of  well— 9J0  feet. 

Diameter  of  casing— 18  inches.  ' 

Other  numbers  used — ^Location  No.  4586F. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1928- 

320  1 
347  9 
355  6 
354  1 

351  4 
344.1 
341.3 
341.3 
353.6 
371.0 
396  5 
383.8 

1930— 
Jan.     2         

386  3 
394  8 
375  3 
371  1 
383  5 
371.6 
379  2 

387  4 
397  8 

1931— 
Jan.     7 

390.3 

Oct    24 

Feb.    5 

Mar.    4 

383.S 

Mar.  12     

April   8 

384.0 

Dec   19 

April  16 

May    6 

.383.0 

May  21 

June    3 

386  4 

1929- 
Jan      9 

June  25 

July  15 

397.0 

July   30 

Aug.    5 

402.7 

Mar.  13 

.'M-pt.   3 

Nov.  12 

Aug.  26 

Sept.   2 

44S.S 

April  10 

440.6 

May    8 

Sept.  16 

453. S 

June  19 

Oct.     7 

449  6 

Not.  18 

451  6 

Nov.    6 

1932— 
Jan.   13 

Deo.  11     

442  5 

Meaaurcments  from  Cucamooga  Cooservation  Association. 
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D-n06-F-21,  SAN  ANTONIO  WATER  COMPANY  NO.  8   (HASKELL  WELL).     MAP  6 

Location  and  description — ooO  feet  north  of  Base  Line  Avenue  and  177  fcei  east  of  ( '.ornelian  Avenue. 

easi  of  L'pland. 
Reference  point — Top  of  air  line,  0.5  feet  above  ground. 
Elevation  of  reference  point — 14b9.4,  from  levels  by  J.  R.  Shoemaker, 
Use^lrrigaiion. 
Depth  of  well— 514  feet. 
Diameter  of  casing~12  inches. 
Other  numbers  used — Location  No,  4587E. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1912— 
Dec  28 

•123  5 

"112  3 

70  4 
83,2 
88  9 
97  6 

90.7 
79.9 
74.2 
77,4 
87.8 
92,4 
88  0 

74,9 
67.1 
69,2 
84,4 
75  7 

71.7 
66  6 
65,1 
V2,0 
100  0 

91.9 
85,7 
76,6 
88  0 
95.0 

83.7 
80,3 
89.3 
111.8 
•  103.3 

1920— 

Feb.  25.. 

April28  -- 

lO.f  6 
89  8 
127  0 

121  3 

122  5 

113  9 
107  0 

116  2 
126,2 
120  1 

139  3 
130  0 
112  5 
119,2 
116,7 

107  0 
98  9 
103  3 
115,1 

158  4 
161  9 
142  3 
203  2 
180  4 

183  3 

180,7 
182  2 
179,3 

184  5 

213  7 

206,7 
199,3 
187,7 
195,3 

214  2 

1927— 
Jan.     5       

200  4 

Feb.    2 

Mai.    2       

182  4 

1913 — 

Oct.     6 

185  4 

May    1 

Nov.  10         

.ipril   6 

175  0 

Dec.  17 

Mav    4  

167  4 

1914- 
Jan    13 

1921— 
Feb.    3 

April   6 

June  13 

178  0 

Nov.    2 

208  7 

July  31 

Dec.    7... 

197,2 

Aug  31 

1928— 
.Ian.     4   . 

Feb.     1 

Dec.    7 

.\Iav    5     ._ -. 

July  21       

189  1 

1915 — 

Dec.  20 

171  4 

Jan.     4 

1922— 
Jan.     3       

April  18 

160  6 

Mar.  15 

Mav  18 

Aug.    1 

176  4 

May  18 

202,5 

Aug.    3 

Feb.     7.... 

April   5 

Oct.   17 

235.7 

Oct.     4 

Dec.  12 

164.6 

Nov.  15 

Aug.  10 

1929— 
April  10 

Dec.  13 

Dec.  29       

1923- 
Feb.    5 

192.0 

1916— 

222,5 

Feb.    9 

Sept.  18-. 

266  0 

May    8 

Mar.    9       - 

Nov.  27 

Dec.  11       

291,2 

July    2 

April  11 

275  2 

Sept.  18 

June    8       

1930— 
Jan.     2 

Nov.  20 

1924— 
Jan.     2 

287  2 

1917 — 

Feb.    5 

238,5 

Jan.    3 

Mar.  26       -.. 

April   2 

222  8 

Mar    7 

April  30 

May  14 

215  3 

May    9 

Sept,  24 

Aug.  27 

292,9 

July  18       

Nov.  12 

Sept.  17 

Oct.  22 

304,3 

.Aug.  15 

Dec.  10      

289,9 

1925— 
Feb.    4 

Nov.    5 

317,1 

1918 — 

Dee.  10 

274  3 

Jan.  30 

1931— 
Jan.     7 

Mar.   6 

Mar.    4  .   

May   9 

April  8              

252,9 

Aue.    7           

Mav    8 

Mar.    4 

235  8 

Dm.    2  " 

Dec.    2 

April    1 

251,9 

1926— 
Feb.    3 

239.6 

1919 

June    3 

262,9 

Feb   24 

July  29 

304  9 

Mar.  24 

Mar.    3 

Sept.  30 

339,6 

May  19 

May    5 

Oct.  21 

313.1 

Oct.     8 

Nov.  18 

306,4 

Dec.  31 

Dec.    1 

Deo.  16 

278,9 

1932— 
Jan.   13 

267,5 

»  Pumping. 
Measurements  from  Cucamonga  Conservation  Association . 
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DIVISION    t)K    WATEK   RESOURCES 
D-n06c-F-21,  BELLE  ALTA  ESTATE,  INC.     MAP  6 


I 


Location  and  description — 50  feet  east  of  Cornelian  Street  and  685  feet  south  of  Wth  Street,  cast 

of  Upland. 
Reference  point — Top  of  1-inch  pipe  in  pump  base,  inside,  from  south  side. 

Elevation  of  reference  point — I  544.2.  from  levels  by  J.  R.  Shoemaker.  '.t 

Use — Irrigation,  hL 

Depth  of  well  -474  feet.  sf. 

Diameter  of  casing^ — 18  inches  A- 

Other  numbers  used— Location  No.  458bA.  '  >l 


Date 

Disi.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P, 

to  water 

surface,  feet 

Date 

1 

Dist.  R.  P.  * 

to  water 
surface,  feet 

1923— 
Mar  20 

169  2 
169  6 

258  0 
237.3 
237  6 

238.1 
229  8 
246  5 
264  .5 
286.7 

1929— 
Jan.     9 

274.6 
260  9 
258  8 
275.0 
284  5 

313  8 

313.6 
296  1 
284  0 
293.7 

314  8 
317  6 

1931— 
Jan.    7 

316  2 

April  30 -... 

Mar.20 

April  10 

Mar.  25 

April  15 

301.4 

306  3 

1927— 

May  13  

303  2 

Feb    11 

July  24 

June  24 

311  3 

May  18                .  . 

Dec.  18 

1930— 
Jan.     8 

Mar.  19 

Sept.  23 

339  6 

June    2 

Oct.   28 

341  4 

Nov.  11 

344  8 

1928— 
Feb   22 

Dec.  23 

1932— 
Jan.   13 

337  6 

April  17 

May  28 

July  23.- 

333  3 

Aug.    8.. 

Oct.   15 

Dec.    3 

Nov.  14 

Measurements  from  Cucamonga  Conservation  Assoctatioa. 


D-1107C-F-22,  CUCAMONGA  WATER  COMPANY,  NO.   1.     MAP  6 

Location  and  description — 600  feet  north  of  Base  Line  Avenue,  450  feet  cast  of  Hcllman  Avenue, 

east  of  Upland. 
Reference  point — Top  of  concrete  pit  around  pump  head,  to  and  Including  September  24.  1930;  then, 

top  of  U 2-inch  pipe,  1 .4  feet  higher,  to  and  including  March  4,  1931;  then,  top  of  pipe  at  top  of 

concrete  curb  at  ground. 
Elevation  of  reference  point — 1399.2,  to  and    including  September  24,   1930;  then,   1400.6,  to  and 

including  March  4.  1931 ;  then.  1399.2;  from  levels  by  J.  R.  Shoemaker. 
Use — Irrigation. 
Depth  of  well — 642  feet. 
Diameter  of  casing — 14  inches. 
Other  numbers  used — Location  No.  4597B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1913— 
Feb.     1         

103 

90 
83 
76 

102  0 
100  0 

105  3 
98  0 
108  0 
119  2 
121  5 

102  0 
112  3 
123.7 

1924— 
April  12.. 

129  3 

176.2 
171.5 

180.7 
173.8 
200.2 
208,7 
197  5 

196  0 
190  5 
188.8 
206  2 
226  0 
232  3 
231  6 

1930— 
Jan.     2 

231  9 

1928— 
Mar.    1 

April    2 

217.7 

1916— 

May  21 

212  9 

Jan.     1 

Oct.  29 

241  7 

Mar.    1 

Aprill? 

Nov.  12 

242  6 

May    8      .     -  -- 

May    5 

Dec.-  31 

237  3 

May  16 

1931— 
Jan.     7 

1918— 

Sept.    5 

Feb.    2 

Oct.  10 

236  5  1 

April   1 

Dec.  26 

Feb.  11 

232  8    ■ 

1929— 
Jan.     2 

Mar.    4 

230  7 

1922— 

April   8 

227  8 

Feb.  24 

May  13     

227  6 

Aprill9 

Mar.    6 

232.0 

May  16 

April  28 

Sept.    2 

236  2 

July     9       

Mav  29 

Nov.  11 

238  6 

Aug.    3 

Sept.  25 

Dec.  16.    .. 

236  8 

Nov.  27 

1932- 
Jun.   13 

1923— 

Deo.  24.. 

Mar.    1 _   ... 

234  7 

,\pril30 

June  21       ... 

Measurements  from  Cucamonga  Conservation  Association. 
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D-1107  1-F-22,  HERMOSA  WATER  COMPANY,  NO.  3.     MAP  6 

Log  Available 

Location  and  description — 385  feet  east  of  Amethyst  Avenue,  0.13  miles  nurth  (jt  U'Lh  Street,  cast 

of  LIpland. 
Reference  p»oint — Bottom  of  pump  base,  at  ground - 
Elevation  of  reference  point — 1521.1,  from  levels  by  Henry  Garrett. 
Use^lrrigation. 
Depth  of  well — 858  feet. 
Diameter  of  casing — 20  inches. 
Other  numbers  used — Location  No.  1850bJ. 


Date 

Dist.  R.  P. 

to  water 

surtaoe,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1927- 
Mar.  10            

220  8 
218.1 

217,9 

216  3 
226  5 
222  9 
230  3 
250.2 
239.0 

1929— 

236  7 
233  2 

237  0 
234.7 
241.4 
261  1 

273.6 
259.2 
256  9 
251  1 
278.6 
274.6 

1931  — 

Jan.      7.- 

Feb.    4 

Mar.   4 

April  22. 

May  13 

June  10 

268  9 

April   6 

May  10                .  - 

Feb.    6 

Mar.   6 

April  3 

264  9 
262  3 

290  5 

1928— 
Mar.  28 

May    8 

July  10 

262  3 
285  5 

April  24        

1930- 
Jan.     8.. 

Nov.  18 

Nov.25 

Dec.  16 - 

1932— 
Jan.   13 

273  7 

May  19 

292.4 

286.2 

Not.  21 

Feb.  12 

Dec.  19 

Mar.    5 ... 

May    7 

279.7 

June  18 

Dec.  10 - 

Measurements  from  Cucamonga  Conservation  Association. 


D-1108-F-22,  lOAMOSA  WATER  COMPANY.     MAP  6 

Log  Available 

Location  and  de script ion^200  feet  west  of  Beryl  Street  and  700  feet  north  of  Banyan  Street,  north 

of  A!ta  Lome. 
Reference  point — Top  of  casing,  0.5  feet  above  ground. 
Elevation  of  reference  point — 1694,  from  aneroid  by  D.  W.  R. 
Use — Not  used- 
Depth  of  well— 438  f.et. 
Diameter  of  casing — 20  inches. 
Other  numbers  used — Location  No.  4595. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Mar.   5 

377.1 
376,3 
376.9 
377,3 
382  0 
384.3 
.382,9 

1931— 
Jan.     7 

384.3 
383.9 
384.1 
384.5 
386.1 
389  0 

1931 -Cont. 

Oct.     7 

Nov.   4 

Dec.    9 

391  7 

May  21 

Mar.    4 

393  1 

April    1 

392.9 

July    9 

May    6 

1932— 

Sept.24 

June  24 

Nov.  12 

393.6 

Deo.    3 

Measurements  from  Cucamonga  Conservation  Association. 
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DIVISION   OP   WATER   RESOURCES 
D-1116-F-22,  VIO  BROTHERS.     MAP  6 


I 


Location  and  description— 0,2^  miles  north  of  [ianyan  Street,  (>60  feet  east  of  Archibald  Avenue, 

north  of  Alta  Lome, 
Reference  point — lop  of  casing,  1.9  feet  above  ftround.  to  and  including  May  17,  1929;  then,  top 

steel  1  beams.  0  6  feet  below  ground  and  2.1  feet  below  top  of  concrete  curb. 
Elevation  of  reference  point— 1702  5,  to  and  including  May  17,  1929;  th.n.  1700;  from  aneroid  b] 

D  W.  R. 
Use— Irrifiaiion 
Depth  of  well— *^53  feet 
Diameter  of  casing— 20  inches. 
Other  numbers  used — ^Location  No.  18505A. 


le,, 

i 


« 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.R.P. 

to  water 

surface,  fMl 

1929— 
May  17 

327  3 

1931— 
April  29 

387  1 
386  1 

i 

iMay  13     -.      .     _ 

Measurements  from  Cucamonga  Conservation  Association. 


D-1151-E-24,  CHERBAK  BROTHERS.     MAP  7 

Log  Available 

Location  and  description — 2'4  miles  north  of  Highland  Avenue  and  1 '  «  miles  west  of  Citrus  Avenue, 

northwest  of  Fontana. 
Reference  point— Top  of  casing. 

Elevation  of  reference  point — 1790.  from  U.  S.  G.  S.  topog.  by  D.  \V.  R. 
Use — Irrigation. 

Depth  of  well— 754  feet.  9 

Diameter  of  casing — 12  inches.  ■ 

Other  numbers  used— State  Div.  E.  and  I.  No.  190.  San  Bernardino  Quad.;  Location  No.  18622.       J 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1927— 
Dec.  28 

509 

1 

Measuremeat  from  Division  of  Water  Resources. 


D-1156-F-24,  T.  S.  N.  MALOOF.     MAP  7 

Log  Available 

Location  and  description — 0  26  miles  north  of  Highland  Avenue.  0.49  miles  cast  of  Lytle  Creek  Roadt 

north  of  l-'ontana.     Stone  pump  house. 
Reference  point — Pressure  gage.  1  foot  above  ground.  ' 

Elevation  of  reference  point — 1538,  from  Met.  W.  D.  topog.  by  D.  W.  R.  ' 

Use —  Domest  ic , 
Depth  of  well— 91  5  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used — Location  No.  18645. 


Date 

Duit.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Oct.     7  ... 

"672  0 

1932— 
Feb.  22 

bfl92.0 

■  Measurement  from  Poniona  Purap  Company. 

b  Measurement  from  Lytic  Creek  Protective  Association. 


I 
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D-I161-E-25,  FONTANA  UNION  WATER  C0^4PANY,  F.  U.  NO.  27.     MAP  7 

Location  and  description— 1  50  feet  northeast  of  Lyric  Creek  Canyon  Road.  1.26  miles  from  C'ajon 

Creek  Road  in  Lytle  Creek  Canyon,  northwest  of  San  Bernardino,      fvfoot  concrete  caisson. 
Reference  point — Top  of  curb  at  I  beams.  3  0  feet  above  ground. 
Elevation  of  reference  point — 2242.2.  from  levels  by  own:.'r. 
Use — irrisation. 
Depth  of  well— in  feet. 
Other  numbers  used — State  Div.  E.  and  I.  No.  46,  San  Bernardino  Quad.;  Location  No.  19459. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

WIS— 
Aug.    6 

•106  1 
"104.4 
»81.5 
"78  6 

"70  6 
"52.2 
«68,1 
■77.5 
"77.5 

"69.2 
•55.6 
"64.2 

42.0 
38  3 
57.9 
64.5 
57  0 
71.5 
59  0 

1923— 
Feb.  27          

63  3 
76  4 
97  8 
110  3 

85  8 

86  0 

86.3 
105  5 
63 
90 
88  9 

81.2 

72  0 
88  1 
86  5 

73  5 
54  0 
63  3 

78  5 

61  5 
47  0 

79  8 
85  7 
700 

1928— 
Feb.  15 

67  5 

Sept.  4 

May  15 

April   2 

08  4 

Oct.    3 -.- 

May  14 

93  1 

Deo.  24 

Aug.  15 

July  14 

97  1 

Sept.  26              -.     . 

Oct.   15 

96  0 

1920— 

Dec.  15 

87  0 

Feb.    5 

1924— 

Dec.  15 

88  0 

Apn     5 . .              

1929— 
Jan.   15 

.luly  10 

Mar.  11 

74  0 

Nov.  12 

April  19 

.Mar.  15 

60  5 

Nov.  15     . 

May  15 

83 

1921— 

Dec.  13 

1930- 

Jan.     7 - 

1925— 
Jap.   15 

Mar.  21 

88 

May  26 

Mar.  17 

58  5 

April  18 

May  15 

60  5 

1922— 

Oct.   16 

Dec.  15 

85  0 

Jan.  14 

Dec.  18 

1931  — 
Jan.    16 

Feb.  21 

1926— 
Feb.  16 

82 

AuB.  15. 

Feb.   10 

62 

Sept.  20 

April  17 

April  21 

09  5 

Oct.  25 

May  15  .  _ 

.May  20 

102 

Dec.  23 

Dec.  15 

74 

1927— 
Jar.   15 

Nov.  17 - 

86 

Deo.  14. 

79 

Mar.  15 

Aug.  13 

Oct.   15  

Dec.  10 

*  Measurement  from  W.  P.  Rowe. 
Measurements  from  Foataua  Union  Water  Company  except  as  noted. 
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D-U62a-E-25.  FONTANA  UNION  WATER  COMPANY,  F.  U.  NO.  26.     MAP  7 

Log  Available 

Location  and  description  -2^0  feet  north  of  C^ujoti  Creek  Roud.  0.24  miles  east  of  Lytic  Creek 
son  KoaJ.  in  Lytic  Ocek  Canyon,  northwest  of  San  Bernardino,    6-foot  caisson. 

Reference  point — i  op  of  caisson,  2,0  feet  above  ground. 

Elevation  of  reference  point  — 20('>C'',3.  from  levels  by  owner, 

Use -Irrij^ation  and  domcsiic. 

Depth  of  well— 127  feet. 

Other  numbers  used — State  Div.  It.  and  I.  No.  181,  San  Bernardino  Quad.;  Fontana  Water  Co.  NOj 
3;  Location  No,  18bb0. 


Can^ 


Date 

Dist.  n.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

=1 

Dist.  R.  P. 

to  water 

surface,  feet 

1914— 
Mar.  29 

53  4 

95  6 

83  3 
77 
92  7 

94  7 
88  2 
90  8 

62.5 
81  4 

r>f>  5 

95  4 
"100  1 

95  3 

54 
72,4 
"110  3 

1921— 

■98  2 
•76  2 
"90  0 
"117,4 

46 
"51.8 

63,8 
"76  0 
"86  0 

78 

80  0 
121  7 
114  2 

114  8 

95  0 
120  2 

116  4 
97  5 

120  4 

117  6 
75.1 

117  3 

1927— 
Jan.   15 

104.8 

Dec.    8 

Aoril  19 

May  16         

79.6 

1915— 

Feb.    6-... 

May    1 

.May  26 .-. 

Dec.  17 

1922— 
Jan.   14 

Dec.  16 

1928— 
Jan.    15       

106  7 
96  5 

Aug.  13 

April  14-.- 

89  3 

Mar.  15         

Sept.  15     

117  5 

1916— 

May  16 

Dec.  15 

1929— 
Jan.    15 

119  0 

Mar.    2 

July     5      

Aug.  22 

Sept.  29--- 

Nov.  17 

Dec.  23 

117 

1923— 
Jan.  25 

April  15       

81 

1917— 

Dec.  15 

118 

Jan.   23 

1930— 
Jan.   15 

May  19 

Dec.  15 

1924— 
Jan.   16 

119 

1918— 
Mar.21 

April  17 

1931— 
Jan.   16     

79  6 

Nov.    2.         

Dec.    6 

May  12 

114 

Dec.  13 ---- 

Feb.  16 

109 

191U— 

1925— 
.Ian.    15 

Mar.  10 

88 

April   3 

April  21 

96 

.May  20        

98 

1920— 

June  13 

Dec.  18              -  .-. 

96 

April  16     .          .  .. 

July  16     

103 

May  11 

1926— 

Jan.  23 

May  15 

Nov.  17..- 

118 

Nov.  12       _ 

Dec.  14 

IIU 

1 

Dec.  15 

"  Measurement  from  W.  P.  Kowe. 
Measurements  from  Fontana  Union  Water  Company  except  as  noted. 


D-1164-E-25,  CLYDE  C.  DANNER.     MAP  7 

Location  and  description — 1.Q5  miles  north  of  Highland  Avenue.  200  feet  west  of  Magnolia  .Avenue, 

north  of  Fontana.     Small  wooden  derrick.     Dug  shaft. 
Reference  point — Top  of  wooden  platform,  1  foot  above  ground 
Elevation  of  reference  point — 1805.  from  Met.  W.  D,  topog,  by  D   W.  R, 
Use — Domestic  and  irrigation. 
Depth  of  well— 167  feet. 
Other  numbers  used — Location  No.  18663. 


i 


Dist.  R.  P. 

to  water 

surface,  feet 


Dist.  R.  P. 

to  water 
surface,  feet 


Date 


Dist.  R.  P. 

to  water 
surface,  feet 


1930— 
Nov.  14. 


I 


156,0 


Measurements  from  Fontana  L'nion  Water  Company. 
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D-U65-F-25,  C.  C.  MOORE.     MAP  7 

Location  and  description — 0  74  miles  north  of  Highland  Avenue.  0.46  miles  west  of  Magnolia  Avenue, 

nunh  of  Fontana.     Abandoned  open  casing. 
Reference  point^ — Top  of  casing,  at  ground. 

Elevation  of  reference  point — -1620.  from  Met.  W.  D.  topog.  by  D.  W.  R. 
Use — Abandoned . 
Diameter  of  casing — 16  inches. 
Other  numbers  used — Location  No,  18655. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 

Nov.  18 

"382.0 

1932— 

Feb.  24-. ._ 

Mar.    1-- 

1-382  0 
•390.0 

»  Measurement  from  Fontana  Union  Water  Company. 
^  Measurement  from  Lytle  Creek  Protective  Association. 


D-n66-F-25,  HIGHLAND  AVENUE  WATER  COMPANY.     MAP  7 

Log  Available 

Location  and  description — 50  feet  south  of  Highland  Avenue.  0.11  miles  west  of  Magnolia  Avenue, 

north  of  Fontana. 
Reference  point — Pressure  gage.  1  foot  above  ground. 

Elevation  of  reference  point — 1529,  from  Met.  W.  D.  topog.  by  D.  W.  R. 
Use — Irrigation. 
Depth  of  well— 460  feet. 
Other  numbers  used — E.  T.  Ham  No.  27;  Location  No.  18666. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  wate 

surface,  feet 

1914— 
Nov. 

"261 
'■314.3 

1931— 
July     1 

«355.3 

1932— 
Feb.  19--- — 

1317.0 

.1929— 

Jan.  28-- 

■  Measurement  from  Peerless  Pump  Company. 

^  Measurement  from  W.  D.  Ward. 

•^Measurement  rem  E.T.Ham. 

'^  Measurement  from  Lytle  Creek  Protective  Association. 


D-1170-E-25,  FONTANA  UNION  WATER  COMPANY— YELLOW  WEIR.     MAP  7 

Location  and  description — 800  feet  due  east  of  junction  of  Riverside  and  Magnolia  Avenues,  north 

of  Fontana      Shaft. 
Reference  point — Ground.  2  feet  below  curb. 
Elevation  of  reference  point — 1950.6.  from  levels  by  owner. 
Use — Not  used. 
Depth  of  well— 1 1  3  feet. 
Other  numbers  used— Location  No.  18661A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1914— 

101  9 
103  9 
Dry  104 
112  3 

1915— 
Feb.  23       

108  1 
93  7 
100  6 
108.7 
109.7 

97.0 
100.7 

1917— 
Jan.  23 --- 

106.0 

July     9 

April  8 

Feb.  15 

97.0 

July  29 

May  19       

Mar.  16  -.- 

82.1 

Dec.    3 

July  31 

April  26 

96.6 

106  8 

1916— 
June  15 

Aug.  17 

Dry  HI  9 

1918— 
Mar.  21 

* 

July  15 

102  5 

Measurements  from  Fontana  Union  Water  Company. 
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n-1170b-E-25,  FONTANA  UNION  WATER  COMPANY.  F.  U.  NO.  19.     MAP  7 

Log  Available 

Location  and  description      ^00  feci  soulhwcst.  of  RivcrsiJt:  Avenue.   1  K2  miles  ni)rih*csi  <.|  Limien 

Avenue,  nurih  nf  l-"ontana. 
Reference  point      lop  of  casing,  1,5  feet  above  ground. 
Elevation  of  reference  point  -1854  1,  from  IcvcK  hy  owner. 
Use^Domest  ic , 
Depth  of  well— 325  feet. 
Diameter  of  casing — 20  inches. 
Other  numbers  used— Slate  Div.  E,  and  I.  No.  182,  San  Bernardino  Quad.;  Location  No.  18672. 


Date 

Dist.  R.  I'. 

to  wulcr 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DLst.  R.  P. 

to  water 

surface,  fe«t 

1928— 

Fob.  15     .. 

54  a 

52  I 
50  0 

53  0 
57  5 
59 

61.5 
IJl 

1929— Cont. 
May  15     

52 
50 
54  5 
57  5 

61 
63 
54  5 

1930-Cont. 
July   15     

49 

April    2 

Sept.  15 

51.5 

June  15             

Sept.  16 

Nov.  15         

Nov.  15     

55  0 

Aug    15 

1931- 
Jan.    16 

Oct.    15       

1930- 
Jan.   15 

Dec.  15 

57 

Mar.  16 

59 

1929 — 

.Mar.  17 

AprU21      

55  i 

Jan,    15     

May  15  

April  15 - 

Measurements  from  Fontana  Union  Water  Compan>'. 


D-1173-E-25,  GLEN  HELEN  RANCH,  NO.  1.     MAP  7 

Location  and  description  —  ^00  feet  south  of  Cajon  Creek  Road.  019  miles  west  of  Old  Cajon  Canyon 

Road,  northwest  ol  San  Bernardino.     Dug  well. 
Reference  point — Fop  of  box.  at  ground. 

Elevation  of  reference  point— 2020  1,  from  levels  by  J.  B   Lippincotl. 
Use— Not  usqd. 
Other  numbers  used  —Location  No.  19499. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 
to  water    . 
surface,  feet 

1921— 
Oct.  20 

3  4 

1,7 

3  8 
4.3 

4,5 

1925— 
May  20 

4  4 

5  7 

4  7 
4  7 
4.8 
4  9 

1928— 
Feb.    5.. 

6  0 

Oct.  27 

June    8-           

6  3 

1922— 

1927— 
April   9 

Aug.    1 

8  0 

Aug.  17 

Aug.  24  

6  6 

Oct.     5 

7  1 

1923— 

July    8 

Nov,  24  

7  3 

•   Mar.   2 

Sept.  27 

Dec.  28 

5  9 

Nov.    1  

1932— 
Jan.  19 ... 

1924— 
Feb.  20 

Flowing 

Measurements  from  J.  B.  Lippincott. 
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D-lI77a-F-2S.  W.   B.   BRAZELTON.     MAP  7 

Log  Available 

Location  and  description — 0.36  miles  north  of  Highland  Avenue,  50  feet  west  of  Linden  Avenue,  north- 
east of  Fontana. 
Reference  point — Top  of  I  beams,  at  ground. 

Elevation  of  reference  point — 1501,  from  Met.  W.  D.  topog.  by  D.  W.  R. 
Use^irriRation. 
Depth  of  well— 779  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used — Location  No.  18695. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
May  26 

430  0 
433  5 

July    7 

Measurements  from  W.  V.  Ward. 


D-U81-F-26,  FONTANA  UNION  WATER  COMPANY,  OLD  F.  U.  NO.  4.     MAP  7 

Location  and  description — 0.5  miles  northeast  of  Riverside  Avenue,  175  feet  southeast  of  Linden 
Avenue,  northwest  of  San  Bernardino.     20  feet  east  of  F.  U.  New  No.  4. 

Reference  point — 2.5  feet  above  ground,  to  and  including  March  15,  1923;  then,  floor  at  top  of  casing, 
0.5  feet  above  ground. 

Elevation  of  reference  point — 1593,1,  to  and  including  March  15,  1923;  then,  1591.1;  from  levels  by 
owner. 

Use — Not  used. 

Other  numbers  used — State  Div.  E.  and  I.  No.  54.  San  Bernardino  Quad.;  E.  T.  Ham  No.  1 1 ;  Loca- 
tion No,  18703. 


Date 

Dist.RfP. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1914— 
Mar.  29 

65  4 

90.4 

136 
137.6 

103  1 

200  2 
205.2 
205 

204  6 
206.6 
222.0 

1926— 
July  15 

274.6 
276  4 
273.7 
274.4 

265  8 
247.3 
210.4 
187  9 
193.7 
199.3 
211.5 
199.4 

186.9 
171.3 
179.4 
189.9 
200  1 
257.0 

1929— 
Jan.   15 

246.0 

Aug.  14 

Mar.  15 

234 

1915— 

Oct.  15 

April  15 

229 

Jan.  15 

Dec.  15 - 

Oct.    17 

Dry  286 

1919— 
April   4 

1927— 
Jan.   15  ' 

1930— 

Jan.   15 

Mar.  17 

Dry  286 

May    7 

Mar.  15 

276 

April  16 

May  15 

243.5 

1923— 

May  16 -.- 

July  15 

252 

Mar.  15     . 

July  15 

Sept.  15          

272 

Sept.  15 ---- 

Nov.  14 

Dry  286 

1924— 

Oct.  15 

Dec.  16 

1928— 
Jan.   15  

Deo.  30          ... 

264 

Oct.  15 

Nov.  15 

1931— 
Jan.   16 

Dec.  13 

257 

Mar.  23 

April  21 

235 

1925— 

Mar.  15 

252 

Jau.   15 

May  14 

264 

Mar.  14 

June  15 

.Aug.  15 

273 

May  16 

July  14 - 

Oct.   15 

Dry  285 

Nov.  15 

Dec.  14 

282 

Measurements  from  Fontana  Union  Water  Company. 


28—93350 
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E>-U81c-F-26,  FONTANA  UNION  WATER  COMPANY,  T.  &.  M.  NO.   1.     MAP  7 

Log  Available 

Location  and  description — 0.21  miles  northeast  of  Riverside  Avenue,  from  point  0.24  miles  southeast, 
of  Linden  Avenue,  northwest  of  San  Bernardino. 

Reference  point — (a)  Top  of  caisson,  east  side.  1  foot  below  floor;  (b)  Top  of  concrete  floor,  20  feet* 
above  ground;  (c)  Top  of  casing,  0.6  feet  below  floor.  i. 

Elevation  of  reference  point— (a)  1571.8;  (b)  1572.8;  (c)  1572,2;  from  levels  by  owner.  * 

Use — Water     conservation.  -^ 

Depth  of  well— 368  feet. 

Diameter  of  casing — ^14  inches. 

Other  numbers  used— State  Div.  E.  and  I .  No.  57.  San  Bernardino  Quad. ;  E.  T.  1  lam  No  1 2 ;  Loca- 
tion No.  18704. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

DUt.R.P. 

to  water 

surface,  feet 

1912— 
April    1 

"86  4 
■90  5 
"96,5 

•105  7 
"105 
"123. 6 

■122.6 
"48.9 
•65 
»f>3.7 

•86,6 
"01.8 
•70.2 

•36.2 
"47,0 
•67  1 
"70.0 
•J75.3 

•77  0 

•75.9 

•76.7 

'100.7 

•106  4 
•81  5 
•95  2 

•1053 

•113.5 
•<I127  5 
•J139  3 

1920— 
Feb.    5 

•■1137  9 
■121  5 
••1110  4 
•■1127  1 
■■M36  9 
•■il34  0 

•■1130  0 
•'M18  7 
■'M29  1 
"■1141.1 
■•1142.9 

"•'137. 8 
•81.4 
••'55.7 
•40  0 
•58.2 
•62.5 

•66.8 

•80.5 

•113  3 

•128.5 

•130  2 
•131 
•130  5 
•159.3 

■157.3 
■163.8 

•181.2 
•175.5 
■182  6 
•188.8 

1927- 
May  16 

•95.1 

Mnr.24 

.May    6 

July   15 

•126.1 

Sept.  1 1 

Sept.  15 

•137.4 

July   10 

1928— 
July   14 

1913— 

Sept.  17 

Jan.  21 

Nov.  12 .._ 

1921— 

•138  3 

May  13 

Sept.  15 

•151  0 

Sept.  23 

Oct.   15 

■156 

1929— 
Jan.    15 

1914— 

April  19 

Jan.   31 

June  30. 

■136 

April  24 

Nov.    9  

Feb.  15 

•62 

\ug    19 

Dec.  17 

May  15 

•111  5 

Dec.    8 

1922— 

July   15 

'132  0 

.Sept.  16 

•146  0 

1915 

Deo.  15 

•102 

Feb.  21 

1930— 
Feb.  15 

Mar.  15 

Aug    13 

May  16 

•77 

Sept.  20 

July   15         

•156 

1916 — 

Dec.  23 

.=iept.  15 

■141 

Mar.    2 

1923— 
Jan.   25 

Nov.  14 

■143 

June  16 

Dec.  16 

•70 

Sept.  22 

• 
1931— 
Jan.   16-    .     . 

Dec.  28 

.April    5           

Dec  31 

Aug.  15 

•64 

Dec.  15     

Mar.  16 

•32 

1917 — 

1924— 
Jan.    15 

April21 

•119 

Jan.   23 

June  12 

i"123  4 

Aprii  26 

July   16 

°134 

July  23 

Mar.  11 

>"150  8 

Dec.  16 

May  12 

.Sept.  15 

'142  5 

Oct.  15 

Oct.    15         

'142  2 

1918— 

1925- 
Jan.    15 

Dec.  14 

it 

Jan.   21 

April  22 

April  18 

Oct.  31 

1926- 
April  17 

1919— 

Mar.    7   

Jime  12 

Sept.  15 

Nov.    1 

Dec.  15 

»  Reference  point  (a)  used. 
*>  Reference  point  (b)  used. 
■■  Reference  point  (c)  used. 
J  Measurement  from  W.  P.  Rowe. 
^  Measurement  from  E.  T.  Ham. 
'  Full.    Sinking  water. 
Measurements  from  Fontana  Union  Water  Company  except  as  noted. 


i 
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D-ll82b-E-26,  FONTANA  UNION  WATER  COMPANY,  F.  U.  NO.   10.     MAP  7 

Log  Available 

Location  and  description— 1 .1  5  miles  northeast:  of  Riverside  Avenue  from  point  0.27  miles  northwest 

of  Linden  Avenue,  northwest  of  San  Bernardino. 
Reference  point— Center  of  gage.  0  7  feet  above  floor  and  ground. 
Elevation  of  reference  point — I  ^'■WXi.  from  levels  hy  owner. 
Use — Not  used. 
Depth  of  well  — 584  feet. 
Diameter  of  casing — 20  inches. 
Other  numbers  used — State  Div.  E.  and  L  No.  225,  San  Bernardino  Quad.;  Location  No.  18702. 


Date 

Dist.R.  P. 

to  water 

surface,  feet 

Date 

Dist.R.  P. 

to  water 

surface,  feet 

Date 

Dist.R.  P. 

to  water 
surface,  feet 

1926— 
May  15    

281.7 
337  0 

315 

309 

303 

302 

305.5 

307.0 

1928— 

Jau.  15 

April   2 

303.5 
290,0 
297 
316 

293.1 
289.7 
288  5 
318  4 
331   1 
-346 
333  5 

1930— 
Jan.    15 -- 

"346 

Nov.  15 

Feb.  15 

Mar.  17 

May  15         

339.1 

May  14 

•346 

1927— 

Aug.  15 

335  6 

Feb.   14 

1929— 
Jan.  15.... 

Mar.  15 

May  15 

July  15 

341.4 

April  16 

Aug.  15         

"346 

Sept.  15.. 

335.6 

Aug.  15 

Nov.  15 

339.1 

Oct.  15 

Dec.  15 

1931— 
Feb.  16 

•346 

Nov.  16.. 

Aug.  15 

Oct.  17 

Nov.  15.... 

Dec.  15... 

•340 

*  Dry  at  this  depth. 
Measurements  from  Fontana  Union  Water  Company. 


D-1182C-E-26,  FONTANA  UNION  WATER  COMPANY,  F.  U.  NO. 

Log  Available 


3.     MAP  7 


Location  and  description — 1.0  miles  northeast  of  Riverside  Avenue  from  point  0.38  miles  southeast 

of  Linden  Avenue,  northwest  of  San  Bernardino. 
Reference  point — (a)  Top  of  I  beams,  at  floor  and  ground,  northeast  of  air  gage;  (b),   gage  0.7   feet 

above  floor. 
Elevation  of  reference  point — (a)  1549.8;  (b)  1550.5;  from  levels  by  owner. 
Use — Irrigation. 
Depthof  well— 551  feet. 
Diameter  of  casing — 20  inches. 
Other  numbers  used— State  Div.  E.  and  I.  No.  53.  San  Bernardino  Quad.;  Location  No.  18713. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

1926— 
July  15 

•255 
•278  4 
•296.9 

'264.6 
•255  3 
•259  9 
•259.9 
"266.9 

1928— 
Jan.     5 

•262  3 

•i99.2 

i>'>301,7 

•327.7 

•323  I 
•320  8 
•«334  7 
i"357.7 
i'«328  8 
i>°335.7 

1930— 

Jan.  15 

Mar.  17 

May  15 

1931— 
Jan.   16 

•318.5 

Sept.  15 

April   2 

•313.8 

Not.  15 

July  15 

•311.5 

Nov.  15 

1927- 
April  16. 

1929— 
Jan.  15 

•320 

May  16.. 

Mar.  16 

•316.1 

June  15  . 

Mar.  15 

April  21 

i>|=339  2 

Aug.  15 

May  15 

•"339.2 

Nov.  16... 

Aug.  15 

Aug.  15 

Oct.  15 

Nov.  17 

Dec.  14 

•°348  5 

Oct.   17 

•"3,55.4 

J 

Dec.  15 

•339  2 

•336.1 

■  Reference  point  (a)  used. 
^  Reference  point  (b)  used. 
■=  Pumping, 
Measurements  from  Fontana  Union  Water  Company. 


43C 


DIVISION   OP    WATER    RESOURCES 
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D-U84-E-26,  CAJON  LTD.,  NO.  1   (FORMERLY  MEYER  RANCH).     MAP  7 

Log  Available 

Location  and  description— 350  feet  southwest  of  State  Hifthway  (Cajon  Boulevard)  and  0.8  mil 

nonhwcM  of  Cypress  Avenue,  northwest  of  San  Bernardino. 
Reference  point — fop  of  casing.  1,3  feet  above  ground. 
Elevation  of  reference  point     1878.  from  Met.  W.  D.  topog.  by  D.  W.  R. 
Use — Not  used. 
Depth  of  well — 41 1  feet. 
Diameter  of  casing — 20  inches. 
Other  numbers  used — San  Bernardino  Water  Dept.  No.  47;  Location  No.  I95I9. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P.  J 

towatw  t 

surface,  Mr 

1927— 
Dec.  13 

127  1 

130  2 
133.2 
132.5 
137.7 
141   1 
143  I 

1929— 
Feb.    2 

146  2 
147.1 

147  3 
151  4 
154.2 
153.9 
155  2 

1930— 
Jan.     2 

147  8 

AprU  8 

Mar.  11 

145  7 

1928— 

June    3 

May    S 

'140  5 

Feb.  28 

Aug.  15 

Sept.  16 

'138  0 

May    1     

Sept.   4 

1931— 
Aug.    8 

Nov.   4 

Aug.    1 

Dec.    1 

•143  M 

Oct.  31.. 

Oct.  23 

•14S  3 

Dec.  28 

iw.^ 

»  Measurements  from  Muscoy  Mutual  Water  Company. 
Measurementa  from  San  Bernardino  Water  Department  except  as  noted. 


D-1188a-F-26,  FONT  ANA  UNION  WATER  COMPANY,  F.  U.  NO.  1.     MAP  7 


I 


Log  Available 


Location  and  description — 0.8  miles  northeast  of  Riverside  Avenue  from  point  1.28  miles  southeast 
of  Linden  Avenue,  northwest  of  San  Bernardino,     Casing  in  124-foot  pit.  * 

Reference  point — Top  of  concrete  pit.  2  feet  below  ground,  to  and  including  January  31.  1914;  then} 
top  of  concrete  pit,  4  feet  above  ground,  to  and  including  July  24,  1924;  then,  air  gage,  3.2  feflf 
above  ground,  except  measurements  by  W.  P.  Rowe.  '  f 

Elevation  of  reference  point — 1452.2.  to  and  including  Januar>^  31.  1914;  then,  1458.2,  to  and  irKlud* 
ingjuly  12,  1924;  then,  1457.4;  from  levels  by  owner.  I 

Use— IrrigaLion  and  domestic. 

Depth  of  well— 818  feet. 

Diameter  of  casing — 20  inches. 

Other  numbers  used — State  Div.  E.  and  I.  No.  58,  San  Bernardino  Quad.;  Location  No.  18724. 


1 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1912— 
Aug.  28 

33 
37.1 

38  1 
33 

35.2 
42.1 

43.0 
34.6 
27.1 
26  1 
28.0 

27.3 
19.9 
17.3 
20.4 

Flowing 
0.3 

1917— 
Jan.  23 

19 
4  0 
9  4 
13.4 
19.7 
23.6 

24.6 
23  9 
25.3 
35.7 
40  1 
•40  8 

'41.7 
•42.1 
•47.6 
•53.3 
'59.3 
•63.6 

1920— 
Feb.    5 

•65  0 

Nov.  18 

Mar.  16 

Mar.  24 

62  5 

May  19. 

May    6 

•60  3 

1913— 

July  23 

July  10 

•48  5 

Jan.  21. 

Oct.  18 

Nov.  12 

•77  S 

Mar.31 

Dec.  16 

1921— 
Jan.     7 

1918- 
Jan.  21 

NoT.21 

•76  8 

April  19 

•73  t 

1914— 

Mar.  21 

Jiinp  30 

•80  2 

Jan.  31 

May  13 

Dee.  17 

•90  1 

Mar.  25 

Aug.  26 

1922— 
Jan.  14 

July  29 

Oct.  31 

Oft.  25 

Dec.    6 

71  0 

Dec.    8 

1919- 
Mar.  13 

Feb.  21 

44  7 

April  17 

29.S 

1915— 

15  8" 

Jan.     3_ 

Aptil  17 

Aug   15 

14  8 

Mar.22 

Oct.  25 

16  4 

May  19 

Aug.    5 

Deo  23 

11  5 

Aug.    6 

Oct.     3 

Deo.  24     . 

1916— 
June  16 

Nov.  17 
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D-1188a-F-26,  FONTANA  UNION  WATER  COMPANY,  F.  U.  NO.  1.     MAP  7— Continued 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  I?.  P. 

to  water 

surface,  feet 

Dat« 

Dist.  R.  P. 

to  water 

surface,  feet 

1»23- 
Feb.  27 

12.0 
14.4 
25.7 
37.5 
40.1 
42,2 

43.4 
52.7 
54.5 

i'81.7 
bl25 

127.1 

135 

1925— 

Jan.    15 

April  18 

96.2 
102.7 

"148.0 
M73.9 
i>204.7 

169  4 
174.0 
179.0 
176.4 

1928— 
Feb.  15 

168.3 

April  S 

May  14 

157  9 

1926— 
Feb.    8 

Oct.   15 

187.9 

Sept.  26 

Oct.  15 

Nov.  15 

Dec.  15 

190.2 
186.6 

Dec.  15 

July  15 

1929— 
April  15 

Oct.   15 -. 

1924— 

1927— 
April  16 

185 

Jan.   15 

1931— 
July  16 

Mar.  11 

May  12 

July   15 

236 

July  12 

Nov.  16     . 

Aug.  15 

i>286 

Oct.  15 

Dec.  16 

Nov.  15 

i>374 

Nov.  15 

Nov.  17 

247 

Dec.  13 

Dec.  14 

244 

»  Measurement  from  W.  P.  Rowe.   Reference  poiat — Top  of  concrete  pit,  4  feet  above  ground;  elevation,  1,458.2. 
*>  Pumping. 
Measurements  from  Fontana  Union  Water  Company  except  as  noted. 


D-1188f-F-26,  LYTLE    CREEK    WATER    &    IMPROVEMENT    COMPANY,    UPPER  GROUP 

NO.  5.     MAP  7 

Log  Available 

Location  and  description — 1.1  miles  due  north  and  0.23  miles  west  of  intersection  of  Riverside  Ave- 
nue and  HighlanJ  Avenue,  northwest  of  San  Bernardino. 
Reference  point — Top  of  casing,  at  ground. 

Elevation  of  reference  point — 1440,  from  Met.  W.  D.  topog.  by  D.  W.  R. 
Use — Irrigation  and  domestic. 
Depth  of  well— 330  feet. 
Diameter  of  casing — 18  inches. 
Other  numbers  used — E.  T.  Ham  No,  14;  Location  No.  I8724E. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  E.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1927— 
May  30  . 

1200 
143 
118.5 
105 

89.5 

73.5 

71 

76 
129 
127 

1929— 

Jan.  28 

Mar.  22 

May  13 

131 
122 
114 
158.7 

151 
161 
156  5 

1931- 
Aug.  31 

Oct.  26 -- 

Nov.30 

Dec.  14 ---- 

153  5 

Sept.26 

158 

Oct.  30  . 

163  5 

Dec.  27 

161.8 

Dec.    1 

1928- 

1930— 
Jap.  27 

Feb.  17 

Mar.  26 

April   9 

May  21 

Mar.24 

Nov.  26 

Dec.  31 

Measurements  from  Lytle  Creek  Water  and  Improvement  Company. 
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i 
Street^ 


D-1188h-F-26.  MUSCOY  MUTUAL  WATER  COMPANY,  NO.  1.     MAP  7 

Log  Available 

Location  and  description     0  24  miles  north  of  Ogdcn  Street  and  0.3}  miles  west  of  Gray 

northwest  of  San  Btrnjrdino 
Reference  point — Top  of  2-inch  pipe  welded  into  casing  at  floor  and  ground. 

Elevation  of  reference  point — 1493.4.  from  levels  by  owner.  a 

Use — ^Domcsiic  and  irrigation. 

Depth  of  well— 351  feet.  i^ 

Diameter  of  casing — 20  inches.  . 

Other  numbers  used— E.  T.  Ham  No.  8;  San  Bernardino  Water  Dept.  No.  45;  Location  No.  18733.    i 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Dale 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

■ — =) 

Dbt.  R.  P. 

to  water 

surfaoe,  faal^ 

2 

1927- 
Feb.  27 

.65  9 
•66  0 
■65  0 
•72.5 
•79,8 
76.3 

69  4 
68.) 
76.8 
76.5 
85.1 
79.3 
74,0 

1929— 

708 
705 
70  1 
73  7 
91.1 
123.2 
95.4 
86.2 

81.2 
76.9 
77.1 
'■88.0 
^94  0 
'■86  0 
b82.0 

1931— 
Jan.   19 

>>75.S 

April  29 

Feb.    2         

Feb.  25 

>'74  0 

May  23 

April   8 

April  20 

>«0.0 

July  12 

May    1     

May  15 

»81.S 

Oct.     4 

June  10 

>«0.( 

Dec    13 

Aug.    9     

Aug.  11 

HW.O 

Oct.     3 

Sept.    1 

>«3.0 

1928 

Dec.    1     

Oct.  28 

<«>.o 

Feb     3 

1930— 

Jan.     2 

Feb.    6  --. 

Nov.  24 

W.O 

Mar. 30 

May    1 

July     1 

Sept.  25                

Mar.  11 

Oct    29 

June  21 

1 

Dec     3 

Sept.  18 

i 

Oct.  16  --- 

1 

Nov. 24 - 



"  Measurement  from  J.  B.  Lippincott. 
b  Measurement  from  owner. 
Measurements  from  San  Bernardino  Water  Department  except  as  noted. 


D-1189-F-26,  LYTLE  CREEK    WATER    &    IMPROVEMENT    COMPANY,  LOWER    GROUP 

NO.   1.     MAP  7 

Location  and  description — 0  S  miles  due  north  and  0.6  miles  east  of  intersection  of  Riverside  Avenue 

and  Highland  A\-enuc.  northwest  of  San  Bernardino.  ^M 

Reference  point— Top  of  casing,  5  0  feet  below  ground.  ^H 

Elevation  of  reference  point — 1363.  from  Met   W.  D.  topog.  by  D.  W   R.  '*■ 

Use — Irritiatinn  and  domestic.  T 

Diameter  of  casing — 12  inches,  ' 
Other  numbers  used — E.  T.  Ham  No.  13;  Location  No.  18725. 


Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

DaU 

Dist.  R.  P. 

to  water 

surface,  feet 

1918— 
May  23 

64  6 
79  5 
75 

113 

131 

129 

IfiO 

141   5 

133 

123 

106 

113 

1.15 

lr.fi.  3 

178 

159 

152 

1929— 
Jan.  28 

158 
144  0 

129 

143  5 

178.0 

192.5 

206 

207 

199 

187 

182 

170 

192 

210 

214  3 

187  5 

1931— 
Jan.  26.. 

182 

June  24 

Mar.  22          

Mar.30 

169 

May  25 

191 

May  27 

Aug.  31  

188. S 

Sept.  28 

194 

May  30 

July  22 

Nov.  30 

189 

Sept.  30.. 

Dec.  14 

186.8 

July  25 

Oct.  28         

Sept.  26            

Dec.  30.. 

f 

Nov.  28 - 

1930- 
Jan.  27 

Dec.  27 

1928— 

Feb.  17 

May  28 

Mar.  26 

June  30     

June  25 

Aug.  25 

Oct.  27 

July  30 

A 

Sept.  24 

Dec.  29 

1 

Oct.  29 

1 

Nov.  26 

Dec.  31   

Mcasuremcntfi  from  Lj-tlc  Creek  Water  and  Improvement  Company. 
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D-1189b-F-26,  LYTLE  CREEK    WATER    &    IMPROVEMENT    COMPANY,    LOWER    GROUP 

NO.  3.     MAP  7 

Location  and  description — 0.83  miles  due  north  and  0. 1  miles  cast  of  interseetion  of  Riverside  Avenue 

and  Hisliland  Avenue,  northwest  of  San  Bernardino. 
Reference  point — Top  of  I  beam.  2.0  feet  above  ground. 
Elevation  of  reference  point — 1410.  from  Met.  W.  D.  topog.  by  D.  W.  R. 
Use— Not  used. 
Depth  of  well— 410  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used — State  Div.  E.  and  I.  No.  206,  San  Bernardino  Quad.;  Location  No.  18734. 


Date 

Dist,  R.P. 

to  water 

surface,  feet 

Date 

DUt.  R.P. 

to  water 

surface,  feet 

Date 

Dist.  R.P. 

to  water 

surface,  feet 

1914— 
Sept.  19 

19,8 

14,2 
8,5 

99 
100 

1927— 
May  30 

119 
138 
152 
167 
150,5 

"134.5 
•116,5 
•119  5 
•126  0 
"156  0 
•176,0 
•181,0 
•162 

1929— 
Jan.     7 

Feb.  11 

172 

July  25 

159  5 

1915- 
Jan.  IS 

Aug.  29 

Sept.  26 

Mar.22 

May  27 

151,5 
152  5 

Feb.    4 

Nov.28 

June  24 

176 

1928— 
Jan.   16  

.Tuly  22 

195 

1918— 

May  23     .      ... 

Mar.  12 

May  14 

July  16 

Aug.  13  

Sept.  24 

Nov.    5       

Dec.  31 

»  Measurement  from  Lytle  Creek  Protective  Association. 
Measurements  from  Lytle  Creek  Water  and  Improvement  Company  except  as  noted. 


D-1191-F-26,  LYTLE  CREEK  WATER  &  IMPROVEMENT  COMPANY,  STEAM  PLANT.    MAP  7 

Location  and  description — 600  feet  south  of  Highland  Avenue  and  900  feet  east  of  Eucalyptus  Ave- 
nue, west  of  San  Bernardino.     Pit. 

Reference  point — (a)  Top  of  plank  cover,  0.4  feet  above  ground;  (b)  Top  of  4-inch  pipe,  1.8  feet  above 
ground. 

Elevation  of  reference  point— (a)  1300,5;  (b)  1301.9;  from  levels  by  W.  P.  Rowe. 

Use— .Abandoned. 

Depth  of  well— 1  ID  feet. 

Other  numbers  used — Riverside  Water  Co.  No.  334a,  San  Bernardino;  W.  P.  Rowe  No.  270A.;  Loca- 
tion No.  18746. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1912— 
Jan.    7 

•64 
•96 

"101 

•75 

•64 

•65,7 
•103 
•101,6 

•92  3 
•55,8 
■46,4 
•58,3 
•89, 6 
"92 

1916— 
April    2 

•''15,6 
•«35,0 
•■157,6 
•156.3 

•=35,5 
'"150,8 
1x167,8 
'"179.5 

'■■199,8 
"■184,6 
•■^73,0 

'"1103,0 
i'115 

1919— 
Mar.  12 

•■1102  8 

Feb.  28 

June  16 

April  17 

'"I95  5 

Nov.    1 

May    7 

1913— 

Dec.  31 

1922— 
Mar.22... 

June  17.. 

1917— 
Mar.  29 

'"1104  5 

1914- 

April  19.. 

''■181  6 

Mar.  11 

May    3 

July    5 

'■■170  5 

April  20.,    

July  20 

Sept.  29 

""llOl  6 

Aug.  23 

Dec.    8 

bdiio  0 

Oct.  27 

1918— 
Jan.     2.           .  . 

Destrojed 

Dec.    9 

1915— 
Jan.    6 

Mar.  21 

April  12 

Mar.  29 

June    9 

May  19 

Aug.     I 

July     7 

Sept.  25 

Oct.  21 

Nov.  26.. 

*  Reference  point  (a)  used. 
^  Reference  point  (b)  used. 

•^  Measurement  from  Fontana  Union  Water  Company. 
^  Measurement  from  W.  P.  Rowe. 
«  Dry  at  this  depth. 
Measurements  from  Lytle  Creek  Water  and  Improvement  Company  except  as  noted. 
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D-1191b-F-26,  CITIZENS  LAND  &  WATER  COMPANY,  LORD  NO.  2.     MAP  7 

Location  and  description^O  52  miles  north  of  Base  Line  Avenue  and  1 50  feet  west  of  Meridian  Avfr 

nuc,  west  of  San  Bernardino.      125-foot  concrete  pit. 
Reference  point — Ooss  on  north  side  of  concrete  pit.  at  ground. 
Elevation  of  reference  point — 1264.8.  from  levels  by  W.  P.  Rowe. 
Use^WattT  conservation, 
Depth  of  well— 500  feet. 
Diameter  of  casing — 12  inches. 
Other  ntunbers  used — State  Div.  E.  and  I.  No,  217,  San  Bernardino  Quad.;  Location  No.  18747, 


i 


"  Pumping. 
Measurements  from  Citizens  Land  and  Water  Company. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1926— 
Sept.  18 

252 
251  6 

240  8 

220.3 

211 

•227,3 
"260 

242 

241  3 

1928— 
Jan.  25 ..- 

227 

225  0 
'255,8 
■278  8 
•284  8 

277  8 

275 

273.3 

255,8 

304 

321 

337 

337 

1930— 

June  14 

Aug.  30 

317 

Nov.    3 

Mar.  20 

344 

Dec.     I 

May    6 

Oct.  25 

Nov.29 

Dec.    4 

1931— 
Jan.     6 

316 

Aug.  27 

320 

1927— 

Oct.  30 

318 

Feb.  25 

Nov.  30 

April  28 

Dec.  30 

1929— 

317 

Sept.  20 

Mar.    8     . 

312 

Nov.  10 

April   6 

304.  S 

Dec.  17 

Mar.  19 

May    4 

July     7 

Sept.    7 

Nov.    2 

I 


D-1192C-F-26,  CITIZENS  LAND  &  WATER  COMPANY,  NEW  FERGUSON  NO.   I.     MAP  7 

Log  Available 

Location  and  description— 3000  feet  north  of  Highland  Avenue.  200  feet  cast  of  Sycamore  Avenue 

(produced),  northwest  of  San  Bernardino. 
Reference  point — Air  gage. 

Elevation  of  reference  point  —1378.  from  Met.  W,  D.  lopog.  by  D,  W.  R. 
Use — Irrigation. 
Depth  of  well— 4*^5  feet. 
Diameter  of  casing^20  inches. 
Other  numbers  used — Location  No.  18735C. 


»  Measurement  from  W.  P.  Rowe. 
^  Pumping. 
Measurementa  from  C^tiseoB  Land  and  Water  Company  exoept  aa  noted. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1926— 

Jan.     5 - 

Sept.  30 

•106 
1-236 

210 

188 

172 

115 

106 
b224 
''294. 7 
>>207 

183 

1928— 

Jan.  25 

Mar.  20 

157 

137,0 

145 

157 
'■267 
1-340  2 
1>372 

310 

299.7 

1929— 

Jan.  27 

Mar.  19 

189 
171 

Nov.  26 

April  26 

April  13 

211 

Dec.  11 

Mav  21 

May  18 

26S 

June  21 

June    1 

318 

1927— 

July  30 

1930— 
May  19 

Jan.     4 

Sept.  30 

Mar.  30 

Oct.  30 -. 

191 

Anril  28 

Dec.  30 

June  13 

269 

Aug.    2 

322 

Sept  10 

Sept.  27 

367 

Nov.  10 

Nov.    2.. 

342 

Dec   17 

Deo.    8 

2S1 

SOUTH   COASTAL  BASIN   INVESTIGATION 


441 


D-1253-D-24,  FONTANA  UNION  WATER  COMPANY,  MILLER  NARROWS  NO.  2.     MAP  7 

Location  and  description — 2,6  miles  northwesterly  along  Lytic  (-reck  Canyon  Ruad  from  briJ^c  in 
canyon,  and  50  feet  west  of  Lytle  Creek  Canyon  Road,  in  Lytic  Creek  Canyon,  northwest  of  San 
Bernardino.     North  one  of  two  concrete  caissons. 

Reference  point — Top  of  concrete  pit,  5.0  feet  above  ground. 

Elevation  of  reference  point — 27b0,  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 

Use — Irrigation. 

Other  numbers  used — Location  No.  10416. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  H.  P. 

to  water 

surface,  feet 

1918— 
Dec.    6 -- 

11  0 

13  4 
39.9 
40  2 
.ITS 
11.3 

1920— 

Feb.     5 

Mar.  19- 

April   5 

May    0 - 

Nov.  12 

13.2 
9.2 
8.9 
9.7 

10.2 

1921— 

Jan.     7 

Mar.21 

12.6 

9  0 

1919 

April  19 

11  5 

Mar  14 

May  26 

9.3 

May  U 

June  30. 

1922— 

July    5 

Sept.  29 

11.7 

Oct.    3 

Dec.  24     - 

11.2 

12  8 

Measurements  from  W.  P.  Rowe. 


D-1255-D-24,  FONTANA  UNION  WATER  COMPANY.     MAP  7 

Location  and  description — 7i  feet  west  of  Lytle  Creek  Canyon  Road,  0.6  miles  northwesterly  along 
Lytle  Creek  Canyon  Road  from  bridge  in  canyon,  concrete  caisson  in  middle  of  Lytle  Creek  Wash, 
northwest  of  San  Bernardino. 

Reference  point — Top  of  concrete  pit,  5  feet  above  ground. 

Elevation  of  reference  point — 2505,  from  U.  S.  G.  S.  topog.  by  D.  W.  R. 

Use — Irrigation  and  domestic. 

Other  numbers  used — Location  No.  19437. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1919- 
May  14     . 

46.3 
53.6 
60.7 
62.0 
56.6 

1920— 

Feb.    5 

Mar.  19 

May    6 

June  14 

36  2 
30  4 
23.8 
40.0 
50.6 
50.6 

1921— 

Jai,.     7 

Mar.21 

30  0 

June  20 

22.8 

Sept.  3. 

May  26 

38.3 

Nov.    1 

J.)ie30 

Nov.    9 

46  2 

Dec.  23.     . 

Sept.  17 

Nov.  12 

54.5 

Dec.  17.... 

1922— 

July    5 

Sept.  29 

54.0 

•13  n 
20.2 

*  Outside  water  running  in. 
Measuremeats  from  W.  P.  Howe. 


I 
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E-l-E-27,  CITY  OF  SAN  BERNARDINO— DEVIL  CANYON  NO.  4.     MAP  7 

Location  and  description— 4250  feet  north  of  Belmont  Avenue  along  Pine  Avenue  produced.  950  feet 
cast  of  Pine  Avenue,  produced.  50  feet  north  of  fence  at  mouth  of  Devil's  Canyon,  north  of  San  Ber- 
nardino.    8-fooL  caisson. 

Reference  point — Top  of  concrete  pit,  at  ground. 

Elevation  of  reference  point — 1891.5,  from  levels  by  State  Div.  VL.  and  I. 

Use — Municipal  and  domestic. 

Depth  of  well — 50  feet. 

Other  numbers  used — S.  B.W.  D.  No.  29;  State  Div.  E.  and  1.  No.  99,  San  Bernardino  Quad. ;  Loca- 
tion No.  19569. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922- 
July    3 

•4 

■17.5 

17.9 
17,5 
19.0 
19.4 
18,5 
19.1 
17,8 

1929— 
Jan.  14 

19,1 
15.1 
18,4 
18,7 
20,0 
19,9 
20.0 

1930— 
Jan. 
Mar. 
May 
July 
Sept. 
Deo. 

1931- 
Jan. 
April 

3 

19  5 

Mar.  27 

9              

14.8 

1927— 

June  24  . 

7 

7             .  .  . 

14  1 

Dec.  17 

Aug.  14 

18  1 

Sept.  28 

6 

8 

20  1 

1928— 

Oct.    3 

33  0 

Feb.    2 

Deo.    9 

5 

April   2 

36  1 

July    3 

2                -  . 

28  9 

Aug.    2 

Sept.  4 

Deo.    5 

»  Measurement  from  Division  of  Water  Resources. 
Measurements  from  San  Bernardino  Water  Department  except  as  noted. 


E-2-E-27,  CITY  OF  SAN  BERNARDINO— DEVIL  CANYON  NO.   2.     MAP  7 

Log  Available 

Location  and  description — 850  feet  south  of  Belmont  Avenue.  1270  feet  east  of  Pine  Avenue,  north- 
west of  San  Bernardino. 
Reference  point— Top  of  floor,  4  feet  above  ground. 
Elevation  of  reference  point— 1621.6.  from  levels  by  W.  P.  Rowe. 
Use— Municipal. 
Depth  of  well— 450  feet. 
Diameter  of  casing — 26  inches. 
Other  numbers  used— S.  B.  W.  D.  No.  85;  Location  No.  18750. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 
Oct.  13 

181.2 
180.4 
182.1 

1931— 
Jan.     5 

April   2..  .  . 

183,5 
185,4 
190,3 
196,6 

1932— 
Jan. 

4 

100  5 

Nov.  14 

Deo.    4 

Sept.   3..  .  . 

Measurements  from  W.  P.  Rowe. 
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E-2a-E-27,  CITY  OF  SAN  BERNARDINO— DEVIL  CANYON  NO. 


II 


MAP  7 


Location  and  description — 1400  ftct  south  along  Pine  Avenue  from  l^elmont  Avenue,  then  5500  feet 

east  at  ri^ht  angles  to  well,  northwest  of  San  Bernardino. 
Reference  point — 1  op  of  casins.  at  ground. 

Elevation  of  reference  point  — 1529.8,  from  levels  by  W.  P.  Rowc. 
Use — Domestic. 
Depth  of  well— 290  feet. 

Diameter  of  casing — 20  inches,  Jl 

Other  numbers  used — S.  B.  W.  D.  No.  28;  State  Div.  E.  and  I.  No.  76.  San  Bernardino  Quad.;  Loco^ 

tion  No,  KS701.  ^ 


Date 

Dist.  R.  r. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P 

to  water 

surface, fe«l 

1922— 
July     5 

■94  1 

•179.4 

•205.4 

210.7 
201  9 
205.4 
212.0 
211  0 
211  6 

1929- 
Jan.   14  

211.4 
209.4 
204  8 
208.3 
208.9 
208.0 

208.1 
210  4 
209  7 
212.3 
209.0 
209.8 

1931— 
Jan.     5 

2100 

April  18 

Mar.    4 

May    4 

211.6 

1926— 

June    5 

212.1 

Feb.  12 

July  29- - 

July  31 

213. t 

Oct.     4 

Sept.   3 

217.0 

1927— 

Nov.    6 

Oct.     8 

216.7 

Dec.  17 

1930— 
Jan.     3 __. 

Nov.  10 

220.6 

1928— 

1932— 
Jan.     4     . 

Feb.    2 

Mar.    9 

218.1 

Mar.  22 

June    6 

Aug.    7 

Sept.    (i                   -   - 

Oct.   13 

Oct.     1 

Dec.    8 

Deo. -5 

*  Measurement  from  Division  of  Water  Resources. 
Measurements  from  San  Bernardino  Water  Department  except  as  noted. 


E-4-F-27,  MUSCOY  RANCH  SYNDICATE  {FORMERLY  COPE  RANCH).     MAP  7 

Location  and  description— 125  feet  south  of  Ogden  Street,  1 50  feet  west  of  Cajon  Boulevard,  northr 

west  of  San  liernardino. 
Reference  point — Top  of  liole  in  pump  base,  at  ground.  * 

Elevation  of  reference  point — 1403.1.  from  levels  by  J.  B,  Lippincott.  ,^ 

Use — Not  used. 
Depth  of  well— 132  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used — S.  B.  W.  D.  No   4b;  U.  S.  G.  S.  unpublished  "Z"  well;  State  Div.  E.  arui  L 

No.  73.  San  Bernardino  Quad.;  Location  No.  18764. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1919— 

May  17 

•97.8 

•99.  S 

"99  9 

"102.2 

•102.9 
•104.0 
•107.2 
•109.4 

"110.3 
•112  3 
1=113.3 

1922— 
Jan.   11  

•115  3 
•116.7 
•115.0 
"121.4 
•113  7 
•114.1 

"100.9 

■"lOSl 
"■108.6 

•111.0 
MIS. 8 

1927— 

Mar.  24 

bll86 

July  25          

Mar.  14 

Oct.     3 

i>119.3 

Aug.  23 

April  23       

Nov.    1 

M19.6 

Dec.  23          

July     5 

Dec.  13 

119.9 

Sept.  30 

1928— 
Jan.     3 

1920— 

Dec.    5 -- 

Feb.    8 

1924— 
Oct.     8 - 

120.3 

Mar.  25  

Mar.  30 

Aug.    1 

120.9 

Sept.  23 

Nov.  16 

126  Dry 

1925— 
May  20 

Oct.  29 

120.0 

Dec.  22       

126  Dry 

1921  — 

1929— 
Feb.    2 

Feb.  19            -  --. 

Oct.  27 

1926— 

Mar.  28 

121.4 

July  19  .       . 

April    8 

122.6 

Julv   12 

1240 

May  27 

Oct.     3 

124.3 

Dec.    5 - 

124.8 

"  Measurement  from  W.  P.  Rowe. 

b  Measurement  from  J.  B.  Lippincott. 

«  Measurement  from  Di\'ision  of  Water  Resources. 

Measurements  from  San  Bernardino  Water  Department  except  as  noted. 

Well  dry  throughout  1930. 
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E-4a-F-27,  RIGALI  &  VESELICH.     MAP  7 

\i 

Log  Available 

Location  and  description — 0.2  mile  north  of  Mallory  Street.  15  feel  east  of  California  St 

reet.  north- 

we.st  of  San  Bernardino. 

Reference  point — Pump  base.  1  foot  above  ground. 

Elevation  of  reference  point — 1303.4.  from  levels  by  State  Div.  E.  and  1. 

Use — Not  used. 

Depth  of  well— 429  feet 

,L. 

Diameter  of  casing— lb  inches. 

Other  numbers  used — S.  B.  W.  D.  No.  44;  State  Div.  E.  and  1.  No.  122.^.  San  Bernardino  Quad.; 

= 

Location  No.  18765.^. 

tl! 

Dist.  R.  P. 

Dist.  R.  P. 

Dist.  R.  P. 

Kl 

Date 

to  water 
surface,  feet 

Date 

to  water 
surface,  feet 

Date 

to  water 
surface,  feet 

1* 

11B7- 

1929— 

1930— Cont. 

nu 

July  12 

"182,0 
•186.7 

187.5 
187.9 

Mar.    8 

204  5 
214.3 
224,6 
198.7 
208,8 
212.0 

July     8 

205  7 

Nov.    1 

Oct.     I           

208,3 

'1! 

1928- 
Jan.    3 

May    1 

Dec.    8 

212.0 

ji: 

June    3          

1931— 
Jan.     5 

Aug.    9 

n 

April   1 

Sept.   9 

212,2 

189,4 
191.7 
195,0 
199,8 

Nov.    4 

202.1 
215,9 

Mar.   5.. 

Mav    5 

July    3... 

Sept.   4... 

211,0 

Aug.    1 

Dec.    5          

212,0 

Oot.  31 

1930— 

213,4 

Dec.  22 

216.1 

Jan.     2. 

211.7 
203.9 
204,7 

Nov.  17.... 

1932— 

218.8 

Feb.    6          

May    7. 

June    6          -  

210,0 

Jan.     4. ,.. 

218.0 

■  Measurement  from  J.  B.  Lippincott. 

Measurements  from  San  Bernardino  Water  Department  except  as  noted. 

1 

E-5-F-27,  RIVERSIDE  HIGHLAND  WATER  COMPANY— LYTLE  CREEK  NO.  2 

MAP  7 

,i» 

Location  and  description — 0.5  miles  north  of  Base  Line  Avenue  350  feet  east  of  Mcric 

(produced),  northwest  of  San  Bernardino 
Reference  point — Top  of  concrete  curb,  southeast  side,  at  ground. 
Elevation  of  reference  point — 1257.7.  from  levels  by  W.  P.  Rowc. 
Use — Irrigation. 
Depth  of  well— 514  feet. 
Diameter  of  casing — 20  inches. 

ian  Avenue 

.d 

Other  numbers  used — Location  No.  187S6B. 

== 

Dist.  E.  P. 

Dist.  R.  P. 

Dist.  R.  P. 

rtl' 

Date 

to  water 

Date 

to  water 

Date 

to  water 

«(* 

surface,  feet 

surface,  feet 

surface,  feet 

ini 

— ' 

m4- 

1917— 

1920— 

Jm.    2 

84 
49 
39 
82 

Jan.     4 

Mar.  15 

April21 

32 
14 
33 
40 
78 

Feb.    6 

129 

II] 

Mar.  19..: 

AprU  22                 .  . 

89 

May  23 

Oct.  28 

169 

Oct.  22 

Dec.  29         ... 

143 

Oct.     5 

1915— 

Dec.  30 

76 

1921- 

Jan.  21 

60 
23 

1918— 

Feb.  21 

AprU   4 

134 

II 
II 
ml 

» 

ISl 

May  17.. 

129 

June  24 

47 
76 

Feb.  20     

73 
45 

Oct.     1 

130 

Oct.  28. 

April!  I 

Nov.  21 

195 

Deo.  22. 

57 

June  24     .     .  . 

74 
83 

Dec.  30 

174 

Aug.    2. 

1916- 
Jan.  20 

40 
23 

Nov.  13         ..      . 

98 

1922— 
Feb.  28   

109 

11 
It 
II 
II 
II 

Feb.    3 

AprU  10 

58 

AprU  1 

5 

1919— 

May  15 

42 

May  11 

23 
45 
51 
32 

Jan.     2         

78 
64 
85 
132 
113 

June  26 

48 

July  27 

AprU   4 

Nov.  12 

•104 

Sept.  21 

Dec.  26 

76 

Oot.  26 

Oct.     4 

, 

Nov.    6 
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E-5-F-27,  RIVERSIDE  HIGHLAND  WATER  COMPANY— LYTLE  CREEK  NO.  2.     MAP  7 

— Continued 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  ILK 

1923— 
Jan.     8 

67 
'46 

86 
112 
147 
1=117 

112 
°114 
167 
197 
'■180 

192.5— 
Jan.   14 

Feb.   19 

'167 
185 

«173 
229 

b228 

206 
224 
205 

«198 
232 
256 

•■230 

1927- 

Mar.    2 

May    1           .  .  .  . 

218  y 

Mar.    9 

200^ 

April  19 

July  11 

228* 

Aug.  13 

Oct.     5                .  .. 

Sept.  11 

241  I 

Oct.  17 

Nov.27 

1926— 
Jan.     6..     

Oct.     2 

244  P 

Dec.  25 

Dec.  30       .       .  . 

228  { 

1928— 
Feb.     1 

1 

1924— 

Feb.  15. 

'228. 

Jan.  24 

Mar.  15        

Mar.    1           

'1231: 

April  27 

May  12 

April    1 

ifSl. 

July    7 

July  12            

Oct.  13 

Oct.  27 

f 

Dec.  16 

Dec.  30            

*  Pumped  since  July. 
^  Pumping  stopped. 
<^  Pumping  started. 

■J  Measurement  from  Lytle  Creek  Protective  Association. 
Measurements  from  plotted  points  on  graph  of  Riverside  Highland  Water  Company  except  as  noted. 


E-5e-F-27,  MT.  VERNON  WATER  COMPANY 
Log  Available 
75  feet  south  of  Highland  Avenue.  0. !  3  miles  west  of  California  Avcni^ 


I 


Location  and  description 

San  BLTnardino      East  one  of  two  wells.  150  feet  apart. 
Reference  point — Bottom  of  pump  base,  at  ground. 
Elevation  of  reference  point — 1258.9.  from  levels  by  W,  P.  Rowe, 
Use — irrigation. 
Depth  of  well— 598  feet. 
Diameter  of  casing — 20  inches. 
Other  numbers  used— W.  P.  Rowe  No.  178;  E.   f.  Ham  No.  16;  S 

18766. 


;  Location 


1 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

^^ _^E 

Dist.R.K 

tomtarl 

surhc^h* 

1928— 
May    1 

151  4 
151.9 
149  0 

157.8 
158,8 
159.8 
163.0 
169.4 
178.3 

1930— 
Jan.     2 

170  8 
164  0 
168.9 
185  0 
184.1 

1931— 
Jan.     4 

• 
185.1 

July    1           

Feb.    6 

Feb.    9 

iSil 

Dec.  28 

July    8          .  .     .. 

.April   3  

Oct.  13 

May    6 

iSI 

1929— 

Dec.    8 

Nov.  17 

Feb.    2  

1932— 
Jan.    5 

■t 

April  8 

May    1 

laM 

July  12 

^ 

Nov.   4 

i 

Dee.    5 

Measurements  from  San  Bernardino  Water  Department. 


i 
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E-6-F-27,  CITY  OF  SAN  BERNARDINO— LYTLE  CREEK  WELL.     MAP  7 
Log  Available 

Location  and  description — 0.25  miles  north  of  Base  Line  Avenue.  75  feet  west  of  Meridian  Avenue. 

extended  north,  west  of  San  Bernardino.      West  well. 
Reference  point — Cross  on  top  of  cement  curb,  north  side,  at  ground. 
Elevation  of  reference  point — 1247.1,  from  levels  by  W.  P.  Rowe. 
Use — Not  used. 
Depth  of  well— 975  feet. 
Other  numbers  used— W.  P.  Rowe  No.  92;  S.  B.  W.  D.  No.  39A:  State  Div.  E.  and  1.  No,  65A.  San 

Bernardino  Quad.;  Location  No.  18757. 


^ 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.R.P, 

to  water 
surface,  feet 

Date 

Dist,  R,  P, 

to  water 

surface,  feet 

1915— 
April  13 

Nov.  30               -     . 

17.9 
51.4 

Flowing 

69.0 
56.8 

93  0 

197.0 

196.0 

■       203.0 

191.0 

213.0 

1926— Cont. 

Aug.  28 - 

Sept.  18.. 

Oct.   17         

225.0 
226.5 
230 
215 

207 
190 
220 
234 
236 
220 

211.0 
205  0 
208,0 
233.0 
245.0 
256.0 
244.0 

1929— 

Jan.     1 

Feb.     1.... 

April  18... 

242.0 
240.0 

236.0 

1916 — 

Dec.  17 

1927— 
Jan.  18 

June    1  ..  

255.0 

Mar.  25 

Sept.    1 

276.0 

Dec.    1 

277.0 

1922— 

1930— 
Jan.     1 

Mar.  15        

April  14 -.-- 

July  19 

July  16 

Sept.  19 -... 

Oct.  18 

Dec,  10... 

1928— 
Jan.  22 

273.0 

Mar,    1 

262.0 

1923 — 

May    1 

257.0 

July  16 

June    1 

264.0 

Aug,    1 

292.0 

1924— 

Sept,   1 

299.0 

Oct.  27 

Oct.  14 

Over  300,0 

Feb.  16 

Dec,    3  

286,0 

1926— 

April   1 .- 

1931— 
Jan.     1. 

Jan.    2 - 

June    2 

Mar.  31 

Aug.    1 

280.0 

April  24 

Nov.    1 

Mar,    1 

272.0 

July    4 

Dec.    5 

May    1 

278.0 

June  22          .  .  ... 

292.0 

Aug,    1 

301.0 

Oct.     1          

Over  300  0 

Measuremeots  from  W.  P.  Rowe  to  and  including  June  2,  1928,  then  from  San  Bernardino  Water  Department. 


E-6b-F-27,  CITIZENS  LAND  &z  WATER  COMPANY— OLD  RAYNOR  NO.  I.     MAP  7 

Log  Available 

Location  and  description — 230  feet  north  of  Base  Line  Avenue  and  2000  feet  east  of  Meridian  Avenue, 

west  of  San  Bernardino.  30  feet  south  of  New  Raynor  No.  1. 
Reference  point — Cross  on  I  beam.  2.2  feet  above  ground,  to  and  including  February   1 1,  1931 ;  then, 

top  of  ^4-inch  measuring  pipe.  2.0  feet  above  ground 
Elevation  of  reference  point — 1206.4.  to  and  including  February  1 1.  1931 ;  then.  1206.2;  from  levels  by 

owner. 
Use — Irrigation. 
Depth  of  well— >92  feet. 
Other  numbers  used — W.  P.  Rowe  No.  226;  State  Div.  E.  and  I.  No.  66A,  San  Bernardino  Quad.; 

E.  T.  Ham  No.  I ;  Location  No.  18757B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist,  R,  P, 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1926— 
Oct,  18 

207 
174.0 

184,3 
157.8 
161.4 

1927— Cont, 
July  26 

180 
186 
178 

168.1 
172.3 
198.1 
192.1 

1931— 
Jan.     6  

241 

Dec.  28 

Sept,  20 

Feb,  11.... 

June    6 

Aug,  12 

243 

Dec,  17 

•245.6 

1927— 

1928— 
Feb,  26 

•261.4 

Jan,     4 

Oct.     9 

•256.3 

April  6    

Dec,    7.... 

•250.0 

June    2 

April  21 

June    2 

July    2       

•  Measurement  from  E.  T,  Ham. 
Measurements  from  Citiiens  Land  and  Water  Company  exeept^ag  noted. 
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DIVISION   OF   WATER   RESOURCES 


E-7-G-27,  CITIZENS  LAND  &  WATER  COMPANY— OLD  RAYNOR  NO.  4.     MAP  7 

Log  Available 

Location  and  description — 400  feci  south  of  Ninth  Street  and  1300  fuct  cast  of  Terrace  Street.  ' 

of  San  BL-rnar^lino,      12  feci  south  of  New  Raynor  No   4  * 

Reference  point  —  Top  of  casing,  at  ground,  to  and  includinR  May  6.  1931 ;  then,  top  of  measuring  pipd^ 
2.0  feet  alxive  ground. 

Elevation  of  reference  point  — 1160.0,  to  and  including  May  6,  1931;  then.  11620;  from  levels  by 
owner. 

Use  —Irrigation, 

Depth  of  well— 636  feet. 

Other  numbers  used— E.  T.  Ham  No.  2;  Location  No.  18768. 


I 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.R.P.  ■ 

to  water    ' 

surface,  feet  i 

1927— 
Feb.  25 

63  4 
•71 

67 
07  0 
•153.2 
"175  0 
"169  5 
104  6 
"168 

1929- 
Jan.     6     

■146 
•104 

69 

67 

•154  6 

167 

"172 

"169 

1930— 
May    1 

'104 

Sept.  20 

Feb.    9 

•119 

Mar.  10 

Aug.    1 

•169 

1928— 

.\prU   8 

Nov.    1.... 

Dec.    4 

•167 

Jan.  25 

May  18 

91          T 

Mar.  20.. 

Sept.   7 

1931— 
Jan.     6         

» 

April  21 

Oct.    5 

1 

May    6 

Dec.    7 

90    T 

Sept.    1 

April   6 

89     ' 

Oct.  23 

May    6     

90.t: 

Dee.    3 

092.0 

July     7 

094.1 

Aug.  12 

091.7 

Oct.     9         

098.1 

Nov.  14 

0100  4 

Dee.    7     

099.1 

»  Pumping  25  feet  north, 
b  Measurement  from  E.  T.  Ham. 
Measurements  from  Citizens  Land  and  Water  Company  except  as  noted. 


E-8-G-27,  R.  W.  MARTZ  (FORMERLY  JOSEPH  BEMIS).     MAP  7  J 

Location  and  description — 200  feet  south  of  Fifth  Street,  0.98  miles  west  of  Mt.  Vernon  Avenue, 

between  old  and  new  Lytle  Creek  washes,  San  Bernardino.     The  more  northerly  of  two  abandoned 

open  casings. 
Reference  point — At  ground,  to  and  including  October  16.  1912;  then,  top  of  casing.  1.6  feet  above 

ground. 
Elevation  of  reference  point — 1 129.2.  to  and  including  October  16.  1912;  then,  1 130.8;  from  levels  by 

Riverside  Water  Company. 
Use^Not  used. 
Depth  of  well— 48  feet. 
Diameter  of  casing — 8  inches. 
Other  numbers  used— W.  S.  P.  468,  No.  86;  R.  W.  Co.  No.  444.  San  Bernardino;  Location  No.  18769; 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P.  • 
to  water 
surface,  feet 

1900— 
Oct 

"17.0 

"37  0 

"13  0 

•9  0 

"17.3 

011,6 
016  4 
019.9 

1916- 
Mar.  15 

July  17 

05  3 
11  0 

11.2 

7  9 

6  0 
6  2 

8  2 

11  2 

9  7 

8  0 
5.6 

12  9 

9  6 
8.5 

1919— 
Jan.     3 

8< 

Mar.   3     

7.6 

1904— 

Sept.  12 

Dec.  21  .  . 

June  12 

11  8 

Oct 

Sept.  26        

16.1 

1909- 
Oet.  15-17 

1917— 
Jan.  22 

Dec.  15 

1920— 
Jan.     5 

12.7 

Mar.   S 

12.4| 

1912— 

April   8 

lO.ff 

Oct.  16 

Oct.     6 

July     7 

18.19 

Dec.    6 

Oct.     6          

2S.7f 

1914— 

1918- 
Jan.    7 

Nov.   4 

lt.<| 

Oct.  26 

Dec.    6 

20.Sf 

1915— 

April  8         

Feb.  24 

Aug.    9 

July  17 

Oct.  14  

Oct.   16 

Deo.    6 

SOUTH    COASTAL   BASIN   INVESTIGATION 
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E-8-G-27,  R.  W.  MARTZ  (FORMERLY  JOSEPH  BEMIS>.     MAP  7— Continued 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.r. 

to  water 
surface,  feet 

Date 

Dist.  H.  P. 

to  water 

surface,  feet 

1921- 
J»i).     7     

19  2 
18  6 
20.7 
.13.4 
33.1 

23.5 
11.4 
19.7 
25  9 
22.2 

1923— 
Jan.     8 

19  8 
16.5 
22.3 
24.9 
27.6 
23  3 

19.4 
18  9 
33  4 
24.2 

1925— 
Jan.  24 

22  8 

Feb.  10 -- 

Mar.    8.. 

April  13.... 

Sept.  23 

23  0 

June    3 

May  12 

39  3 

Nov.   3. - 

July     7. 

Nov.  21 

33  9 

Dec.  10 

Sept.  17 

Dec.  30 

1926— 

Feb.  18.... 

April  20 

30  0 

Nov.    8 

1922- 

Jan.  11 - 

April  8 

1924— 
Jau.  10 

30.4 
30  5 

July  12 

April   3 ... 

July  16 

41  3 

Nov.  3 

Aug.  22  . 

Aug.  14 

Plugged 

Dec.    5 

Nov.  13 

»  Measurement  from  United  States  Geological  Survey  (Water  Supply  Paper  4ti8). 
*>  Measurement  from  Riverside  Water  Company. 
Measurements  from  Water  Conservation  Association  except  as  noted. 


E-lO-E-27,  CITY  OF  SAN  BERNARDINO— NEWM ARK  WELL.     MAP  7 

Location  and  description — 300  feet  north  of  A  Street,  0,49  miles  west  of  Third  Avenue,  San  Ber- 
nardino. 

Reference  point — Top  of  casing,  0,5  feet  below  ground,  to  and  including  August  1,  1918;  then  hole 
in  pump  base,  at  ground. 

Elevation  of  reference  point— 1412.4.  to  and  including  August  1.  1918;  then.  1412,9;  from  levels  by 
W.  P.  Rofcvc. 

Use — Municipal. 

Depth  of  well— 410  feet. 

Diameter  of  casing — 24  inches. 

Other  numbers  used — State  Div.  E,  and  I.  No.  77 .  San  Bernardino  Quad.;  S.  B.  W.  D.  No.  27;  U.  S. 
G.  S.  unpublished  "Y"  well;  Location  No.  18782. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

19I»- 
Mar.  13 

80 
83.6 
85  9 
93.6 

99  0 
102.1 
109.6 
113.3 

115.1 
124.6 
125.3 
141.2 
123.5 

126.6 
128  7 
132.4 
133.2 

1922— 

132  9 
127  1 
117.6 
108  9 
103  8 

97.7 

97.7 
M05 

131.6 
136  0 

153  3 
M68  8 

168.9 
160  4 

167  6 

167  0 

1929— 

Jan.   15 

Mar.  27 

May    6 

167  2 

June    9 

April  23 

166  7 

Aug.    1 

July     5  . 

166  9 

Dec.    5 

Sept.  24 

Oct.     3 

Nov.   6 

172  3 

Dec.    5 

175  8 

1919- 
M»r.  12 

1923— 
May  15 

1930— 

Jan.     3 

Mar.  11 

May    7..     .. 

173  1 

Oct.  13 

1924— 
Mar.   3 

174  1 

Dec.  23 

May  29 

174.9 

Oct.   13 

177  3 

1920— 

Oct.     4 

Dec.    8 

1-176.7 

Feb.    8 

1926— 

1931— 

Jan.     5 

Mar.   4 

May  14 

July  16 

1=177.9 

Sept.  23 

April  30 

i'177  5 

Nov.  16 

1927— 
June  21 

i'178.5 

1921— 

July     4. 

Sept.   3 

Oct.     6 

i'180.7 
i"179  1 

Feb.  19 

Dec.  17 

i>180  0 

June    3. 

1928— 
Feb.    2 

Nov.  20 

1932— 
Jan.     5 

i'179  6 

Oct.   13 

Nov.  13... 

April   3 

i>180  0 

Oct.     4 

Dec.    5 

*  Measurement  from  Division  of  Water  Resources. 
*»  Measurement  from  San  Bernardino  Water  Department. 
Measurements  from  W.  P.  Rowe  exdept  as  noted. 


452  DIVISION   OP    WATER    RESOURCES 

E-15-G-27,  WILSON  J.  BEMIS  (FORMERLY  MR.  BROOKS).     MAP  7 

Location  and  description — 100  feet  south  of  Fifth  Street,  0.47  miles  west  of  Mt.  Vernon  Avo 

San  Bernardino, 
Reference  point — Top  of  casing.  I  foot  above  ground- 
Elevation  of  reference  point — 1 1 19.9.  from  levels  by  W.  P,  Rowc. 
Use— Domestic. 
Depth  of  well~UO  feet. 
Diameter  of  casing — 3  inches. 
Other  numbers  used— 5.  B.  W.  D.  No.  77 ,  W.  P.  Rowc  No.  170;  E.  T.  Ham  No.  36.  Location  No, 

I8779C.  V 


vcn«4 


Date 

Dkt.  R.  P. 

to  water 

surface,  feet 

Dale 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

T 
Dist.  H.  P. 
to  wat« 
suri«o«ih^ 

1915— 
May    3 

•13  3 

•Flowing 

47  5 
47.3 
480 

1910— Cont. 
July    8 

61  0 
65  5 
61.1 
£4  4 

54  1 
50  2 

1931— Cont. 
Mar.   4 

UJ 

Sept.  5 

Oct.  10 

Dec.    9 

May    5 

n. 

1916 — 

Aug.    1 

tS: 

April  4              

Oct.  10 

n. 

1931— 
Jan.     4 

Nov.  16 

(8. 

1930— 
Mar.  10 

1932— 

April  3              .     .. 

Feb.    9 

aoj 

May    7 

•  Measurement  from  W,  P.  Rowe. 
Measurements  from  San  Bernardino  Water  Department  except  as  noted. 


E-16-F-27,  CAJON  DEVELOPMENT  COMPANY.     MAP  7 


\ 


Location  and  description — 200  feet  north  of  Highland  Avenue.  1 50  feet  east  of  Mt.  Vernon  Avenu4 

San  Bernardino- 
Reference  pK)int — Top  of  casing.  l.J  feet  above  ground. 
Elevation  of  reference  point — 1192,  from  Met.  W.  D.  topog.  by  D.  W.  R. 
Use — Domestic. 
Diameter  of  casing — 8  inches. 
Other  numbers  used— S.  B.  W.  D.  No  71 ;  Location  No.  18786. 


I 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

towat* 

surface,  M 

1929— 
Feb.    2 

•94  7 
•95  6 
•94  9 
•102  0 
•99.5 
•99.1 
100.9 

1930— 
Mar.   9 

102  1 

103  0 

104  3 

105  9 
107.0 

1931— 
Jan.     4 

107.t- 
1M.£ 

iw.r 

Mar.   8 

June    6          .... 

April  3 

May    1 

Aug.    4 

Aug.    9 

Oct.  13       

Sept.   4 

111.* 

Oct.    3 

Dec.    8- 

Nov.  17 

1U.I 

Nov.   2 

1932- 
Jan.     4 

Dec.  10 

Ul.l' 

■  Measurement  from  Muscoy  Mutual  Water  Company. 
Measurements  from  San  Bernardino  Water  Department  except  as  noted. 
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E-16a-F-27,  CHARLES  HEWINS  (FORMERLY  OLDAKER).     MAP 

1 

Location  and  description — 0.14  miles  south  of  Highland  Avenue.  1  50  feet  east  of  Mt.  Vernon  Avenue, 

San  Bernardino. 

Reference  point — Top  of  casing.  1.5  feet  above  ground. 

Elevation  of  reference  point— 1 185.4.  from  levels  by  W.  P.  Rowe. 

Use — Abandoned . 

Depth  of  well— 1 33  feet. 

Diameter  of  casing — 7  inches. 

Other  numbers  used— W.  P.  Rowe  No.  345;  W    S.  P.  142.  No.  379.  San  Bernardino;  Location  No. 

1878bA. 

Dist.  R.  P. 

Dist.  R.  P. 

Dist.  R.  P. 

Date 

Date 

to  water 

Date 

to  water 

surface,  feet 

surface,  feet 

surface,  feet 

1889— 

1906— 

1918— 

July    9 

■'25.3 

June  22 

•80.9 

Jan.     7 

April   8            ... 

29.3 

28.7 

1890— 

1907— 

Julv     6 

31  7 

July  14 

1891 

a25  9 

July  13. 

1908— 

•64  8 

Sept.   9          

33.3 

Oct.  14 

30.1 

Dec.    6          

33.0 

July    7 

•24  5 

July  26 

•57  3 

1919— 

1892 

1909— 

Jan.     3...  

33.4 

June  29 

■'25.8 

July  21 - 

1910 — 

•51.3 

Mar.   5 - 

33.9 

lg93 — 

June  12 

38.5 

Aug.  28     

42.2 

July  18 

■'25.5 

July  26 

•45.3 

Nov.    7 

41  2 

189«- 

1911— 

Dec.  15 

42.1 

July  11 

■'24.7 

June  30 

•40.7 

1920— 

1895— 

1912— 

42.4 

Mar.  12 

43.8 

July     I 

■'23.9 

July    5 

•37.8 

47.7 

Aug.    7     

52.0 

1896— 

1913— 

Oct.     6 

52.8 

July    7 

1897— 

■'24  5 

Aug.  26. 

1914— 

•41  5 

Dec.    6       

52.0 

1921— 

July  12 

■"36. 0 

Mar.29 

Sept.23 

MSI 
"43.7 

Jan.     7 

52.7 

Mar.   6 

53.6 

1898— 

55.8 

July  r' 

"35  8 

1915 — 

Sept.    9      

62.2 

May    1 

Aug.  19 

i>48  5 

Nov.   3 

62.0 

1899- 

■^48. 7 

Jttly    5 

•50.3 

Oct.  18 

Dec.  23 

■=49.0 
=48.8 

1922— 
Jan.  11 

63.1 

1900— 

Mar.  13 

62.9 

July    7 

•71  9 

1916— 

May    8 

61.3 

Jan.  13 

■^48  6 

July  12 

61  8 

1901— 

April  2 

July  17 

'45  3 

Sept.  13          

65.4 

JuDe  30 

•87.4 

41.6 
39.4 

Nov.   3 

61.6 

Sept.  12 

1902— 
July  10 

•91  8 

Dec.  21 

35.8 

1923— 
Jan.     8              

60.2 

1917— 

April   7 

67.9 

1903- 
July    7 

•94  6 

Jan.  22 

34  7 
31.4 

June    7 

56.8 

May    4 

Sept.  17 

58.6 

Aug.    6 

33  0 

Dec.    9          -  -  . 

54.3 

1904- 

Oct.     5 

32.0 

July  13 

•96.2 

Dec.    6 

29.4 

1924— 

1905- 
July    2 

•92.1 

Jan.  10 

66.3 

Feb.  15     

63.0 

Mar.   7 

54.0 

April   3       

Plugged 

Destroyed 

■  Measurement  from  F.  C.  Fintle. 

b  Measurement  from  Fontana  Union  Water  Company. 

•  Measurement  from  W.  P.  Rowe. 

1 

Measurements  froK 

Water  Conse 

rvation  Association  except 

as  noted. 
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DIVISION    OF    WATER    RESOURCES 
E-17-G-27,  HENRY  HENRICKSEN.     MAP  7 


I 


Location  and  description — 1191  Base  Line  Avenue.  85  feet  south  of  Base  Line  Avenue.  0,16  mila 

cast  of  Mt.  Vernon  Avenue,  San  Bernardino. 
Reference  point^Top  of  clamp.  1,2  feet  above  Rfound,  to  and  including  April  22.  1916;  then,  top 

casing,  1,1  feet  above  ground,  to  and  including  August  4,  UHO,  then,  at  ground. 
Elevation  of  reference  point— 1 137.2.  to  and  including  April  22.  1916.  then,  1137.1.  to  and  includl 

August  4,  1930,  then,  1136,0;  from  levels  by  S.  B.  W.  D. 
Use— Not  used. 
Diameter  of  casing — 7  inches. 
Other  numbers  used— S   B.  W.  D.  No.  36;  W.  P.  Rowe  No.  196;  State  Div.  E.  and  I.  No.  89A, 

Bernardino  Quad,;  Location  No.  18787. 


Date 

Dist.  R.P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 
to  water 

surface,  feet 

Date 

5^ 

Dist.  R.  P.. 

to  water  . 
surface,  feal 

1915— 
May    8 

-23  5 
»24  1-. 
"25.0 
"24  5 

"24  4 
•20  4 

48  2 

1928— 

Feb.    2 

April  30 

48  3 
500 
55.0 
54.2 
556 

56.9 
54  3 
59  3 
62  3 
60.8 
61,5 

1930— 
Jan.     3 

61.1 

Aug.  19 

Oct.  13 

61.| 

Aug.    4 

Oct.     4 

Dec.    5 

Aug.    4 

ul 

De''  23 

Nov.  14 

8S.T 

1931— 

1916- 
Jao.     5 

1929— 
Jan.   15                 -  . 

631 

April  22 

Mar.   5 

65.« 

63.r 

Mav    4 

April    1 

•4.(1 

Deo.  18 

.Sept.  28 

July     2 

U.6 

Nov.    6 

Sept.   4 

65.t 

67.1 

1932— 
Jan.     4 

67.8 

"  Measurement  from  W.  P.  Rowe. 
Measurements  from  San  Bernardino  Water  Department  except  as  noted. 

E-t8b-G-27,  G.  L.  WETTEROTH.     MAP  7 


onS 


Location  and  description — 200  feet  north  of  Ninth  Street.  100  feet  west  of  Mt.  Vernon  Avenue,  noi 

west  of  San  Bernardino. 
Reference  point — .\t  ground,  to  and  including  October  16-18.  1912;  then,  top  of  casing,  1.6  feet  abo«C 

ground. 
Elevation  of  reference  point— 1128.4.  to  and  including  October  16-18.  1912;  then,  1130;  from  Met 

W.  D.  topog.  by  D.  W.  R. 
Use — Not  used.  ■ 

Depth  of  well— 40  feet.  ' 

Diameter  of  casing — 7  inches.  J 

Other  numbers  used— W.  5.  P.  468.  No.  88;  W.  S.  P.  142.  No.  450,  San  Bernardino;  Location  Niii 

1878SB. 


f- 

Date 

Dist.  R.  F. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Di«t.R.Pi 

to  water* 

surface.  fe4 

1900— 
Oct. 

22  0 

40.0 

50  5 

41.2 

23.7 

16  0 

19,8 

19  3 
21  8 

14  4 

1917— 
May  18 

11  1 
10.8 

8.9 
9.8 

11.1 
14  0 

15,8 
19.4 
20.9 

21  6 
22.7 
24  6 

27.1 
26.3 
27.4 
29.4 

1923— 

Mar.    2. 

May  21 

27.J 

Nov. 23 

27.4 

1904— 
Oct 

1918— 

May    2 

Oct.  11 

1919- 
May  13 

Aug.  21 

28.2 

Nov.  20 

27.1) 

1906— 
Oct. 

1924— 
Feb.  19 

26.9 

Aug.  28 

27.7 

Nov.  26 

28.  t 

Aug.  30 

Nov.   6 

1925— 
May  14 

1920— 
May  14 

38.1 

Oct.  15-17 

Aug.  26 

32.7 

Aug.  24 

Oct.  23 

31.8 

1912— 

Nov.    1 

1926— 
May  18 

Oct.  16-18.  - 

1921— 
Feb.  23 

33.8 

Oct.  18 

37.8 

Oct.  26 

May  14 

1927— 
June    I.. 

July   12               

1915— 

1922— 
Mar.  23 

40.7 

May  25 

Aug.  22 

43.3 

Nov.   2  

May  24 

1916— 

Aug.  21              .  ,  . 

Nov.  17 

Oct.  24 

Measurements  from  United  States  Geological  Survey  (Water  Supply  Paper  468  and  unpublished  records). 

Note.- February  27,  1928,  well  filled  up  to  within  17  feet  of  reference  point. 
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E-20C-F-27,  N.  M.  SWARTHOUT.     MAP  7 

Location  and  description — 0  20  miles  south  of  Highland  .'\vcnuL-.   100  feet  cast  of  Santa  Fe  Loop 

tracks  on  I  Street.  San  Bernardino. 
Reference  point — At  ground,  to  and  including  October  1  5-17.  190^);  then,  top  of  casing,  1  foot  above 

ground. 
Elevation  of  reference  point— 1 137.4,  to  and  including  October  15-17.  1909;  then.  1138.4;  from  levels 

by  W.  P.  Rowe. 
Use — Abandoned . 
Depth  of  well— 75  feet. 
Diameter  of  casing — 7  inches. 

Other  numbers  used— W.  S.  P.  468,  No.  93;  W.  S.  P.  142.  No.    398,  San  Bernardino;  Location  No. 
1879bC. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

1900— 
Oct. 

27  0 

48  0 

55.6 

46.8 

28.6 

21.2 

20.6 
22.1 

1916— 

15  8 
12,6 

8.3 
8.2 

6,8 
9,9 

11,1 
15,2 

17,1 
20,1 
22  0 

1921— 

Feb   23 

May  14 

July  12 

Oct.     7 

1922— 

Mar.23 

May  24 

23.4 

1904— 
Oct 

Nov.  17 

1917— 
May  18 

24,4 
25,9 
28.6 

Nov. 23 

Oct.               -      . 

1918— 

May    2 _ 

Oct.  11..- - 

Wig- 
May  13     - 

28,5 

26,6 

1907— 
Aug.  30 

Aug.  21 

Oct.  24 

1923— 
Mar.27 

26,8 
27.6 

1909— 

26.4 

Nov.   5.... 

1920— 
May  14  

May  21 

26.0 

1914— 

Aug.  21     

26.9 

Nov.  20 

26.5 

1924— 
Feb.  19 

1915— 
May  25 

Aug. 24 

Nov.    1... 

25,6 

Nov.  2 - 

Destroyed 

Measurements  from  United  States  Geological  Survey  (Water  Supply  Paper  468  and  unpublished  records). 


•  E-21-F-27,  M.  O.  HERT  (FORMERLY  THOS.  WEBSTER).     MAP  7 

Location  and  description — 0  06  miles  south  of  I6th  Street.  100  feet  east  of  1  Street.  San  Bernardino. 
Reference  point — Fop  of  casing.  0.2  feet  above  ground. 
Elevation  of  reference  point — 1132.8   from  levels  by  W.  P.  Rowe. 
Use — Domestic. 
Diameter  of  casing — 7  inches. 

Other  numbers  used— S.  B.  W.  D.  No.  82;  W.  S.  P.  142.  No.  397.  San  Bernardino;  Location  No. 
18797 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

mis- 
May    8 

•16,9 
■19,6 

-13,8 

1930— 
Mar.  11 

53,0 
57,0 
60,3 
58,0 
59,0 

1931- 
Jan:     4 

60.6 

May    6 

Mar.   5 

59,5 

July     7 

June    4 

62,1 

1916— 

Aug.    3 

65.5 

April  3 

Dec.     8 

Oct.   10 

67.8 

Nov.  17 

66.0 

1932— 

64.5 

■  Measurement  from  W.  P.  Rowe. 
Measurements  from  San  Bernardino  Water  Department  except  as  noted. 


.^1. 
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E-22-G-27.  MISS  BIRDIE  WALSH.     MAP  7 


Location  and  description — 100  feet  cast  of  H  Street.  50  feet  south  of  Seventh  Street,  781  West  Sev«,- 

cnth  Street.  San  Bernardino. 
Reference  point — Top  of  'i-inch  pipe,  2.0  feet  above  ground. 
Elevation  of  reference  point — 1082.0.  from  levels  by  W.  P.  Rowc, 
Use^NoL  u  cd. 
Depth  of  well — 1  58  feet. 

Diameter  of  casing — 2  inches.  ■ 

Other  numbers  used—S.  B.  W.  D.  No,  41  ;  W.  P.  Rowe  No  367;  W.  S.  P.  468.  well  "A";  State  DiW 

E.  and  1.  No.  91.  San  Bernardino  Quad.;  Location  No.  18798.  k 


t 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

<^ 

Dist.  R.  P. 

to  water 

surface,  feet 

1915— 
July    3 

•+13. 2 
•+18. 5 
•+8.5 

•+5.3 

b+0.5 

"0  4 
"+3.6 

"Flowing 
"0.6 

"Flowing 
"1,2 

"+1.2 
"0.7 
"4.6 
"6.1 
"1.6 

"1  6 
"7.1 
"9.7 

1921— 
Feb.  28      . 

"5.7 
"5.9 
"76 
"12  9 

"9.6 
"7  2 
"10.0 
"13.8 
"8.9 

"9.9 

"12.7 

•20  5 

20.0 
20  5 
250 
27.2 
27.9 
27  0 

1929— 
Jan.   15 

2«.ii 

Sept  11 

Mar.  28 

Feb.  21 

u.tm 

Dec.  27 

June    3       -.        -  - 

Mar.  27 

as.sl 

July    3 

May    4 

27.U| 

1116 

1922— 
Jan.   16 

Aug.  14         

i>i.iV 

Sept.  28 

31.81 

April   6 

Oct.   15 

>'32.< 

Oct      4 

April  22 

Dec.    9 

32.0 

Dec.  31 

July     4     .. 

1930— 
Jan.     4          

Scpt.24 

1917 

Dec     4 

31.(c 

June  21 

1924— 
Oct.  28 

Feb.    7 

28.1 

July  10 

Mar.    9 

29.11 

June    5 

33.1 

1918 — 

1925— 
Jan.   11 

July     7        

34.4 

Jan      2 

Sept.   8 

36.1 

Dec.    4 

Oct.   10 

3t.8 

1927— 
Dec.  18 

Dec.    9 - 

34.1/ 

1919— 
Mar  12 

1931— 
Jan.     4       

84.0 
33.1 
3S.4 
37.1 
40.0 
40.(' 
38.8 

May  30 

1928— 
Feb.    2 - 

July    3 

Mar.   5 

Aug.    8 

April    1 - 

Aug  21 

April   2 

June    4 

Aug.    1       

Aug.    2 

Oct.  10 - 

Feb.    7 

Oct.     4 

Nov.  16 

June  19 

Dec.    5 

1932— 

Sept.  20 

36.2 

*  Measurement  from  Riverside  Water  Company. 

b  Measurement  from  W.  P.  Rowe.  j 

"  Measurement  from  Division  of  Water  Resources.  '                 '4 

M  easurements  from  San  Bernardino  Water  Department  except  as  noted.  • 

E-23-G-27,  SOUTHERN  CALIFORNIA  ICE  COMPANY— OLD  WELL.     MAP  7 

Log  Available 

Location  and  description — 300  feet  north  of  Third  Street.  75  feet  west  of  I  Street.  San  Bernardino. 
Reference  point — Top  of  casing.  0.7  feet  above  ground,  to  and  including  March  I,  1928;  then,  hole  in 

pump  foundation,  at  ground. 
Elevation  of  reference  point— 10700.  to  and  including  March  I,  1928;  then.  1069.3;  from  levels  by 

U.  S.  G.  S. 
Use — Domestic.  « 

Depth  of  well— 384  feet.  i 

Diameter  of  casing — 16  inches.  *" 

Other  numbers  used — State  Div.  E.  and  I.  No.  185.  San  Bernardino  Quad.;  S.  B.  W.  D.  No.  41f 

Location  No.  18799. 


Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1927- 
Deo.  29 

•24.9 

18  8 
18  8 
24.0 

30.3 

mo- 
Jan.     4 

29.6 
28.1 
29.6 
35.3 
34.7 
32  7 

1931— 
Jiin.     3     

33.0 

Mar.   9 

Mar.   5 

31.8 

1928— 

May    7 

June    3 

36.4 

Feb.    2 

Sept.  6     

Aug.    1 

40.2 

Mar.    1 

Oct.  13 

Oct.  12 

41.3 

,}}}nK     4 

Dec.    9 

1929- 
Dec.    9    

•  Measuremeot  from  DirisioD  of  Water  Resources. 
Measurements  from  San  Bernardino  Water  Department  except  as  noted. 
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Location  and  description — O.Q  miles  north  of  Willownook  Road,  20  feet  west  of  Arrowhead  Drive. 

San  Bernardino-     Inside  of  rock  house. 
Reference  point — Top  of  casing.  0.4  feet  above  ground. 
Elevation  of  reference  point — 14837,  from  levels  by  State  Div.  E.  and  I. 
Use — IDomest  ic . 
Depth  of  well— 71  feet. 
Otner  numbers  used — S.  B.  W.  D.  No.  66;  State  Div.  E,  and  I.  No.  188.  San  Bernardino  Quad.; 

Location  No.  18812. 


Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1927- 
Dec.  17 

17,9 

1931— 

Mar.  17 

16  7 
16.9 
15  2 
19.8 
20.4 
20.8 

1932— 
Jan. 

4 

19.0 

April   3          

AuR.    4         

If 

Oct.   10 

Nov.  17        

Measurements  from  San  Bernardino  Water  Department. 


E-2Se-F-28,  REID-SWEENEY  &  COMPANY.     MAP  7 

Location  and  description — 75  feet  south  of  36th  Street,  0.17  miles  east  of  Sierra  Way,  San  Bernardino. 

Reference  point — Top  of  casing,  1.6  feet  below  ground. 

Elevation  of  reference  point — 1275.  from  Met.  W.  D.  topog.  by  D.  W.  R. 

Use — Irrigation. 

Diameter  of  casing — 24  inches. 

Other  numbers  used— S.  B.  W.  D.  No.  25A;  Location  No.  18814. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUl.  R.  P. 

to  water 

surface,  feet 

1928— 
April  2 

146.6 
152.4 
150.3 

154.8 
152.7 
154.3 
153.0 
157  6 

1930— 
Jan.     3 

168  4 
166  1 
167.0 
165.9 

169  3 
169.9 

1931— 
Jan.     6 

171  0 

Mar.  10     

Feb.  11 

170.9 

July    3 

April   3 

April   2 

170.0 

July    8 

174.8 

1929— 

Oct.  11 

July  20 

176.9 

Jan.  15 

Nov.  13          

Sept.   3 

171.7 

FeD  21 

Nov.  17 

172.8 

Mar.  27 

1932— 
Jan.     4 - 

May    4        

171.5 

Sept.  28         

166.8 
167.7 

Nov.  5 

Measurements  from  San  Bernardino  Water  Department. 


Hi! 

1.1 


' 
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E-26-F-27,  GRACE  E.  GUTHRIE  (FORMERLY  S.  F.  KELLY).     MAP  7 


f 


Location  and  description — 0,07  miles  north  of  Highland  Avenue,  60  feet  west  of  G  Street,  San  Ben| 

nardino. 
Reference  point — At  sround,  to  and  including  October  16-18,  1912;  then,  top  of  casing  2.8  feet  ab 

ground. 
Elevation  of  reference  point — 1 168.5,  to  and  including  October  16-18.  1912;  then,  1171.3;  from  Icvd 

by  W.  P.  Rowe. 
Use — Not  used. 

Depth  of  well— 1 1  5  feet.  ' 

Diameter  of  easing — 7  inches. 
Other  numbers  used— S.  B.  W.  D.  No.  30;  R.  W.  C.  No.  354.  San  Bernardino;  W.  P.  Rowe  No.  2tl 

W,  S,  P.  468.  No.  94;  W.  S.  P.  142.  No.  354,  San  Bernardino;  State  Div.  E.  and  1.  No.  85,  f 

Bernardino  Quad.;  Location  No.  18806. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P.  ■ 

to  water 

surface,  ftet 

1900— 
Oct. 

•49  0 

•75.0 

■77.7 

»62.1 

"48.0 

"30.0 

Mil 

■■43.2 
"40.2 
"40.5 
»43.3 
•41  8 

MO,  8 
i>34.3 
1'30  3 
1-28.5 

l'27.8 
i'25.3 
•26.8 

1918— 
Jan.     2 

1-26  4 
'■26  0 
'■29.9 

''30.2 
'■31  6 
'■35.4 
''36  7 
"■37.5 

'■38.0 
•■37.4 
"41  5 
"43.5 

•■44.9 
■■48,3 
M7.4 

bJl.S 
'•46.7 
''46.0 
'■47.7 

'■54  5 

•■62.0 

-76  7 

1928— 
Feb.    3 

<^.s1 

Mar.  13 

April    2     . 

'MM 

1904— 

•168.$  ■ 

Oct 

1919— 
Mar.  12 

Aug.    2 

170.71 

Sept.   4 

"•TH 

1906— 

Dec.    5 

<<74.2 

Oct 

May  30 -. 

1929— 
Feb.  21 

Aug.  23 

1907— 

Oct.   13 

•174.2 

Aug.  30 

Dec.  23 

Mar.  27 

<>7S.I 

1920— 
Mar.  25 

May    4 

<>7S.1« 

1909— 

Sept.  28  

•180.4] 
<i83.4i 

Oct.  15-17 

Nov.   6 

May  14 

Dec.    9 

1912— 
Oct.   16-18 

Aug.  24 

Nov.    1 

1930— 
Jan.     3 

1921— 
Mar.30 - 

■>8i.g 

1914— 

April   3           _  . 

••Sl.S 

Oct.  26 

July     7 --- 

•183.0 

June    3 . 

Sept.   5              

•184.9 

1915— 

July    2 

Nov.  14 

•186  i 

Mar.    8 - 

1922— 
Jan.   11 

Dec.    8 

•187.7 

May    8 

1931— 
Jan.     4 

July  27 

Sept.  23 

April  23 

•189.3 

Dec.  28 

July     6 

Feb.     9 

•186.0 

Dec.    5 

.\pri!    3 

<I86.S 

1916— 

1926— 

•187.6 

Feb.     2 

Aug.    3 

•189.1 

April  22 

Oct.    10  

'190.9 

Oct.     4 

1927— 
Feb.  20 

Nov. 17 

•igi.s 

Dec.  31 

1932— 
Jan.     4 

1917— 

Dec.  27 

•191.6 

May  23         

Jure  21 

Nov.  23          ... 

"  Measurement  from  United  States  Geological  Survey  (Water  Supply  Paper  408  and  unpublished  records). 

**  Measurement  from  W.  P.  Rowe. 

"  Measurement  from  Divi.sion  of  Water  Resources. 

d  Measurement  from  San  Bernardino  Water  Department. 
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E-26e-F-27,  MAGGIE  FREELAND  (FORMERLY  S.  H.  JOHNSON).     MAP  7 

Location  and  description — 0,27  miles  noiLh  of  Mifihland  Avenue,  125  feet  cast  of  G  Street,  north  of 

San  Bernardino. 
Reference  point — At  ground,  to  and  including  October  16-18,  1912;  then,  top  of  casing,  1.6  feet  above 

ground. 
Elevation  of  reference  point— 1 183.8,  to  and  including  October  16-18,  1912;  then.  1185,4;  from  levels 

by  U.  S,  G-  S, 
Use — Not  used. 

Diameter  of  casing — 7  inches. 
Other  numbers  used— W.  S.  P.  142,  No.  357.  San  Bernardino;  W.  S.  P.  468,  No.  95;  Location  No. 

1880dE, 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1900- 
Oct 

60.0 

100.0 

89,3 

60.5 

49.0 

53.8 

50.8 

41.5 
40.8 

36.9 
38.2 

37.2 
41.9 

1919— 
Nov.   5 

1920— 
May  14 

49  4 

48.8 
53.7 
55.7 

56.3 
57.9 
59.6 
53.0 

69,0 
56.0 
57.6 
59,0 

57.0 
57.0 
59.0 
58  8 

57.5 
60.3 
60  9 

1925— 
May  14 

61.6 

Aug.  26          

65.2 

Oct.  23 

66.4 

Oct. 

1926— 
May  18 

1906 — 

Aug.  24 

Nov.    1 

68  0 

Oct       --- 

1921— 
Feb.  23 -- 

Oct.  18. 

1927— 

June    1 

Aug. 22 

1928— 
Feb.  27 

73.2 

Oct    15-17 

May  14 

73  9 

July  12 _.. 

77.0 

1912 

Oct.     7 

Oct.  16-18 

1922— 

Mar.23 

May  24 

78.4 

1914 

Mav    3         

79.9 

Oct    26 

Aug.  13 

85  6 

Aug.  21 

Oct.  24 

Nov.  21         

86.3 

1915 — 

1929— 
May  10 

May  25 

1923— 
Mar.  27 

87.7 

1916 

Aug.  30         

June    8 

May  21 

1930— 
Feb.  21.... 

1931— 
Feb.  18 

Nov .  17 

Aug.  21 

Nov.  20      .  - 

& 

1917— 
May  18 

1924— 
Feb.  19 

Nov  23 

a 

1018 — 

Aug. 28 

Nov.  26 

May    2 

Oct.  11        -. 

» Moist  earth  at  92  feet  approximately. 
Measurements  from  United  States  Geological  Survey  (Water  Supply  Paper  468  and  unpublished  records). 


E-27-F-28,  ED  POPPETT.     MAP  7 

Location  and  description — 0.12  miles  north  of  Base  Line  Avenue  and  100  feet  west  of  D  Street,  1286 

D  Street.  San  Bernardino. 
Reference  point — Top  of  casing,  1.4  feet  above  ground. 
Elevation  of  reference  point — 11 10. 1,  from  levels  by  W.  P.  Rowe. 
Use — Domestic. 
Depth  of  well— 60  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used~R.  W.  Co.  No.  412;  S.  B.  W.  D.  No.  7S.  Location  No.  18807. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1915— 

Jao.  22 

"14.1 
■12.8 
•12.6 
•13  3 
•15.7 
•14.9 

•10.2 

1930— 
Feb.    7 

39,1 
39.8 
39.3 
40.6 
41.5 
42  0 
42.6 

1931— 

42.8 

Mar.  19 

April   3         

Mar.   4 

43  0 

May  29 

May    6 

May    5 

43.6 

July  20 

July    7  

Aug.    3 

46.8 

Sept.  23 

Sept.  5 

Sept.   4 

46.1 

Oct.  13 

Oct.  13 

Oct.  10 

47.8 

Dec.    9 

Nov.  16 

46.6 

1916— 
Mar.  16 

1932— 
Jan.     5       

46.8 

■  Measurement  from  Riverside  Water  Company. 
Measurements  from  San  Bernardino  Water  Department  except  as  noted. 
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E-28b-G-28,  JAMES  A.  COX  (FORMERLY  MRS.  HOWS).     MAP  7 

Location  and  description — 20  feet  south  of  Ninth  Street.  50  feet  east  of  D  Street.  San  Bernardina 

Reference  point — Pressure  gage  connection.  1  foot  above  ground. 

Elevation  of  reference  point — J078.5,  from  levels  by  U.  5.  G.  S. 

Use— Not  used. 

Depth  of  well— 370  feet. 

Diameter  of  casing — 2^  inches. 

Other  numbers  used— R.  W.  Co.  No.  5-C;  W.  S.  P.  468.  w.U  "B";  Location  No.  18808B. 


1 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1915— 
July    9 

+  11.5 

+  7.4 

00 

+  12.0 

+  12.9 
+  18.5 
+19.6 

+20.1 
+  18.5 

+19.8 
+  19.6 

1919— 
May  13 

+14  2 
+11.6 

+  13.9 
+8.3 

+  6.0 
Flowing 
Flowing 

1922— 
Mar.29- 

+10  4 

.Aug.    9 

Nov.  19 

June    9 

Flowinc 

Sept.  11 

1920— 
May  15 

.Aug.  24 

Nov.24 

1923— 
Mar.27 

Flowiuj 

Dec.  27 

1916— 

Nov.    1 

Jan.  26 

1921— 

Flowing 

Mar.  25 

June  11 

Flowing 

Nov.  17 

Aug.  25 

July  14 

1924— 
Nov.  26 

1917— 

Oct.     8 

May  18 

Nov.24 -- 

1925— 
Oct.  22 

1918— 

May    2 

Oct.  11 - 

Measurements  from  United  States  Geolonical  Survey  (Water  Supply  Paper  No.  468  and  unpublished  records). 


E-29-G-28,  CITY  OF  SAN  BERNARDINO— HANFORD  NO.  1.     MAP  7 

Location  and  description — 0.13  miles  north  of  Rialto  Avenue.  0.16  miles  east  of  E  Street.  San  Ber- 
nardino, 1 5  feet  south  of  pump  house  in  yard  of  S.  B.  W.  D. 
Reference  point — Gage,  at  ground. 

Elevation  of  reference  point — 1028,  from  Met.  W.  D.  topog.  by  D.  \V.  R. 
Use— Municipal. 
Depth  of  well — 736  feet. 
Ehameter  of  casing — 16  inches. 
Other  numbers  used— S.  B.  W.  D.  No.  1 ;  Location  No.  18809. 


i 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

tovrater 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1920— 
May  11 

•+87.8 

•+91  3 
•+62.3 

•+62.3 

+71.4 

+74.3 
+75.5 
+59.9 
+48.4 
+46.1 
+42.6 
+46.1 

1929— 
Jan.     1 

+59.9 
+65,7 
+58.8 
+53.2 
+39.2 
+36.8 
+39.2 

+46.1 
+55.3 
+53.2 
+34.6 
+31.1 
+39.2 
+34.6 
+48.4 

1931— 
Jan.    3 

+46.1 

Feb.  21 

Mar.   6 

+53  0 

1922— 

Mar.  25 

+35.7 

Mar.  20 

June    2  _ 

May    4 

+41.5 

Aug.  21 

Aug.    5 

+33.4 

Oct.    4     .      

Aug.    1 

+28  8 

1926— 

Dec.    9 --- 

Sept.    1 

+36.9 

Feb.  10 

1930— 
Jan.     6 

Mar.    7 

Oct.     5 

+32.3 

1927— 
Dec.  17 

1932— 
Jan.     5 

+50  8 

May    7 

1928— 

July    7           .  . 

1 

Feb.    3 

Sept.   5 

Mar.   2 

Oct.  14 

. 

April  2 

Nov.    I 

May    1 

July    3  .  . 

Sept.  S.... 

Nov.   1 

•  Measurement  from  W.  P.  Rowe. 
Measurements  from  San  Bernardino  Water  Department  except  as  noted. 
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E-29b-G-27,  MISS  ELLA  HARRIS.     MAP  7 

Location  and  description — 250  feet  north  of  Second  Street.  100  feet  west  of  F  Street,  242  North  F 

Street,  San  Bernardino. 
Reference  point — Pressure  gage,  I  foot  above  ground . 
Elevation  of  reference  point — 1047.9,  from  levels  by  W.  P.  Rowc. 
Use — Not  used. 
Depth  of  well— 400  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used~R.  W.  Co.  No.  12C;  Location  No.  18809B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1916— 
July    3 

■+10. 7 
•+7,2 
•+4.6 
•+8.5 

1>+16.2 
+13.9 
+18.3 
+20.8 

+22.8 
+23.6 
+20.6 
+14.8 
+  13.9 
+11.5 
+18.5 

+  16.2 
+20.6 
+14.1 
+11.6 
+11.8 
+17.3 

+18  5 
+18.5 
+10.4 
+7.2 
+15.7 

1920— 
Jan.     5 

+16.6 
+  16.2 
+10  6 
+6.9 
+4.6 
+6.5 
+11.5 

+  13.9 
+9.2 

+  10.4 
+4  6 
+2,8 
+7,2 
+8.8 

+10.4 
+14,3 
+9,2 
+7.4 
+4.9 
+10.6 

+13.9 
+11.1 
+8.1 
+12.9 

1924— 
Feb.  15 

+13  9 

Aug.  11 

Mar.  12 

May  27 

+9.0 

Sept.  15 

June    5 .. 

July  11 

+6  2 

Oct.  20 

July    7 

Sept.  12 

Nov.  13 

+6.9 

Sept.   8 

+9  7 

1916— 
Mar.  22 

Oct.     6 

Dec.    6  .         .      _ 

1925— 
Jan.  24 

Mar.    6 

July  18 

Sept.  12      

1921— 
Feb.  10 

+11.5 
+9  2 

Dec.  23 

May  26 

+7  2 

May  12 

July  24. 

+3.0 

1917— 

Sept.  23 

+2.3 

Jan.  22 

Aug.  11 

Dec.  30 

1926— 
Feb.  19 

+8.1 

Mar.  5 

Sept.   9 

May    6 

Nov.    3 

Dec.    8 

July    9 

+8  1 

Sept.  14 

1922— 

Jan.  11 

April  8 

April20 

+8,1 

Oct.     5 

June    7 

+3  5 

Dec.    6 

Nov.    8..          .      . 

0  0 

Dec.  15 

1927— 

Jan.     3..._ 

April  13 

+3  0 

1918— 

Jan.     7. 

July  12 

Mar.   2 

Sept.  13 - 

+3,5 

May  10 

Dec.    5  . 

+6  5 

July    6 

1923— 
Mar.   8 

0  0 

Sept.  9 

Oct.     3 

0  0 

Dec.    5 

1928— 

Jan.     4 - 

Mar.    2 

June    5 

1919— 

Sept.  17 

+0,7 

Jan.    3 

Dec.    7 

+1.2 

Mar.   5 

0.0 

June  12 

Dec.    4 

0  0 

Aug.  28 

Dec.  15 -. 

■  Measurement  from  Riverside  Water  Company. 
**  Measurement  from  W.  P.  Rowe. 

Measurements  from  Water  Conservation  Association  except  as  noted. 
NOTB. — Visited  each  month  from  December  4,  1928,  to  January  4,  1932,  and  gage  registered  no  pressure. 


E-3I-G-28,  B.  F.  CORTS.     MAP  7 

Location  and  description — 125  feet  south  of  Base  Line  Avenue,  200  feet  east  of  Sierra  Way,  San  Ber- 
nardino, 
Reference  point — Top  of  blocks,  1  foot  above  ground. 

Elevation  of  reference  point — 1070.  from  Met.  W.  D.  topog.  by  D.  \V.  R. 
Use — Not  used. 

Diameter  of  casing — 8  inches. 
Other  numbers  used— S.  B.  W.  D.  No.  89;  Location  No.  18817. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1931— 
Jan.    6. 

32.6 
31.1 
32.8 
33.3 

1931— Cont. 
Aug.    3 

Oct.    5 

36.4 
35.5 
35.7 

1932— 
Jan. 

5 

34  4 

Mar.  5 

May    5 

Nov.  16 

June    3 

MeasuremeDts  from  San  Bernardino  Water  Department . 
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DIVISION   OP   WATER   RESOURCES 


E-31a-F-28,  MARY  POMMIER.     MAP  7 

Location  and  description — 40  feet  south  of  16th  Street,  75  feet  cast  of  Mountain  View  Avenue,  San 

licrnardino. 
Reference  point  —Top  of  4-inch  blocks  on  top  of  casing.  1  foot  above  ground. 
Elevation  of  reference  point — 1135.  from  Met.  W.  D.  topog.  by  D.  \V.  R. 
Use — Not  used. 
Depth  of  well~100  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used— S.  B.  W.  D.  No.  87;  Location  No.  I8817A. 


Date 

Dist.  R.P. 

to  water 

surfaee,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Dee.  10 

60.8 

1931— 
Jan.     4 

61  0 
59.0 
60.1 
60.7 

62  6 
03,9 
64.2 

1932— 
Jan.     5 

C3  4 

Mar.    5 

May    5 

Aug.    3 

t 

Oct.   10... 

Nov.  17 

Measuremente  from  San  Bernardino  Water  Department. 


E-32-G-28,  LEANNER  J.  OXLEY.     MAP  7 

Location  and  description — 0.1 1  miles  south  of  Base  Line  Avenue,  0.14  miles  cast  of  Sierra  Way,  San. 

Bernardino. 
Reference  point — Faucet  by  well,  at  ground.  » 

Elevation  of  reference  point— 1087.7,  from  levels  by  W.  P.  Rowe.  I 

Use — .'\bandoncd .  f 

Depth  of  well— 502  feet. 
Diameter  of  casing — 2  inches. 
Other  numbers  used— S.  B.  W.  D.  No-  35;  W.  P.  Rowe  No.  365;  State  Div.  E.  and  \.  No.  90.  San 

Bernardino  Quad.;  Location  No.  18818. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

towatw 

surface,  feat 

1915- 
Aug.  17 

+6  2 
+21,5 
+30.9 

+29.8 
+44  1 
+3r,  7 

+42  2 

+17.1 
+  11  5 

+34  6 

+36.9 
+23.1 
+27.7 
+2.3 
+23.1 

1920— 
Feb.    7 

+30  0 

+34  0 

+  13  9 

00 

+27,7 

+31  0 
+4.5 

+20  0 
+2.0 

+28.0 
+39  1 
+25.4 
+  13.9 
+35  8 

+9.2 

+8  2 

1927— 
Dec.  27     

•+23  • 

Oct.   19 

Mar.  25 

June  18 

July  16 

Nov.  16 

1921— 

Mar.  27 

April  22 

1928— 
Feb.    3 

Dec.  23 

•+24.8 

1916— 

.Mar.    2  

•+26.9 

Feb.    4         

•-^.7 

April  15 

July    3 

■— «.7 

Oct      4 

Oct.     I 

•—12.4 

Dee.  31 

Dec.    6 

•+2.4 

1929— 
Jan.  15          

1917— 

July    2 

June  29 

1922— 
Jan.  11 

•t.0.0 

Aug.    1 

Nov.    9 

■—13.9 

1930— 
Jan.     3 _.. 

1918— 

April  22 

Dec.    3 

Julv    3 

•—9.1 

Sept.  24 

Mar.    9 

•>K).0 

1919— 

Dec.    4 

.May    6 

•—2.0 

Mar.  12 

1924— 
Oct.  28 

•-13S 

April  16 

Aug.      

Destroyed 

May  30  

Julv  28.. -. 

1926- 
Feb.  10              

Oct.   12 

/* 

"  Measurement  from  San  Bernardino  Water  Department. 
^  Flowing. 
Measuroments  from  W.  P.  Rowe  except  as  noted. 
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E-34-E-28,  THOMAS  CLAPP.     MAP  7 

Location  and  description — 0.2  miles  north  of  Willow  Nook  Roiid  and  0,53  miles  east  of  Valencia  Ave- 
nue. San  Bernardino. 

Reference  point — Top  of  casing,  at  ground. 

Elevation  of  reference  point — 1405.5.  from  levels  by  W.  P.  Rowe. 

Use — Not  u.sed. 

Depth  of  well— 80  feet 

Diameter  of  casing — 12  inches. 

Other  numbers  used— S.  B.  W.  D.  No.  b7;  State  Div.  E.  and  I.  No.   187.  San  Bernardino  Quad.; 
Location  No.  18833. 

tl) 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

! 

1819— 
Aug.    9              

13  9 
15.9 
16.4 

12  2 

1(J.6 
10,4 

9.7 
15,3 

1922— 
Jan.  10 -. 

9.3 
16.8 
14.0 
•11.8 

1931— 

Mar.   5 

April    2 

i>13  6 

1924— 
Oct.     8 

i>12.1 

Nov.  19 

May    4 

July    3              

i>12.4 

1920- 
Feb.    8 

b^.S 

1926— 
Sept.  25 

Sept.   3 

bl4.0 

Nov.  17 

i>14,9 

Mar  17 

1932— 
Jan.     4 

— 

May  13 

1927— 
Deo.  17 

June  19 

10,9 

1921— 
Mar.25 - 

Aug.  21           - 

All 

a  Measurement  from  Division  of  Water  Resources, 
b  Measurement  from  San  Bernardino  Water  Department. 
Measurements  from  W.  P.  Rowe,  except  as  noted. 

E-34b-F-28,  RALPH  SWING.     MAP  7 

Location  and  description — 15  feet  north  of  Avery  Street,  0.3  miles  west  of  Mountain  .Avenue,  San 

Bernardino.     20  feet  east  of  old  concrete  pump  base. 
Reference  point — Top  of  casing  in  concrete  slab,  at  ground. 
Elevation  of  reference  point — 1319.2.  from  levels  by  State  Div.  E.  and  I. 
Use — Not  used. 

Diameter  of  casing— 16  inches. 
Other  numbers  used— S.  B.  W.  D.  No.  24;  State  Div.  E.  and  I.  No.  186.  San  Bernardino  Quad.; 

Location  No.  18833B. 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist,  R,  P, 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  wate 
surface,  feet 

Mi 

1926- 
8ept.25 

M61.7 

bl62.1 

161.9 
161.4 
160  3 
161.0 
165.0 
165  I 
166.5 

1929— 
Jan.  15     -  - 

167.6 

169  1 
172  6 

170  8 
172.0 
173.8. 

174,2 
174.9 
173.2 

1930-Cont. 
July    8..._ 

171.7 

*"• 

1927— 
Dec.  17 

Mar.  27 

Sept.   5 - 

173.1 

June  24 

Oct.  11           

174  3 

Aug.  14 

Dec.  10 

175.8 

't 

1928— 
Feb.    1 

Sept. 28 

1931— 
Jan.     3 

Dec.    9 

1930— 
Jan.    3..  

176  2 

Mar.   1 

Mar.   6 

176,8 

<  April  2 

May    4 

177.1 

June   3 

Mar.  10        - 

June    5 

177.7 

Aug,    2 

May    6 

Aug.    4 

178.8 

Oct.    4 

UsW 

Dec.    5 

>  Measurement  from 

•>  Measurement  from 

Measurements  fron; 

W.  P.  Rowe. 
Division  Wat( 
San  Bernardi 

r  Resources. 

no  Water  Department  exc 

ept  as  noted. 
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E-35C-F-28,  SAN  BERNARDINO  VALLEY  FOUNDATION,  INC.  (FORMERLY  A.  L.  MARKS). 

MAP  7 

Location  and  description — 80  feet  south  of  A.  T.  &'  S.  F.  loop  tracks.  0.12  miles  west  of  ValcncU 

Avenue.  San  Bernardino. 
Reference  point — ^ lop  of  casing,  at  ground. 

Elevation  of  reference  point — 1228,  from  Met.  W.  D.  topog.  by  D.  W.  R. 
Use— Domestic. 
Diameter  of  casing — 6  inches, 
Other  numbers  used— S.  B.  W.  D.  No.  60;  Location  No.  18825. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.R.P. 

to  water 

surface,  feet 

1929— 
Nov.   6 

128.9 
131.3 

1930— 
Jan.     4  

132  2 
127,2 
129  9 
132.7 
137  4 

133  8 

1931— 
Feb.  11 

131  1 

132  9 
136  4 
137.9 
139.2 

137.0 

Dec.    9      

April   3 

May    4 

June    5  .       -  

July    3 

July     8... 

Sept.  3 

Oct.   11       

Nov.  17 

Dec.    9 .. 

1932— 
Jan.     4,. 

Measurements  from  San  Beroardino  Water  Department. 

E-35d-F-28,  FRANK  CURRIE.     MAP  7 

Location  and  description — 50  feet  south  of  Marshall  Boulevard,  150  feet  west  of  Valencia  Avenue 

San  Bernardino. 
Reference  point — -Top  of  casing.  1.4  feet  above  ground. 
Elevation  of  reference  point — 1251.1,  from  levels  by  W.  P.  Rowe. 
Use — Abandoned. 
E>epth  of  well — 300  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used~-\V.  P.  Rowe  No.  40;  R.  W.  Co.  No.  229;  S.  B.  W.  D.  No.  31 ;  W.  S.  P.  468, 

99b;  State  Div.  E.  and  I.  No.  80.  San  Bernardino  Quad.;  Location  No.  18825A. 


Date 

Diat.  R.  P. 

to  water 

surface,  feet 

Date 

Dbt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  fed 

= 

1915— 
April  15        

102  5 
•100  7 
■105  3 
"109  3 
M103 

109.5 

103  0 
81  4 
89,8 
90.8 

86.3 
89.0 
94,1 
98  2 
97,0 

96  2 
95.9 
94,4 
101  4 
101.9 

101  7 
103  1 
111.2 
111.5 
109  8 

1920— 
Feb.    8 

1100 

109  7 

115,9 
113  9 

112  2 
111  9 

113  6 
116  2 
121,9 
120,6 

115  8 
99,7 
95  6 

102  9 

110  9 
109.8 

M07.2 
108.1 
i>114  9 
MUl 

blWO 
108.1 

M19  7 
120.6 

MIS. 7 

1925— 
May  11 

MW.I 
oi25.( 

- 

May  20 

July   16 

Aug.  31 

i- 

July  27          

Sept.  23 

Oct.  23 

m 

Sept.  21 

Nov.  16 -- 

1926— 
Jan.     4 

fc 

Oct.  16        

1921— 
Feb.  19     

■^^ 

Deo.  22 

124.Wl> 

1927— 

Feb.  20 

Mar.20 

1916- 
Jan    30 

Mar.  25 

June    3                  

128J^B' 

Mar.  30 

July    2 

125  JV 

Oct.     4     

Sept.  29 

Oct.  13 

Dec.  27 

•132.Mk 

Dec.  31 

1928— 
Feb.    2 

1917— 

,  1922— 

.Ian.  10 

°131.i|k 

May  25 

Mar.    I 

•130.Hk 

Mar.  14 

June    2 

•i36.|H 

Aug.    1 

AprU23  

Aug.    2.   .     .  . 

'139  JB. 

Oct     6 

June    3 

Sept.   4 

°141J^P 

Nov.   6 

Sept.  25 

Oct.  24 

H2.|B> 

Dec.    5                 .  . 

Dec.    5 

°140.l 

"140.1 
Destroyed 

If 

1918— 
Jan.    2 

1923— 

Mar.  27 

May  15. 

1929— 
Jan.   15 

,. 

Mar.  4 

^ 

Aug.  14 

. 

Aug.    8 

Aug.  25 

' 

Dec.    6 

Nov.  20 

1919— 
Mar  U 

1924— 
Feb.  19 

k. 

May    7 

May  15 

k 

Aug  23 

Aug.  25 

i' 

Oct.  12         

Oct.    8 

{<■ 

Dec  20 

Nov.  26                

I 

*  Measurement  from  Riverside  Water  Company, 
b  Measurement  from  United  States  Geological  Survey. 
0  Measurement  from  San  Bernardino  Water  Department. 
Meaiurementa  &om  W.  P.  Rowe,  except  aa  noted. 
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E-35h-F-28,  JAMES  LANE.     MAP  7 

Location  and  description— 40  feet  south  of  A  T.  &  S  F.  loop  tracks,  0  13  miles  west  of  Golden  Ave- 
nue. San  Bernardino. 
Reference  point — Hole  in  center  of  plug.  0,6  feet  belolv  ground. 
Elevation  of  reference  point— 1224.  from  Met.  W.  D.  topog.  by  D,  W,  R. 
Use — Not  used 

Diameter  of  casing — 12  inches 
Other  numbers  used— S.  B.  W.  D.  No.  56;  Location  No.  18835A. 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dbt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  wate 

surface,  feet 

1929- 
Nov.    6 

123  9 
126,1 

1930— 
Feb.    6 

123  5 

124  0 
122  6 
124  8 
127.8 
127,7 
125,9 

1931— 
Jan.     3 .- 

126,5 

Dec     9 

Mar.  10 

Mar.   6 

125  1 

May    4.. 

126,9 

July    8 

July     3 

130,1 

u; 
m 

«. 

Sept.   5 -- 

Sept.   3... 

132  4 

Nov.  13 

Nov.  17 

134.0 

Dec.    9  

1932— 
Jan.     4 

ir 

132  3 

tun 

Measurements  from  San  Bernardino  Water  Department. 

* 

E-36-F-28,  CITY  OF  SAN  BERNARDINO— PERRIS  HILL  NO.  2.     MAP  7 
Log  Available 

Location  and  description — 0.12  miles  south  of  Highland  Avenue,  0  32  miles  east  of  Waterman  Ave- 
nue, San  Bernardino. 

Reference  point — Bottom  of  I  beam,  at  ground. 

Elevation  of  reference  point — 115^?. 4,  from  levels  by  W.  P.  Rowe. 

Use — Munieipal. 

Depth  of  well— 433  feet. 

Diameter  of  casing — 14  inches. 

Other  numbers  used— VV.  P.  Rowe  No  33;  S.  B    \V.  D  No    31 ;  R    W.  Co.  No   2,  Sah  Bernardino; 
Location  No   18826. 

j 

»11 
III 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1915- 

AprU  3 

May  11 

39  2 
38  0 
400 
45.7 
43  0 

39.2 
29.8 

27.9 
32.1 

.■35,2 

43  0 
39,2 

37,9 
39.4 
47,2 
47,2 
44,9 

44  6 
41,3 
39,3 
47,4 

1921— 

Feb.  19 

April  22 

44  6 

47  4 
47.8 

49.9 
47,2 
44,0 

56  0 

61,0 

59  5 
59,0 
62,5 
64,0 
67,0 
71,5 
68,0 

1929— 

Jan.    14 

Mar.    4 

May    6 

.luly    8 - 

Oct.     1 

67,0 
65,0 

July  12 

Oct.  29 

June    3 

1922— 
Jan.   10 

Sept.25              

68,0 
74  0 

Dw   53 

77,5 

1916- 

Feb.    3 

Dec.  31 

1917— 

Mar.  is 

Nov.   4 

77,0 

1930— 
Jan.     1 

Feb.     1 

Dec.    4.._ 

1926— 
Feb.  10 

1927— 
Dec.  27 

77,5 
74  0 

April    3 - 

73.0 

May    1     

76.0 

June  29 

Aug.    1 

81.0 

Oct.     1 

81,5 

191g— 

1928— 

Jan.  30 

Mar.    1         

Dec.    8 

77,0 

Jan.     2 

1931— 

Feb.     1 

Mar.    1 

Sept.25     

Dec.    6 

76,0 

April  30 

75  0 

1919- 
Mar.  11 

June    4         

May    1 -. 

June    4 

July     1 

81,0 

July     2 

80  0 

May    7 

Oct.     4         

82,0 

July  28 

Dec.  10 

Sept.   4 

Oct.     1 -. 

1932— 
Jan.     6  

84,0 

Oct.    4 

86,0 

NoT.20 

1920- 
'     Feb.    7 

81.5 

■     Mar.  25 

May  13 

'     Nov.  16 

Measurementa  from 
30—93350 

W.  P.  Rowet 

oandinduliaisFsb.-ujry  1( 

,1926;  then,  fr 

on  3ia  Bernardino  Water 

Department. 
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E-36b-F-28,  MORTGAGE  &  LOAN  COMPANY  OF  SAN  BERNARDINO    (FORMERLY 
H.  N.  STONES).     MAP  7 

Location  and  description — 0  27  miles  south  of  MiKhlanJ  Avenue,  125  fcer  west  of  Waur  (  i 

San  [Bernardino.      10  feet  southwest  of  concrete  pump  house  foundation. 
Reference  point — lop  o{  easing,  at  ground,  to  and  including  November  1.  1^)20;  then,  i    , 

1.8  feet  above  ground. 
Elevation  of  reference  point — 1150.0.  to  and  including  November  1,  1920;  then,  11518;  from  levoB 

by  R.  W.  Co.  0 

Use — Not  used. 
Depth  of  well— 85  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used— S  B   W   D  No   33.  W  S   P  468.  No  %:  W.  S  P.  142,  No.  341,  San  Bcrnaii. 

dino;  State  Div.  B.  and  1.  No.  82,  San  Bernardino  Quad.,  Location  No.  18826B. 


Date 


1900— 
Oct.      . . . 

1904— 
Oct,      ... 

1906— 
Oct.      ... 

1907— 
Aug,  30... 

1912— 
Oct.  16-18 

1914— 
Oct.  26... 

1915— 
Mar.  ID... 
May  25... 
July  27... 
Sept.  22... 
Oct.  16... 
Nov.  26... 
Dec.  28... 

1916— 
Jan.  30... 
Mar.  17- -. 
June    8... 
Nov.  17... 


Dist.  II.  P. 

to  water 

surface,  feet 


54  0 
63  0 
70.5 
49.7 
40.3 
40.4 


37  3 
34  2 
37.5 
39.9 
40.6 
39.6 
38.7 


36.7 
30.2 
23.9 
26.4 


Date 


1917— 
May  17 
Nov.  23 

1918— 
.May    2 
Oct.  n 

1919— 
May  12 
Nov.    2 

1920— 
May  14 
Aug.  21 
Nov.    1 

1922— 
Oct.  24 

1923— 
Nov.  20 

1924— 
Nov.  20 

1925— 
Oct.  23 

1927— 
Dec.  27 


Dist.  R.  P. 

to  water 

surface,  feet 


24  6 
30  6 


28.1 
35  0 


34  8 
39  8 


34  9 
43  3 
43.0 


41.6 
44  0 
47.0 
51.7 
65  9 


Date 


1928— 

Feb,  2 

Mar,  1 
April  30 

June  4. 

Aug.  2. 

Oct.  4 

Dec.  S 

1929— 
Feb.  21 

May  4 
Aug.  14 
Nov.    6 

Dec.  9 

1930— 

Feb.  6 
April   3 

Juue  6 

Aug.  4 
Oct.   13 

1931— 

Jan.  4 

Feb.  5 
April  3 

May  4 

July  2 

Aug.  3 


Dist.  R.  K 

to  water 

surface,  f«4 


M.7 

SS.4 

60.7 
58,7 
63.7 
66. 1 
65.1 


70.) 
70.1 
70.1 


72  J 
7*  A 


Measurements  from  United  States  Geological  Survey  (Water  Supply  Paper  468)  to  and  including  November  1, 1930; 
then  from  Division  of  Water  Resources  to  and  including  0::tob2r  23,  1925;  then  from  San  Bernardino  Water  Departme^. 


E-37-F-28,  G.  F.  MECHAM.     MAP  7 

Location  and  description — 100  feet  south  of  16th  Street.  0.34  miles  cast  of  Waterman  Avenue,  Sin 

Bernardino.     Open  casing,  2  feet  southeast  of  pump  house. 
Reference  point — Top  of  3-inch  casing,  to  and  including  April  1  5,  1916;  then,  top  of  .f^-inch  stopcock 

in  center  of  7-inch  casing,  0.5  feet  below  ground. 
Elevation  of  reference  point — 1126.9,  to  and  including  .April  15,  1916;  then,  1129.4;  from  levels 

W.  P.  Rowc. 
Use — Not  used. 
Depth  of  well— 320  feet. 
Diameter  of  casing — 3  inches. 
Other  numbers  used— W.  P.  Rowe  No,  26;  S  B.  W.  D.  No  34;  State  Div.  E.  and  I,  No.  83,  San  B«h 

nardino  Quad.;  Location  No.  18827. 


* 


Date 


1888— 


1905— 
Jan.   11 
April  14 
Sept.  8 
Dee.  31 


Dist.  H.  P. 

to  water 

surface,  feet 


■-(-200 


■44  8 
•38.0 
"48.7 
MO.S 


Date 


1906— 
Jan.  15 
June  1 
Aug.  7 
Oct.  23 
Dec.  29 


Dist.  R.  P. 

to  water 

surface,  feet 


i>38  6 
''28.8 
t'42.5 
"44.7 
"31.0 


Date 


1907— 
Jan.  1 . 
April  3. 
July  22. 
Sept.  23 
Oct.  23. 
Dec.  31. 


Dist.  R. 
to  water 
surface,  M 

J. 


■>3a.t 

MS.O 
>>30.0 

»ig.8 
tir.o 
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Date 


Dist.  K.  P. 

to  water 

surface,  feet 


Dale 


Dist.  R.  P. 

to  water 

surface,  feet 


Date 


Dist.  R.  P. 

to  water 

surface,  feet 


1908- 

Jan.  3 
Mar.  9. 
June  18. 
Sept.  24. 
Oct.  24. 
Deo.  27 

1900— 
Jan.  3 
April  23. 
June  22. 
Aug.  5. 
Oct.  8. 
Nov.  IS. 

1910— 

Feb.  10 
April  28. 
June  11. 
Aug.  27. 
Oct.  5. 
Dec.  26 

1911— 
Feb.  3. 
April  4. 
June  1. 
Sept.  14. 
Oct.  3. 
Dec.  14. 

1912— 
Jan.  23. 

April  9. 

May  3. 

Aug.  7. 

Sept.  S. 

Dec.  1. 

1913— 

Jan.  23 
Mar.  5 
May  14 
Sept.  23 
Dec.  20 

1914— 
Jan.  22 
Mar.  24 
May  13 
Aug.  6 
Oct.  2 
Dec.    4. 

1915— 
Feb.  24 
Mar.  8 
June  27 
Aug.  17, 
Oct.  19. 
Dec.  23 


'■17.0 
i'I2  9 
i'35  3 
'•37  0 
i'28  6 
i'28,5 


'■27.3 
b  8  1 
''28  9 
tSl  9 
l>25.5 
1>19.2 


l-S  0 
'18.9 
<28.2 
«32.0 
b32,l 

bieo 


i'9.4 
'1.3 
<-7.7 
«28,9 
'18.7 
'12  3 


'10  2 
'5.8 
'4.5 
'29  2 
'28  0 
'19  0 


'12  8 
'8  1 
'27.0 
'33,5 
'15,9 


'13,2 
'8,5 
'4  3 
'27,5 
'27.1 
'14,6 


■16,3 
■14  0 
i>8,6 
>>26,9 
bl5  6 
1'7.8 


1916— 
Jan.     4 
Mar.  22 
Dec.  30 

1917— 
Feb.    3 
Mar.  25 
June  18 
Oct.     6 

1918— 
Feb.  7 
April  8 
Aug.  9. 
Oct.  11 
Dec.    7 

1919— 
Feb.  6 
April  5 
July  28 
Sept.  16 
Nov.  5, 
Dec.  28 

1920— 
Mar.  25 
May  13 
Sept.  23 
Nov.  16 

1921— 
Feb.  19 
Mar.  27 
June    3 
Oct.   13 

1922— 
Jan.  10 
April  23 
Julv  3 
Sept.  25 
Dec.    4 

1923— 
Jan.  8 
Mar.  8 
May  12 
Aug.  18 
Oct.  5 
Dec.    7 

1924— 
Feb.  15 
April  7 
Aug.  22 
Oct.  28 
Dec.  29 


I'S.O 
i>+5  3 
i'+l,8 


b+Sl 
l>+4.6 
tll.5 
i>22.7 


'0.7 

•2.7 

'26.2 

=10  9 

'5  0 


'3  6 
'4,0 
'■31.7 
>>32.9 
'•13  5 
>'10.7 


i>6.5 


i>30  3 
i>15,l 


tlO  6 
>>11,6 
I'lS  7 
''22  6 


l>16  0 
''5.8 
1-15.1 
i>28,5 
'■12  3 


'9,4 
'9.1 
'19.6 
'31,3 
'24.1 
'14.7 


'17  5 
'11,8 
'36.2 
''30  8 
'15.8 


1925— 
Jan.  24.. 
Mar.  6., 
July  24.. 
.Sept.  23.- 
Oct.  22.. 
Dec.  30.. 

1926— 
Jan.  4.. 
April  20.. 
July  16.. 
Oct.  2.. 
Dec.  13-. 

1927— 
Jan.  13.. 
Mar.  16.. 
May  7-- 
July  8  - 
Sept.  7-- 
Nov.  3-- 
Dec.    5-  - 

1928— 

Feb.  2.. 

Mar.  1.. 

April  3.. 

July  3.- 

Sept.  4.. 
Oct.  25.. 

Dec.  5.. 

1929— 
Jar.  15.. 
Feb.  21.. 
Mar.  27. . 
June  24.. 
Aug.  14.. 
Oct.  29.. 

1930— 

Feb.  6.. 

April  3.. 

June  6.. 

Aug.  4.. 
Oct.   13.. 

Dec.  9.. 

1931— 

Jan.  4.. 

Mar.  5.. 

May  5.. 
July  31.. 
Sept.   4.. 

Nov.  5.. 

1932— 
Jan.    4.. 


•15.6 
'25,6 
'39,0 
'39,2 
'22.5 
'20  3 


'■20  4 
«19  0 
'41.0 
'39  5 
'25.7 


'22,8 
•19.9 
'28  6 
'41,5 
'43  6 
'30.6 
'26.5 


'22.0 
'22.5 
'35,9 
'46,0 
«48.8 
'46.2 
•37.3 


'38  0 
'31.3 
'37  2 
'44,5 
'50  2 
'52.1 


'38.7 
'39.0 
'52,6 
'56.8 
'52.5 
«45.3 


'45.5 
'40  2 

•49,2 
'51.9 
'56.8 
'61.4 


■  Measurement  from  G.  F.  Mecham. 
b  Measurement  from  W.  P.  Rowe. 

•  Measurement  from  Water  Conservation  .Association. 
<■  Measurement  trom  Riverside  Water  Company. 

•  Measurement  from  San  Bernardino  Water  Department. 

•  Measurement  from  Division  Water  Resources. 
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E-38a-G-28,  MARTHA  A.  SPARKES.    MAP  7 

Location  and  description — 40  feet  south  of  Ninth  Street.  0,17  miles  cast  of  Waterman  Avenue. 

Bernardino.     20  feet  south  of  pump  house. 
Reference  point- — lop  of  casing.  1 , 5  feet  above  ground. 
Elevation  of  reference  point — 1064,3.  from  levels  by  W.  P.  Rowc. 
Use— Not  used. 
Depth  of  well— 200  feet. 
Diameter  of  casing — 3  inches. 
Other  numbers  used— S,  B.  W.  D.  No.  94;  W.  P.  Rowc  No.  36;  S.  B.  V.  C.  D.  No.  3;  Location  1 

18828  A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.R.n 

towalcrl 

surface,  faff 

1915— 
April  5 

•+9  2 

•+1.3  2 

1931— 
Feb.  20 

8  9 

7  9 

8  0 

13  5 

14  0 

1931— Cent. 
Sept.   2 

12.t 

Mar.    6 

Oct.    5 

ill 

1916— 

May    4 

July     2          

Nov.  16 

12.8 

April   6 

1932— 
Jan.     4 

104 

Aug.  24 

»  Measurement  from  W.  P.  Rowe. 
Measurements  from  San  Bernardino  Water  Department  except  as  noted. 


E-39-G-28,  CITY  OF  RIVERSIDE— WELL  "D".     MAP  7 

Log  Available 

Location  and  description — 1400  feet  east  of  Waterman  Avenue.  50  feet  south  of  Sixth  Street. 

Bernardino.     On  east  bank  of  Warm  Creek. 
Reference  point — Pressure  gage.  2.4  feet  below  ground. 
Elevation  of  reference  point — 1037.9,  from  levels  by  W.  P.  Rowe. 
Use — Municipal. 
Depth  of  well — 546  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used — R.  W.  Co.  No.  42A;  Location  No.  18829. 


1 

Sm 


Date 


1915— 
Mar.  1. 
April  20. 
June  27 
July  12 
Sept.  20 
Oct.  23 
Dec.  27 

1916— 
Jan.  13 
Feb.    2 
Mar.   7 

1918— 
Jan.  7 
Feb.  6 
April  6, 
June  12 
Dec.    5 

1919 

1920 

1921— 
Jan.  7. 
Feb.  16, 
April  8 
June  3. 
Nov.  3. 
Dec.  10. 


Dist.  R.  P. 

to  water 

surface,  feet 


+60.0 
+83.3 
+70.6 
+65.6 
+46,2 
+65,8 
+79.7 


+76  2 
+69  3 
+87.8 


+78  0 
+81  3 
+81  4 
+50,8 
Flowing 

Flowing 

flowing 


+64,0 
+69,7 
+51,3 
+58,4 
+54,9 
+58,0 


Date 


1922— 
Jan.  11 
Mar.  10 
April  7 
June  3 
Aug.  5 
Sept.  13 
Nov.  14 

1923— 
Jan.  8 
Mar.  8 
May  12 
July  7 
Oct.  5 
Nov.  8 
Dec.  10 

1924— 
Feb.    5 
Mar.   7 
April   7 
Dec.  29 

1925— 
Jan.  24 
April  13 
Sept.  23 
Oct.  22 
Dec.  30 

1926— 
Feb.  19 
Mar.  22 
April  20 


Dist.  R.  P. 

to  water 

surface,  feet 

+64,7 

+69-3 

+77,4 

+59  8 

+46  2 

+46  8 

+60,7 

+66  9 

+68,2 

+46.3 

+35  I 

+48  5 

+60  0 

+62  :i 

+55  4 

+58,9 

+66  3 

Flowing 

+49  7 

+60,0 

+25.4 

+53.2 

+55.4 

+61.9 

+44.1 

+60.1 

Date 


1927— 
Mar.  15 
April  13 
Nov.   3 
Dec.    3 

1928— 
Feb.  9 
April  7 
June  U, 
Oct.  10 
Dec.  14 

1929— 
Jan.  10 
Feb.  14 
Mar.  21 
July  16 
Dec.  12 

1930— 

Jan.  6 

Feb.  8 

April  2 

Oct.  3 

Dec.  6, 

1931— 
Jan.  20 
Mar.  16 
June  11 
Sept.  25 

1932— 
Jan.    4, 


Dist.  R.  P. 

to  water 

surface,  feat 


+63.J 
+64.7 
+53.S 
+64.1 


+62.1 
+3S.t 
+28.1 
+27.T 
+*tfi 

+4»jl 
+614 
+3tS 
+«»? 
+2»I 


+28.» 
+48.f 
+42.t 
+254 
+43.>« 


+46.0 
+43.0 

Flowill 
Flowim 

I 

+41.6 


Moasuremeota  from  Riverside  Water  Company  to  and  including  March  7,  1916;  then  from  Water  Conservation  Aao 


i 


m 

tin 
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E-39d-G-28,  CITY  OF  RIVERSIDE— WELL  "A".     MAP  7 
Log  Available 

Location  and  description — 300  feet  north  of  Third  Street.  200  feet  east  of  Waterman  Avenue.  San 

Bernardino.     On  south  side  of  Warm  Creek. 
Reference  point— Pressure  gage,  at  ground,  to  and  including  December  23,  1915;  then,  pressure  pipe, 

5.5  feet  above  ground. 
Elevation  of  reference  point— 10260,  to  and  including  December  23,  1915;  then,  1031.6;  from  levels 

by  City  of  Riverside. 
Use — -Municipal. 
Depthol  well— 913  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used— W.  P.  Rowe  No.  P-95;  R.  W.  Co.  No.  95;  Location  No.  18829D. 

1 

Date 

Dist.  E.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1915- 

Mar    2 

•+84.3 
•+86.5 
•+80. 5 
•+92.3 

•+92.3 

b+103.0 

+88.2 

Flowing 

+90.5 
+66.0 
+84.8 

+85.9 
+93.6 
+95.7 
+74.2 
+64.9 
+67.4 
+86.0 
+90.0 

+92.6 

+94.7 

Flowing 

1920— 
Feb.     7 

+87.5 
+93.9 
+50.8 

+84.9 

+88.2 

Flowing 

Flowing 

Flowing 

+78.5 
+84.9 

+79.6 
+66.9 
+77.3 

+78.5 
+69.3 
+78.5 

+71.6 
+83.1 
+64.6 
+70.4 
+72  7 

1928— 
Feb.    9 

+80.3 

April    8 

AprU   7.. 

June  11  

+60  0 

t 

July  12 

Nov.    4 

+48.5 

Deo.  27 

1921— 
Jan.     7 

Aug.  13 

Nov.  10     

+41.6 

1M6- 
J»n.  24        

+48.5 

1929— 

Jan.   10 

Feb.  14 

Feb.  16 

April  15 

Dec.  10 

+64.8 

July  18          

1922 

+68  4 

Dec.  23 

May  21 

July  16 

Aug.  22 

Dec.  12 

1930— 

Jan.     6 

Feb.    8 

+43.8 

1D17— 

June    5          - 

1923 

+16.2 
+41.6 

Sw 

1924— 
Nov.  14 

+46.0 

Oct.    5 

Dec.  10 

1918- 
Jan.    7 

Dec.  29 

+50.8 

1925— 
Jan.  24 

Nov.21 

+67.0 

May  12     

+66  5 

Mar.   2          .  . 

Dec.    6 

1931— 

Jan.  20 

Feb.  20 

+53.5 

April   6 

June  12 

Dec.  30 

= 

July    6 

1926— 
Feb.  19 

+56  0 

Dill 

Sept.  10    . 

+57  0 

Oct.  11 

Ida 

Dec.    5 

Mar  22 

Sept.   4 

1932— 
Jan.     4 

+15  0 

1919— 
Jan.     3... 

April  20 

1927— 
Jan.  13 

April  13 

+49.7 

fl 

Mar.   5.... 

Dec.  15 

May    7  

Nov.    3 

Dec.    5     

-1 

:l 

-1 

* 

» 

it 

•  Measurement  from 

b  Measurement  from 

Measurements  froH 

Riverside  Wa 
W.  P.  Rowe. 
Water^Conse 

er  Company. 

vation  Association  except 

as  noted. 
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DIVISION    OP    WATER    RESOURCES 


E-40C-F-28,  E.  I.  STILES.     MAP  7 

Location  and  description — 0.13  miles  east  on  Pacific  Street  from  offset  at  end  of  Gilbert  Street.  0.1 
miles  north  of  Pacific  Street  near  base  of  Perris  Hill,  northeast  of  San  Bernardino. 

Reference  point — Top  of  casing,  at  RrounJ. 

Elevation  of  reference  point — 1126.3.  from  W.  S.  P.  No.  468. 

Use — Abandoned . 

Depth  of  well— 48  feet. 

Diameter  of  casing — 7  inches. 

Other  numbers  used— W.  S.  P.  468.  No.  98;  W.  S.  P.  142,  No.  3188.  San  Bernardino,  Location  No> 
18836C.  M 


Date 

Dist.  R.  P. 

to  water 

surracc,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

T 

Dist.  R.  P.* 

to  water  i 

surface,  feat: 

1900— 

39,0 

50  0 

48  5 

35.8 

32  7 

30.2 

25.2 
23.9 
30  2 
29.5 

1916— 
Mar.  17 

20  3 
17.8 
17  8 

24  6 
30  6 

19  1 

26.6 

25,2 
29.6 

25  0 
32.6 
32.0 

27  6 
34  2 
36.6 

1922- 
May  27 

34.4' 

Aug.  27 

29.^. 

1904— 
Oct. 

Nov.  17 

ion- 
May  17 

1923- 

Aug.  25 -. 

Nov.20 

• 

3Lr 

Oct. 

Nov.  23 

1924- 
Feb.  19 

1907— 
Aug  30 

1918— 
May    2 

Oct.   10 - 

29.1 

Aug.  25 

37  S 

Nov.  26 

1925— 
May  12 

34.1 

1912— 
Oct.  16-18 

1919- 
May  12        

34.4 

Nov.   2 

Aug.  31. 

41.6 

Oct    26 

1920- 
May  14  

Oct.  23 

39.2' 

1926— 
May  18 

April  13 

.\ug.  24- 

Nov.    1 

3J.O 

May  25 

Oct.  15 - 

42.S 

Oct.  16 

1921— 
Feb.  23 

1927— 

Nov.    3 

37.7 

June  13 

Oct.     7 

iSE 

Measurements  from  United  States  Geological  Survey  (Water  Supply  Paper  468  and  unpublished  records). 
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E-41-F-28,  SAN  BERNARDINO  BUILDING  &  LOAN  ASSOCIATION.   (FORN'IERLY  BARTON 

RANCH).     MAP  7 

Location  and  description — 200  feet  north  of  Base  Line  Avenue.  0.23  miles  west  of  Stiles  Street.  San 

Bernardino.     1  50  feet  cast  of  East  Twin  Creek. 
Reference  point — Top  of  casing,  at  ground. 

Elevation  of  reference  point — 1094.0.  from  levels  by  Riverside  Water  Co. 
Use — Domcsi  ic. 
Depth  of  well~30  feet. 
Diameter  of  casing — 5  inches. 
Other  numbers  used — Water  Conservation  Association  "Barton  Well"';  Location  No.  18837A. 


Date 


WIO- 

April  28. 
June  IL 
Aug.  27. 
Sept.  28. 

1911— 
April  4. 

May  2. 

July  8. 

Aug.  8. 

Oct.  3. 
Dec.  14. 

1912— 
,'  Jan.  23. 

May  3. 

July  6. 

Sept.  5. 

Nov.  9. 

Dec.  I. 

1913— 
April   8. 
Sept.  23. 
Dec.  20. 

1914— 

Feb.  24. 
June  3. 
Oct.  5. 
Dec.    4. 

1915— 

Mar.  2. 
June  2. 
Sept.  10. 
Nov.   4. 

1916— 
Jan.  12 
Feb.  4. 
May  5. 
July  17 
Sept.  12 
Dec.  23 

1917— 
Mar.  2. 
June  5. 
Aug.  2. 
Oct.  4. 
Dec.  12 


Dist.  R.  P. 

to  water 

surface,  feet 


15  0 
15.6 
17  2 
17.5 


14.0 
13.4 
14.2 
15.4 
15  1 
14  1 


13.7 
12.5 
13  7 
15.6 
10  5 
15.2 


13  2 
23.0 
10  2 


13.3 
12.2 
14  5 
13.3 


11.3 
11  0 
13.4 
13.8 


12.2 
8.2 
8.0 
7  2 
8.7 
7.5 


6.2 
7.0 
9.4 
10.7 
9.3 


Date 


1918— 

Jan.  7. 

April  8. 

.luly  5. 

Sept.  9. 

Nov.  8. 

1919— 
Jan.  4. 
.^pril  5. 
June  12. 
Sept.  26. 
Dec.  12. 

1920— 

Feb.  6. 

April  9. 

June  4. 

Aug.  8. 

Oct.  5. 

Dec.  8. 

1921— 
Feb.  16. 
April  9. 
June  3. 
Sept.  9. 
Dec.  10. 

1922— 
.Ian.  11. 
Mar.  10. 
May  10. 
July  12. 
Sept.  13. 
Dec.    5. 

1923— 
Mar.  8. 
May  12. 
July  7. 
Sept.  17. 
Dec.    7. 

1924— 
Feb.  15 
April  7 
July  11 
Sept.  12 
Dec.  29 


Dist.  R.  P. 

to  water 

surface,  feet 


9  2 
7.3 

10  0 
12  0 

11  0 


10  1 
9  3 

11  3 
14.9 
12.9 


12.2 
10.7 
11  1 
14,2 
15.6 
15.4 


12  7 
12.5 

13  8 
17  4 
16.8 


14  2 
12  3 
11.0 
12.2 
14.1 
13.2 


11  6 
12.8 
14.2 
16  0 
14.3 


13.0 
13.0 
15.9 

17.7 
15.8 


Date 


1925— 
Mar.  6. 
May  25. 
July  24. 
Sept.  23. 
Deo.  30. 

1926— 
Feb.  18. 
Mar.  22. 
April  20. 
Aug.  14. 
Nov.  8. 
Deo.  13. 

1927— 
Jan.  13. 
April  13. 
Aug.  3. 
Nov.  3. 
Dec.    5. 

1928— 
Mar.   3. 
May    8. 
Aug.  13. 
Nov.  10. 

1929— 
Jan.  10 
Mar.  21 
June  18. 
Sept.  16. 
Nov.  7. 
Dec.  12 

1930— 
Jan.  6 
Mar.  13. 
May  12 
Aug.  2. 
Dec.    6. 

1931— 
Feb.  20 
Mar.  18 
May  12. 
Nov.  25 

1932— 
Jan.     4. 


Dist.  R.  P. 

to  water 

surface,  feet 


15.1 
15.7 
18.0 
19.9 
18.0 


17.7 
19.7 
16  8 
19.8 
21  0 
20.5 


23.0 
17.6 
20.3 
21.6 
22.0 


19.0 
20.3 
23.2 
24.7 


23.7 
23.1 
25.4 
28.0 

27.4 
28.5 


31.7 
27.7 
26.5 
30.8 
Dry 


28.9 
28.8 
Dry 
Dry 


Dry 


Measiu'cments  from  Water  Conservation  Association. 
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DIVISION   OF   WATEU    RESOURCES 


E-41d-F-28,  SAN  BERNARDINO  COUNTY  HOSPITAL  FARM  (FORMERLY  ALBERT  HART), 

MAP  7 


II 


Location  and  description — 300  feet  north  of  Gilbert  Street,  300  feet  west  of  Pacific  Street  (jog 

Gilbert  Street),  northeast  of  San  Bernardino. 
Reference  point — At  ground,  to  and  including  October  16-18.  1912;  then,  top  of  casing,  1.4  feet  above 

ground. 
Elevation  of  reference  point — 1118,6.  to  and  including  October  16-18.  1912;  then.  1120;  from  Met. 

W.  D.  topog.  by  D.  W.  R. 
Use — Abandoned . 
Depth  of  well— 44  feet. 
Diameter  of  casing — ^10  inches 
Other  numbers  used— W.  S.  P.  468.  No.  97;  W.  S.  P.  142.  No.  319.  San  Bernardino;  Location  No. 

18837D.  m 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dut.R.pJ 

towitet  I 

surfaM,  taP 

1900— 
Oct. 

34  0 

480 

30  2 

3B4 

23  4 
28  6 

17  4 

18  S 

1917— 
May  18 

16  9 
21.9 

22  8 
26.2 

28  3 

28  2 

23  6 
31.7 
31  2 

27.1 

29  9 
33  4 

•35 

1922— 
Mar.  27 

25  8 

Nov.  23 

May  27      

23  8 

1904— 

1918— 
May    2     

Oct.  25 

29  7 

Oct 

1923— 
Mar.  19    

1912 — 

Oct.   10 

25.3 

Oct.  16-18 

1919- 
May  12 

May  21 

27.1 

Aug.  25 

33.9 

1914— 

Nov.  20 

31  3 

Oct.  26 

Nov.    2 

1924— 
Feb.  19        

1915 — 

1920— 
May  14 

t 

n.e. 

May  25 

Aug.  25 

441 

Nov.   2 

Aug.  24 

1925— 
May  12 

t 

Nov.    1 

f 

1916 — 

1921— 
Feb.  23 

33.1' 

Aug.  31 

>34 

Nov.  17.. 

Oct.  23 

•34   , 

May  16     

c 

July  13 

1 

Oct.     7 

\ 

•  ObetructioD. 
Measurements  from  United  States  Geological  Survey  (Water  Supply  Paper  463  and  unpuUisbed  records). 
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SOUTH    COASTAL   BASIN    INVESTIGATION 

E-42-G-28,  CITY  OF  SAN  BERNARDINO— ANTIL  WELL  NO.  3.     MAP  7 
Log  Available 
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Location  and  description — 0.65  miles  east  of  Waterman  Avenue  and  400  feet  north  of  Ralhbun  Street, 

San  Bernardino. 
Reference  point — '4-ineh  cock,  3.0  feet  above  ground. 
Elevation  of  reference  point — 1055  4.  from  levels  by  W.  P.  Rowe. 
Use — Municipal. 
Depthof  well— 581  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— W.  P.  Rowe  No.  89a;  S.  B.  \V.  D.  No.  2;  State  Div.  E.  and  1.  No.  92.  San 

Bernardino  Quad.;  Location  No.  18838. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1916— 
April    1--- 

+69.7 
+60.4 
+64.4 
+67.1 

+72.0 
+58.5 
+29.8 

+48.5 
+48.5 

+54.3 
+64.7 
+56,6 
+13.9 
+17.3 
+49 

1921— 
Mar.   2.. 

+53 
+16 
+26    . 
+48 
+  11 
+25 

+50 
+60 

+45 
+54 

+  15 

+29 

+46.1 

+48.4 
+48.4 
+6.9 
+6.9 

1929— 
Jaa.   14 

+27.7 

Oct.    4.. 

April  22... 

Mar.  16 

+23  0 

Nov     3 

May    4 

April  12 

Nov.    1 

+28  2 

Dec.  30 

June    2 

July    2 

Nov.  14 

1922— 

Jan.    11 

Mar.  20 

+4  6 

Dec.    1 

+4  6 

1917- 
Mar.  25 

1930— 
Jan.     1 

+16  1 

Sept.  25 

April    1 

May    1 

+34  6 

+23  1 

1919- 
M>y    6 

July    2 

Dec.    4 

1924— 
Oct.  28 

1926— 
Feb.  10 

1927— 
Dec.  27.. 

1928— 

Feb.    3 

Mar.    1 

April  29 

June    1 

Aug.    1 

Dec.    1 

1931— 

Jan.     1 

Mar.    1 

April    1 

May    1 

+9.2 
0  0 

Out.  13 

0  0 

1920- 
Feb.    7 

+20.7 

Mar.  27 

+27  7 

May  11 

+4  6 

July  16 

+13.8 

Sept.  23 - 

Nov.  16- 

Sept.   1 

Oct.     1 

+4.6 
+0.5 

June    2 

Measurements  from  W.  P.  Rowe  to  and[_iiicluding  February  10,  1926;  Uen,  hiiz  fin  EciiEidiio  Water  Eerart- 
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DIVISION    OP    WATER    RESOURCES 


E-43-G-28,  AL  RAY  (FORMERLY  WATERMAN  RANCH).     MAP  7 
Log  Available 

Location  and  description — 0.31   miles  west  of  Tippecanoi:  Street.   50  feet  south  of  CarJilT  Stre€ 

San  Bernardino. 
Reference  point — ^-inch  cock.  1.9  feet  above  ground. 
Elevation  of  reference  point — 1053.1.  from  levels  by  W.  P.  Rowe. 
Use — Irrigation. 
Depth  of  well— 1 125  feet. 

Diameter  of  casing — 10  inches.  _ 

Other  numbers  used— W.  P.  Rowe  No  203B;  S  B  W.  D.  No.  101 ;  R.  \V.  Co.  No.  203B:  State  Div. 

E.  and  1-  No.  95;  San  Bernardino  Quad.:  Location  No.  18839. 


Date 


1915— 
May  10, 
July  12 
Aug.  17. 
Oct.  IB. 
Dec.  23. 

1916— 
Feb.    4 
Mar.  10 
Oct.    4 
Dec.  30 

1917— 
Mar.  25 
,)une  29. 

1918— 
Aug.    1. 
Sept.  25. 
Deo.    4 

1919— 
Mar.  12. 
May    0. 
July    3 


Dist.  R.  P. 

to  water 

surface,  feet 


+74.1 

"+59.0 

+41  1 

+56  3 

+72  7 


+71.4 
+83,7 
+73  6 
+80,7 


+84  9 
+48.7 


+39.2 
+49.1 
+69.3 


+31.0 
+28  0 
+  16.0 


Date 


1919— Cont, 
Aug.  23., 
Oct.   II. 

.   Dec.  29. 

1920— 
Feb.  7. 
Mar.  27. 
June  11-, 
■Tuly  16., 
Sept.  19., 
Nov.  21. 

1921— 
Mar.  26. 
June    2.. 
July    3. 
Nov.  15. 

1922— 
Jan.   16. 
Mar.  20.. 
Sept.  24., 
Dec.    4. 


Dist.  R.  P. 

to  water 

surface,  feet 


+15  0 

+29,0 
+72,7 


+74.0 

+82 

+48.5 

+41,6 

+55  4 

+69.3 


+75 
+71 
+49 
+58 


+78 
+84 
+60 
+60 


Date 


1924— 
Oct.  28 

1926— 
Feb.  10 
Oct.     9 

1927— 
Dec.  29 

l'.l3I— 
Mar.  10. 
April  1, 
May  4. 
June  3 
Aug.  3. 
Sept.  2, 
Oct.  5. 
Nov.  10 

1932— 
Jan.     4, 


Dist.  R.  P. 

to  water 

surface,  feci  J 


+54 


+57 
+31 


'■+76 


'+41.5 

•+28  8 
'+39.3 
=+27.7 
•+18. 4 
•+23.1 
•+18  4 
•+29-9 


•+42  5 


I 


'  Measurements  from  Riverside  Water  Company. 
*>  Measurements  from  Division  of  Water  Resources. 
<=  Measurements  from  San  Bernardino  Water  Department. 
Measurements  from  W.  P.  Rowe  except  as  noted. 


E-44-F-28.  O.  R.  FAIRBROTHER.     MAP  7 

Location  and  description — 50  feet  south  of  Date  Street.  0.1  5  miles  west  of  Del  Rosa  Avenue,  cast  ofl 

San  Bernardino. 
Reference  point — Hole  in  west  side  of  pump  base,  to  and  including  Jul v   3,  1^31 ;  then,  top  of  concn 

block.  0  4  feet  above  o!d  R.  P. 
Elevation  of  reference  point — 1200  to  and  including  July   3.    1931;  then,   1200.4;  from  Met,  W.  D*^ 

topog.  by  D.  W.  R. 
Use — Not  used. 
Depth  of  well— 203  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— S.  B.  W,  D.  No.  51 ;  Location  No.  18845. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

out.  R.  P. 

to  water 

surface,  feet 

Date 

Di.4.  R.  P. 

to  water 

surface,  feet 

1929— 
Nov.    6 

93  I 
96  0 

93  8 
92  6 

94  0 
96,1 

101   1 

1930— Cont. 

Aug.    4 

Sept.  5 

Nov.  13 

1931— 

103  1 
102  0 
95.8 

94  9 
94  3 
98  9 
99.8 

1931-Conl. 
May    4 

94  8 

Dec.    9 

97.2 

July    3 

99.4 

1930— 

Sept.  3     

100.9 

Jan.     4 

Oct.     7 

102.0 

Mar.    9 

Nov.  17  .      .     - 

101.9 

May    6 

Feb.  11 

1932— 
Jan.     4 

Mar.   6 

April   2              .     .. 

July    8 

100.0 

MeasuTcmente  from  San  Bernardino  Water  Departincnt. 


I 
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E-45-F-28,  GEORGE  M.  COOLEY.     MAP  7 

Location  and  description — 0.36  miles  south  of  Mighland  Avenue.  650  feet  west  of  Del  Rosa  Avenue. 
50  feet  west 'of  Del  Rosa  Avenue  produced  south,  east  of  San  Bernardino. 

Reference  point — Top  of  blocks  over  casing.  1.3  feet  above  ground,  to  and  including  October  23,  1925; 
then,  top  of  casing,  at  ground. 

Elevation  of  reference  point — 1147.8,  to  and  including  October  23,  1025;  then,  1147.4:  from  levels  by 
W.  P   Rovic. 

Use — Not  used. 

Depth  of  well — 66  feet 

Diameter  of  casing — 7  inches 

Other  numbers  used— S  B.  \V.  D  No.  22;  R.  W.  Co.  No  P-182A;  W.  P.  Rowe  No.  18ZA;  W.  S.  P.- 
142,  No  3U\  San  Bernardino:  W.  S.  P.  468.  No.  100;  State  Div.  E.  and  I.  No.  126,  San  Bernar- 
dino Quad  :  Location  No.  18846. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1900— 
Oct. 

"42.0 

«60.0 

"61.0 

«40  2 

■'42.0 

«31.2 
t37.6 

'■33.3 
"33.3 

-32.7 

1918— 

•32.0 
»34.6 

•34.2 
•38.6 

"36.6 
•39.8 

=39.5 

=36. 8 

«40.9 

'45  3 

=47.0 

1928— 
Feb.    2 

«47.0 

Oct.  10 

1919— 
May  12 

47.8 

1904 — 

Juno    2 

48.8 

Oct. 

July    3 

50.7 

Sept.   4 

51  5 

1906— 

Nov.   2 

Dec.    5 

52.4 

Oct. 

1920— 
May  14 

1929— 
Jan.  14 

1912 — 

56  4 

Oct.  16-18 

Nov.   1.... 

1922— 
Oct.  24.... 

1923— 
Nov.20 

1924— 
Nov. 26.... 

1925— 
Oct.  23 

1927— 
Dec.  19 

Mar.27 

52.7 

June  24 

54  7 

1914— 

Sept.28 

58  5 

Oct.  26 

Dec.    9 

58.9 

1915— 

May  12 __ 

Dec,  23 

1930— 

Jan.     4 

Mar.   9 

59  6 
56.9 

May    6 

56.9 

1916— 

July    8 

59.2 

Mar.   9 

Oct.  11 ... 

62  2 

Nov.  17 - 

Nov.  13 

62.4 

Dec.    9 

60.4 

1917— 
Nov.23 

1931— 
Jan.     5 

60  4 

Mar.    6 .. 

61.2 

April  2 

62.4 

60.9 

"  Measurement  from  United  States  Geological  Survey  (Water  Supply  Paper  468). 
•*  Measurement  from  W.  P.  Rowe. 
"  Measurement  from  Division  of  Water  Resources. 
Measurements  from  San  Bernardino  Water  Department  except  as  noted. 


E-45e-F-29,  LOUIS  E.  JOHNSON  (FORMEEU.Y  SEE  ESTATE).     MAP  7 

Location  and  description — 30  feet  south  of  Highland  Avenue.  0.16  miles  east  of  Sterling  Avenue. 

east  of  San  Bernardino. 
Reference  point — Top  ol  concrete  pit.  at  ground. 

Elevation  of  reference  point — 1181,  from  Met.  W.  D.  topog.  by  D.  W.  R. 
Use — Irrigation 
Other  numbers  used— S.  B.  W.  D.  No.  21 ;  Location  No.  18856.  • 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1927— 
Dec.  19 

79.8 

79.9 
76,7 
83.8 
97.2 
99.2 
87.0 

1929— 
Jan.   14 

88  9 
89.7 
89.2 
93.1 
99  8 

100  3 

101  7 

1930— 
Feb.    6 

100.8 

Feb.  21 

April   4 

101  6 

1928— 

Mar.27 

102.6 

Feb.    1 

May    4 

1931— 

Jan.     5 

Mar.    6 

April    2               ... 

Mar.    1 

Sept.28 

Nov.    2 

Dec.    7 

99  6 

Sept.   4 

102  0 

Oct.     4 

103.9 

Dec.    4 

Sept.   3 

109  0 

Sept.   7     - 

110.7 

Nov.  17 

110  2 

Measurements  from  San  Bernardino  Water  Department. 
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DIVISION    OF    WATER   RESOURCES 


E-46-G-28,  A.  H.  BESSANT.     MAP  7 


Location  and  description — 100  ftct  south  of  Base  Line  Avenue,  0.25  miles  east  of  Stiles  Street.  < 

of  San  Bernardino.     Hand  pum^. 
Reference  point — i'op  of  casinR.  1  foot  above  ground. 
Elevation  of  reference  point — 1085.2.  from  levels  by  Howard  Way. 
Depth  of  well— 60  feet. 
Diameter  of  casing— 8  inches 
Other  numbers  used— S.  B.  W.  D.  No.  54;  S.  B.  V.  C  D.  No.  19;  Location  No.  18847. 


Date 

Dist.  R.  P. 

to  water 

sarface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Nov.   5 

12  0 
12.3 

10  9 
10  9 

12  4 

13  3 
13  (i 

1931— 

13  2 

12  5 

13  5 
1G.2 
15  3 
15  5 
15.7 

1932— 

14  9 

Dec.    9    

Mar.    5 

May    4 

1930— 

July    2 

Feb.    7.. 

Aug.    3 

Oct.     4 

April   3 

Nov.  16 

Sept.   5     

Nov.  13 

Measurements  from  San  Bernardino  Water  Department. 


I 


E-46d-F-28,  L.  J.  CONLEY.     MAP  7 


Location  and  description — 0  05  miles  north  of  Pacific  Avenue  (produced).  100  feet  west  of  Sterling 

Street,  cast  of  San  Bernardino. 
Reference  point — Copper  tack  in  wooden  clamp.  0.5  feet  above  ground,  to  and  including  February  2, 

1928;  then,  top  of  casing,  0.3  feet  above  ground. 
Elevation  of  reference  point — 1145.4,  to  and  including  February  2,  1928;  then,  1145.2,  from  leveU; 

by  W.  P.  Rowe. 
Use — Not  used. 
Depth  of  well— 50  feet. 
Diameter  of  casing — 5  inches. 
Other  numbers  used— W  P  Rowe  No.  227;  State  Div.  E.  and  I.  No.  132,  Rcdlands  Quad. ;  R.  W.  Co. 

No.  332.'\;  S.  B.  \V.  D.  No.  20;  Location  No.  18857. 


I- 

1 


Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1915— 

Feb     8 

•27  0 
"25  2 
"24.9 
"25  5 
■•25.8 
'■25.2 

1>25.0 
l>21.9 
'■21.3 

1928— 
Feb.    2 

33.1 
32.0 
34.7 

37  4 

38  6 
40.1 

42.2 
47.0 

19.30— 
Dec.    9 

49.0  t 

April    7 

April  30 

1931— 
Jan.     5 

1 

Julv  17 

June    2 

1 

Sept.  14 

Oct    18 

Aug.    2 

Oct.     4 

48.(1 

Mar.    5 

49.0* 

Dec.    5 -- 

1929— 
Mav    4 

May    4 

49.8 

June    4              

49.9, 

July    3 

50    Dry 

Mar.  27 

June  24 

April  22 

»  Measurement  from  Riverside  Water  Company. 
^  Measurement  from  W.  P.  Rowe. 
Measurements  from  San  Bernardino  Water  Department  except  as  noted. 


SOUTH    COASTAL   BASIN   INVESTIGATION 
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E-46e-F-29,  TOM  SHAY.     MAP  7 

Location  and  description — 20  feet  north  of  Base  Line  Avenue,  0.2  miles  east  of  Sterling  Street,  cast 

of  San  tiernarjino. 
Reference  point  — ''2-incli  plug,  at  ground. 

Elevation  of  reference  point  —  1 1 1  5.6.  from  levels  by  Howard  Way. 
Use — [>)mcslic. 
Depth  of  well— 500  feet. 
Other  numbers  used — W.  P.  Rowe  No.  73;  State  Div.  E.  and  I.  No.  104.  Redlands  Quad.;  S.  B.  V. 

C.  D.  No,  16;  S.  B.  W.  D.  No.  91 ;  Location  No.  18857A. 


Date 

Dist.  R,  P, 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dbt,  R,  P. 

to  water 

surface,  feet 

1915- 

April   8 

•+20. 8 
•+23,1 
•+19. 6 

•+36  4 

1927— 
Dec.  19 

5,8 

10  5 
15  3 
16.1 

1931— Cont. 
July    2 

17.9 

May  24 

1931— 
Jan.     7 --. 

Sept.   2 

19.8 

Dec    10 

Nov.  16 

19  7 

1932— 
Jan.     4 - 

1915— 

Mar,    5 

April    1 

May    4 

18  9 

»  Measurement  from  W.  P.  Rowe. 
Measureme.  ts  from  SaD  Bernardino  Water  Department  except  as  noted. 


C-47d-G-28,  W.  H.  POOLE.     MAP  7 

Location  and  description — 125  feet  north  of  Sixth  Street,  0.17  miles  east  of  Stiles  Street,  east  of  San 

Bernardino, 
Reference  point — Top  of  clamp,  1.7  feet  above  ground,  to  and  including  April  15,  1916;  then,  top  of 

curb,  at  ground. 
Elevation  of  reference  point — 1073.7,  to  and  including  April  15,  1916;  then,  1072.0;  from  levels  by 

W.  P.  Rov:e. 
Use — Domestic. 
Depth  of  well — 20  feet 
Diameter  of  casing — 6  inches. 
Other  numbers  used— W.  P.  Rowe  No.  P-3 1 7 ;  S.  B.  W.  D.  No.  73 ;  S.  B.  V.  C.  D.  No.  6 ;  Location  No . 

18848D. 


-■ 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R,  P. 

to  water 

surface,  feet 

1915- 
June  22 

•4  3 
•5.1 
•4.9 
■4.0 

•6  7 
■2.7 
•3.3 

1930— 
Feb.    7 

9  0 
8  3 
10.4 
11.4 

11.5 
11.1 
11.5 

1931— Cont. 
Aug.  31- 

til. 8 

Aug   17 

July     7 

Sept.   6 

Sept.  22 --- 

t'12.5 

Oct.  19 

Nov.  16 

13.3 

Dec.  23 

Nov.  13 

1932— 
Jan.     4 

1931— 
Jan.     5                 

13.1 

Jan.  14 

Mar.  22 

Mar.   5 

April  15 

June    4              -  . 

»  Measurement  from  W.  P.  Rowe. 

^  Measurement  from  San  Bernardino  Valley  Conservancy  Distiict- 
Measurements  from  San  Bernardino  Water  Department  except  as  roted. 
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DIVISION    OP    WATER    RESOUUCES 


E-47e-G-28,  MRS.  J.  B.  BLEDSOE.     MAP  7 

Location  and  description— 75  feet  north  of  Sixth  Street.  0  08  miles  west  of  Sterling,  east  of  San  Ber-"^ 

nardlno. 
Reference  point — Top  of  casinR.  0.6  feet  above  ground. 
Elevation  of  reference  point — 1 101 .2.  from  levels  by  W.  P.  Rowe. 
Use — IDomcst  ic . 
Depth  of  well— 40  feci 
Diameter  of  casing — 7  inches. 
Other  numbers  used-  W.  P.  Rowe  No   325.  R.  W.  Co.  No   316R;  S.  B.  W.  D.  No  3.  Location  .\ 

18858. 


Date 

Di.4.  R.  V. 

to  water 

surface,  feet 

Dale 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1912— 
April   6 

5  8 

5  7 
fi  0 
8  0 
7  9 

7  9 

6  7 

8  8 
7,3 

10  3 
95 
104 

9  2 

5  5 
4  9 

6  8 
6,6 
7,0 
7.3 

6  9 
M  3 
"5  0 
"4  7 
"6,3 
•6,6 

6.1 

4  9 
3.3 
4.5 
4.7 

■6  9 
5,0 
4,7 

4,6 

3  9 
4,7 

5  2 

6  0 
7,5 
5  8 

5,6 

4  9 
5,7 

1918— Cont. 
July     5       

5  7 

6  5 
6  8 

5  9 

6  4 
5  2 

4  5 

5  9 

7  4 

6  4 
6,9 

6  9 
5-2 
4  6 
4  9 
63 
6  8 

6  6 

68 

4  0 

5  2 

5  8 

7  1 

8  1 

4  3 

3  4 

4  5 

4  6 

6  0 
6  6 

5  0 
4  5 

4  7 
4,9 
6.8 

6  4 
6  3 

6  0 

5  0 
7.1 
8  3 
78 

1925- 

Jan.  24 

April  15 

7« 

May    3 

Sept.   9 

73 

July     6 

Nov.  8     

July  25 

8.8 

Sept    5 

Dec.    7 

Sept. 23 

10  4 

Dec     1 

1919- 
Jan.     4         

Kov.21 

II  3 

Dec.  30 

11.2 

1913- 
Jan.  23 

1926— 
Feb.  18 

Mar.    5 

May    8     

113 

May  14 

July     7              ..  -. 

April  20 

8« 

Sept.  26 

83 

July   17 

Nov.   6 

Aug. 14 

11  5 

Dec.  12 

Dec.  13 

13.5 

Dec    20 

1920— 
Jan      8 

1927- 
Jan.   13 

1914— 
Jan    22 

13  2 

Mar.  13 

April  13 

8.8 

Mar  24 

Mav    7 

July     8 

9.1 

May  13 

Julv     7 

Oct.     3 

11.4 

July     7         

Sept.   4 - 

Nov.   3 

Dec.  19 

124 

Oct.     4 

■"lOl 

Oct.     5         

Dec.    8 

1928— 
Feb.     3            

Dec.    4 - 

1921— 

Jan.     7 

Mar.  14.     

Ml. 5 

April    2 

»I0.8 

June    2 

bll.7 

Feb    13 

May  13 

Aug.    2 

)>12.g 

July  13 

Oct.     4 

"■H.? 

May  17 

Sept.   9 

Dec.    4 

>>16.2 

Aug   25 

Dec.  18 

1929- 
Jan.   14 

Oct.   16              1 

1922— 
Jan.    II 

>>1«.8 

Mar.25 

•■17. 2 

1916 

Feb.     2 

May    2 

>>I60 

Jan    12 

April    7 

Aug.  14 

''I8.g 

Feb.    4 

June    3   

Sept.  13             -  .  - 

Nov.   6 

Mg.S 

Dec.    9 

1-20.5 

Nov.  4 

1930— 
Jan.     3 

Aug.  29... 

Sept.  12 

1923- 
Jan.     8   

i'21  7 

Dec   23 

Mar.    9 

i>21  2 

Mar.    8 

May  10 

i'22  1 

1917 

Aug.    5 

"21.5 

Jan    11 

July     6 

Oct.   11 

"22.8 

Mm.   2 

Dec.    9 

i'22.7 

Oct.     5 

1931— 
Jan.     5 

July   14 

Dec.    8 

Sept  14 

1924  - 
Feb.   15       

''225 

Oct.     4 

Mar.    4 

>'23.2 

Dec    10 

May    4 

i'23.9 

April    7 

July  31 

25  9 

1918 

Aug   22 

Sept.  4 

26  1 

Nov.  13 

Nov.   5.- 

276 

Mar.   5 

Dec.  29 

1932— 
Jan.     4 

May  14 

27.4 

"  Measurement  from  Hivcr.sidc  Water  Company. 
^  Measurement  from  8an  Bernardino  Water  Department. 
Measurements  from  Water  Conservation  Association  except  as  noted. 


SOUTH    COASTAL   BASIN    INVESTIGATION 


E-48-G-28,  MARY  C.  FREITAS.     MAP  7 
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Location  and  description — 100  feet  south  of  Third  Street.  0.46  miles  west  of  Sterling  Street,  east  of 

San  tiernardino.      3-fi.K)t  concrete  pit. 
Reference  point  —  roi-i  of  casing.  1 ,7  feet  above  ground. 
Elevation  of  reference  point— iOSlO.2.  from  levels  by  Howard  Way. 
Use — tXiniusiic. 
Depth  of  well— 50  feet. 
Diameter  of  casing — b  inehcs. 
Other  numbers  used~S.  B.  W.  D.  No.  102;  R.  W.  Co,  No.  31\\;  W,  P.  Rowe  No.  314;  Location 

No.  1884^. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.R.P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P 

to  water 

surface,  feet 

1912- 

April   0 

July    6 

Aug     7 

7  5 
9.7 

11  1 

10  8 
11.6 

9  6 
8.0 
10,2 

12  8 
14,7 
11.9 

11  2 

9  3 
6  6 
6.9 
8.9 
9,4 
9,1 
9.5 

8  6 
6,0 

6  5 
6.8 
8,4 

9  3 
8,7 

7  5 
5.7 
6  1 
6.9 
0.5 

6  5 
7.2 

7  4 
6  0 

5  8 

6  6 
7,9 
9  1 
8,7 
8.3 

7.7 
6.6 
7.3 
9.0 
9  5 
8.4 

1919— 
Jan.     4         

7.9 
7.2 
8.4 
9.2 
10  7 
10  0 
8.9 

8.8 
7.4 
5.9 

8  0 
9.8 
9.3 
9.2 

9  2 
7.8 
7  8 
9  5 

10  7 
10  3 
10.4 

7  2 

6  4 
7.2 
8.0 

9  0 
9.2 
8.2 

7  3 
6.9 
7.4 
9  2 
9.8 
9.7 
9.4 

8  1 
8  0 
9.0 

11.4 
10.0 

10  3 

9.4 
9.8 
13  0 
14.7 
13.4 
12  2 

1926— 
Feb.  18 

11.9 

Mar.  5 

Mar.  22              

12  1 

May    8             

April21 

9  7 

Oct    12 

July  10 

July  16          

9  7 

Dec     1 

Oct.     2 

15  2 

Nov.   6 

Dec.  12             

Nov.  10         

15  6 

1913 

Dec.  13 

14.0 

JsD.  23            

1920— 
Jan.     8 

1927— 
Jan.  13  - 

Mar.  5 - 

May  14 

12  8 

Mar.  13        

Mar.  15... --- 

8.9 

Sept  23 

May    7 

May    6     

11.0 

Oct.  14 

July     6         

11.4 

Dec  20 

Sept.   8 - 

Nov.   5 - 

Dec.    8 

Aug.    3     

13  4 

1914 — 

Oct.     3 

Dec.    5       -  -  

15.3 
13.1 

Jan.  22 

1921— 
Jan      8 

1928— 
Jan.     4 

Mor.24     

May  13 

11  5 

July    7 

Mar.  11 

Mar.    2 - 

10  1 

Aug    5 

June    2 

April   6                

12.9 

Oct.    2 

July  13 

June  11 

14.8 

Dec.    4 

Sept.   8         . 

Aug.  13 

17.8 

Nov.   3 

Oct.     8 

20.0 

1915 — 

Dec     8 

Nov.  10              

20,1 

Jan.    4 

1922— 
Feb.    2            - 

Dec.  14 -.- 

18,7 

Mar.  2        

1929— 
Jan.  10 

May    4 

July    6 

Mar.  10 

18.3 

Sept.  10 

Mar.  13 

17.2 

Oct     8 

July  12 

June    2 

20.8 

Dec.    8 

Aug.    2.. 

23.2 

Nov.   4 

Sept.   2     -- 

22.2 

1916 — 

Dec     5 

Nov.   6 

24.3 

Jan.  12 

1923- 
Jan.     8 

Dec.  12 - 

25.9 

Mar.  7 

1930— 
Jan.     4            

May    2 

July  17 

Mar    7 

25.7 

Sept.  13 

May  10 

Mar.  13 

21.3 

Nov  24 

July    6 

April   2          

20.6 

Dec.  20 

Sept.  17 

June  12 

23.0 

Oct      5 

Sept.   5          

26  0 

1917— 

Nov.   5 

27.3 

Jan.  11 

1924— 
Feb.  14 - 

Dec.    6          

26  0 

Mar.  2 

1031— 
Jan.   20 

April  3 -.- 

May    3 

April  7       

24  8 

July  14 

May  28 

Feb.  18 

23,6 

Sept.  14 

Aug.  25 

Mar.  16 - 

23.0 

Oct.    4 

Dec.  29 

April   9 

26.7 

Dec   10 

1925— 
Jan.  17 

June  11       _  -  

27.6 

July  31 - 

26.3 

1918— 

Sept.   4          

30.4 

Feb.    8 

Mar.    6 - 

Nov.   6 

32.9 

April  8 

April  13 

Dec.  22 

30.6 

June    8 

July  25  

Sept.  23 - 

Oct.  11 

Nov.  20 

Dec.    7 

Dec.  28 

Measurements  from  Water  ConserratioD  Association. 
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DIVISION   OP   WATER    RESOURCES 


E-49-F-29,  WEST  HIGHLAND  WATER  COMPANY.     MAP  7 
Log  Available 

Location  and  description— 20  feet  south  of  Highland  Avenue.  0.09  miles  west  of  Victoria  Avcnuc,J 
east  of  San  Bernardino.     In  corrugated  iron  pump  house. 

Reference  point — Bottom  of  pump  base  at  floor  and  1  foot  above  ground. 

Elevation  of  reference  point — I2fi8  2.  from  levels  hy  W   P.  Rowc. 

Use— Irrigation. 

Depth  of  well— 224  feet. 

Diameter  of  casing — 18  inches  _ 

Other  numbers  used— W.  P.  Rowc  No.  105,  6.  B   \V.  D.  No,  19;  State  Div.  E.  and  I.  No.  103.  Red- 
lands  Quad.;  Location  No   18876. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 
to  water     . 
surface,  (eat  i 

1915— 

•115  7 
•120  5 

'116,7 

132  8 

131  8 
129  3 
135  5 
141  7 

1929- 
Jan.    15 

141  6 

138  8 

139  4 

140  7 
155.1 

152  1 

153  0 
147  2 
147  4 
149  4 
160  0 
158  9 
153  4 

1931- 
Jan.     5 

152  0 

Dec.  14 

Feb.  21 

Feb.    9.... 

151  4 

Mar.  27 

Mar.    6          

152  1 

May    4     

May    5 

152  0 

Oct.     7 

163.1 

Dec.    9          ...  . 

Nov.  17 

160  7 

1927— 
Dec.  17          

1930— 
Jan.     4 

1932— 
Jan.     4  

157.1 

Mar.    9     

Feb.    2                 .  . 

May    6 

Mar     1 

June    5  

April  30 

Sept.   5 -. 

1 

Dec.    5     --- 

Oct.   11- 

Dec.  10 

I 


■  Measurement  from  W.  P.  Howe. 
Measuiements  from  San  Bernardino  Water  Department  except  as  noted. 


E-49d-F-29,  STATE  OF  CALIFORNIA— PATTON  HOSPITAL. 
Log  Available 


MAP  7 


Location  and  description — 150  feet  »uth  of  Highland  Avenue.  0  tb  miles  west  of  Central  Avenue^ 
east  of  San  Bernardino.  T 

Reference  point — Top  of  casing  in  Ixitlom  of  pit.  40  feet  below  ground. 

Elevation  of  reference  point — 1289.  from  Niet,  W.  D.  topog.  by  D.  W.  R. 

Use — Domestic. 

Depth  of  well — 3  5 1  feet. 

Diameter  of  casing — 18  inches. 

Other  numbers  used— State  Div.  E   and  I    No    101.  Rcdlands  Quad  ;  R.  W.  Co  No.  244A;  S.  B.  W. 
D.  No.  18;  Location  No.  18876A. 


I 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surfac^  teet 

1927- 
Dec.  17  

141  9 

139  5 
138  4 
143  6 
151  5 
161  3 
160  2 

1929- 

Jan.   15 

Feb.  21 

150  I 
147  6 
147  4 

159.7 
162  8 
162  1 

158  2 
156.6 
156  7 
164  5 
166  0 
162  8 

1931— 
Jan.    5 

161.9 

Mar.    6 

159  0 

1928— 

May    5     . 

April   2  

159  6 

Feb.    2 

Aug.  17 

May    5 

162  0 

Mar.    1 

Nov.  16 

Dec.    7 

Nov.  17 

166.7 

April    2 

1932— 
Jan.     4 

June    2 

1930- 
Keb.     6   

Sept.   4 

167.7 

Oct.     4 

April   2 

i 

Oct.   14 

1 

Dec.  10          ... 

T 

' 

Measurements  from  San  Bernardino  Water  Department. 
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E-50a-F-29,  EDWARDS  BROTHERS.     MAP  7 
Log  Available 

t  souih  of  Pacific  Street,  55  feci  wcsL  of  Orange  Street  (produced 


Location  and  description — (jOO  fi 
south),  east  of  San  Bernardino. 
Reference  point — Bottom  of  pump  base,  at  ground. 
Elevation  of  reference  point — 1 147.6,  from  levels  by  W.  P.  Rowe. 
Use — Irrigation  and  domestic. 
Depth  of  well— 500  feet. 
Diameter  of  casings  lb  inches. 
Other  numbers  used— S,  B   W.  D.  No  64A;  Location  No.  18867A 


Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1931— 
May    4 

37.1 
37.8 
47.6 

1931— Cont. 

48,6 
48,4 
4b  8 

1932— 
Jan. 

4 

44.4 

June    4 

July    3 

Oct.     5 

Nov.  16 

Measurements  from  San  Bernardino  Water  Department. 


E-50C-F-29,  EAST  HIGHLAND  ORANGE  COMPANY.     MAP  7 

Log  Available 

Location  and  description — 600  feet  south  of  Pacific  Street.  40  feet  west  of  Orange  Street  (produced 

south),  cast  of  San  Bernardino. 
Reference  point — Bottom  of  pump  base,  at  ground. 
Elevation  of  reference  p>oint—l  148.1.  from  levels  by  W.  P.  Rowc. 
Use — Abandoned. 
Depth  of  well— 752  feet. 
Other  numbers  used— S.  B.  W.  D.  No.  64;  W.  P.  Rowe  No.  115;  Location  No.  18867. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1915— 
Aprill7 

4.7 
3.3 

Flowing 

17.0 

13.8 
26.0 
33.3 

1929— 
Jan.  14.  

24.8 
22,1 
34,1 
38.7 
39  0 

1930- 
Jan.     4 

»39-3 

May  24 

Feb.  21 

Mar.    9              

°36.4 

April   4 

•35.9 

1916— 

Nov.    6 

■'37.4 

Mar.  28 

Dec.    9 

•41.3 

Oct.   11 

•43.1 

1927— 
Dec.  19 

Nov.  13.. 

1931— 
Jan.     6 

•42.1 

1928— 

•42.1 

Mar.   1 

Feb.    9             

•40,0 

June   2 

Destroyed 

Sept.  4 

»  Measurement  from  San  Bernardino  Water  Department. 
Measurements  from  W.  P.  Rowe  except  as  noted. 
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E-50d-G-29,  GEORGE  MILLER.     MAP  7 


Location  and  description^O  I  2  miles  north  of  Pacific  Avenue.  250  feet  easl  of  Victoria  Street. 

of  San  Bernardino- 
Reference  point— Top  of  casing.  0.8  feet  above  ground 
Elevation  of  reference  point  — 1205. Q,  from  levels  by  W,  P.  Rcwe. 
Use^Not  used. 
Depth  of  well— '>2  feet. 

Diameter  of  casing — 5 >^  inches.  „    .      .  ^,m 

Other  numbers  used— S  B.  W.  D.  No.  7b.  R.  W.  Co  No  366;  W,  P.  Rowc  No  P-U?;  Location  N« 

18877. 


Date 

DUt.  R.  P. 

to  water 

aurface,  feet 

Date 

Dbt.  R.  P. 

to  water 

surface,  feet 

Date 

=1. 

Dist.  R.  P. 

to  water 

surface,  feet  i| 

1915— 
Feb      8 

■62  2 
•60  7 
•59  3 

1930— 
Feb.    8                 -  . 

86  7 
84  7 
86  8 
94  7 
98.7 
98  5 

1931— 
Jan. 
Mar. 
May 
June 
July 
Oct. 

1932- 
Jan. 

5 

92. J  ' 

April   4 -. 

5 

89  2 

June  11 

4 

90  11 

July    7 

4 

9S.3 

Sept.   8 

3 

DiT  . 

Nov  13 

5 

Di»  : 

4              

J 

1 

*  Measurement  from  Riverside  Water  Company. 
Measurements  from  San  Bernardino  Water  Department  except  as  noted. 

E-SOi-G-29,  ELEANOR  LEDFORD  (FORMERLY  MRS.  HAWES).     MAP  7 

Location  and  description — !  50  feet  south  of  Base  Line  Avenue,  0  46  miles  east  of  Sterling  Street,  eaat 

of  San  Bernardino.      1  5  feet  cast  of  No    103a  in  W.  S,  P.  468. 
Reference  point — Top  of  casing,  at  ground. 

Elevation  of  reference  point — 1121,  from  Met.  W.  D.  topog  by  D   W   R. 
Use — Domestic 
Depth  of  well— 138  feet 

Diameter  of  casing — 3  inches.  ,^ 

Other  numbers  used — Location  No.  18867D. 


Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dbt.R.P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 
to  water     . 
surface,  (eet 

1929— 
.May  10 

2  9 
12  0 
11  6 

1930— 
Feb.  21 

6  9 
15  6 
11.8 

1931— 
Feb.  18 

«.Bi 

July  29         - 

June  10 

15.0- 

Nov     9 

Dec.    2 

Aug.    6 

20.»' 

Nov.  18 -- 

19.0  t 

— i 

Measurements  from  United  States  Geological  Survey. 

E-51d-G-29,  WILLIAM  HOAG  (FORMERLY  HAWS  &  MCKINLEY).     MAP  7 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.R.pJ' 
to  water  •' 
surface,  feat 

1915- 
Mar   12 

•"+9  9 
•«+10  6 

••+9  7 
•«+10  4 

■•+6  2 
••+14.3 

1916- 
Mar.  31 

Flowing 

"iSS  8 

"137  2 

«>43  2 

»43.3 

1931— Cont. 
Sopt.21-. 

"444 

April    7 

1931- 
April   2 

Oct.     3     

>>43.t 

June  11 

Nov.  16 

""■'c 

1932— 
Jan.     4-.-. 

Sept.  18 

June    4              .  .  . 

If 

Oct.  13  

July  29 

•■138. r 

Aug.  24 

•  Keference  point  (*)  used. 
^  Reference  point  (*»)  used. 
"  Measurement  from  Riverside  Water  Company. 
<•  Measurement  from  San  Hcrnardino  Water  Department. 
Sicasurements  from  San  Bernardino  Valley  Conservancy  District  except  as  noted. 


\ 


Location  and  description — ^0  33  miles  south  of  Base  Line  Avenue,  40  feet  west  of  Pepper  Street,  eai^ 
of  San  Btrrnardino      Casing  in  bottom  of  6-foot  pit.  ' 

Reference  point^(a)  Top  of  concrete  pit.  east  side.  1.5  feet  below  ground:  (b)  Bottom  of  6  x  6  crogl^' 
timbers,  at  ground. 

Elevation  of  reference  point— (a)  1145,1;  (b)  1146  6;  from  levels  by  S   B.  V.  C   D.  ^ 

Use — Irrigation, 

Depthof  well— 425  feet.  i 

Diameter  of  casing — 12  inches.  „  ^ 

Other  numbers  used— S  B  W  D  No  116;  W.  P,  Rowe  No.  124;  R,  W.  Co.  No.  343;  S.  B,  V.  C  Cfe 
No.  14.  Location  No.  18878C.  t 


SOUTH    CO.\STAIj   basin    INVESTIGATION 
E-52g-G-29,  B.  H.  MATTESON  (FORMERLY  ROY  BRADLEY).     MAP  7 
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Location  and  description — 20  feet  south  of  Old  City  Creek  Road  (4th  Street).  15  feet  west  of  Pepper 

Street,  east  <>t  San  Bernardino, 
Reference  point — (a)  Top  of  curb  of  brick  pit.  2,0  feet  below  ground;  (b)  Top  of  floor,  at  ground, 

(c)   Top  of  brick  caisson,  at  ground;  (d)  Concrete  box.  1  foot  below  ground. 
Elevation  of  reference  point— (a)  U39.b;  (b)  1141.6;  (c)  1141.6;  (d)  1140,6;  from  levels  by  W.  P, 

Rowc, 
Use — Irrigation  and  domestic. 
Other  numbers  used— S   B   W.  D.  No.  4;  W.  P.  Rowe  No.  126;  R   W.  Co  No.  298.  Redlands;  W.  C. 

A.    ■Bradlev"  Brick;  S,  B.  V.  C.  D.  No.  24;  Location  No.  18879B. 


Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1912- 

Aug.   7 

"14  7 
"17  4 
MS  2 

■17  9 
«16,1 
•17  5 
"18  7 
•22.6 
■22.9 
■22.4 

«19  4 
■6  8 
■4  7 
■7  8 
■11  9 
■16,3 
■15  1 

i>tr),9 
b-5.8 
ix-5.5 
beg. 4 

Ix^ll  9 
i>«13  1 

■9  7 
•1  3 
■0  7 
■2  2 
■4,7 
■6  2 
■7,3 
■5  0 

■3  1 
"2,0 
"2.8 
•5.4 
•8.1 
"9  6 
•9  2 

■9  3 
■7  4 
•4  0 
■5,8 
■9  0 
■10,9 
•11,2 
•10  3 

1919— 
Jan.     4 

■9  6 

•8  6 

•4  9 

•7  7 

■12,6 

■13  8 

•13.7 

■11  4 

•11  3 
•11  9 
•2,1 
•3.3 
•8.9 
•12.8 
•12,1 

■12,2 
■6,2 
■7.1 
■6,8 
■12.6 
■15  6 
■16-1 

■1.7 
•2,3 
•2  5 
•2  0 
•4  1 
•5  3 
•8  2 
•7  3 

"5  2 
"2  7 
•4  8 
■9  1 
•10  8 
"10  3 

•9,3 
«11,7 

"9,5 
'13  5 
■■16  6 
•18  0 
"17,0 

«17,0 
"17.5 
"15.7 

1925— Cont. 
July  24 

"20,7 

Oct.  12 

Mar.    5 

Oct.  22          

"23,2 

Dec.    1 

April   4  

Nov.  20 

"23,5 

Dec.  28 

"23  0 

1913— 

Aug.  28 

1926— 
Feb.  18 

Jan.  23 

Sept.  25 

Mar.  5 

Nov.    6 

"20  3 

May    4 

Dec.  12 

1920— 

Mar.  22 

"21.8 

June  11 

April  21 

"15.3 

Sept.  23 

June    8 

"16.9 

Oct.  18 

Aug.  16 

"22.3 

Dec.  20 

Feb.    7 

Oct.     2 

"24,7 

April    8 

Nov.  10 

"25.9 

1914— 

June    4 

Dec.  13- 

"26,1 

Jan.  22 

1927— 
Jan.  13 

Mar.  24 

Oct.     4 

May  13 

Dec.    8 

"25.5 

July    7 

1921— 
,Tan.     8 

Mar.  15 

"14.8 

Sept.    1 

May    6... 

"11.3 

Nov.   5 

Aug.    3 

"19.1 

Dec.    4 

Feb.  11 

Oct.     3 

"22,5 

April    9 

Nov.   3     . 

"25.0 

1915— 

June    2 

Dec.  19... 

1928— 
Feb.    3  

"'23.3 

Feb.  13 

Aug.  10 

Mar.  8 

Nov.    3 

May  17 

Dec.    8 

"121  2 

July  28 

1922— 
Feb.    2 

Mar.  10 

Mar.    1 

"'20  1 

Sept. 14 

"'21.5 

Oct.   13 

July    5 

"'24.9 

Sept.   4          

"'28,8 

1916— 
Jan.  12 

April   7 

May  10 

1929— 
Jan.   14 

Feb.    4 

Julv     8     

"'30  3 

Mar.   7 

Aug.    4 

Mar.  25.. 

May    2.... 

Aug.  14. 

"'27,8 

May    2 

Nov.    4 

Dec.    5 

"'26.3 

July  17 

•"31  0 

Sept.  13 

1923— 
Jan.     8 

<i'34  7 

Nov.  24 

Dec.    9  .       -     . 

<i'35,8 

Dec.  20 

1930— 

Jan.     3 

Mar.   9 

Mar.    7                .     . 

1917— 

■"35.1 

Jan.  11 

■"35,5 

Mar.   2 

Oct.     6 

May    6 

■i  '33 . 1 

May    3 

Dec.    8 

June    5 

Aug.    5 

Sept.   5 

Dec.    9 

■"31,1 

July  14 

1924— 

Jan.   12 

Mar.    6 

■"33.3 

Sept.  13 

■"33  1 

Oct.    4 

■"39  8 

Dec.  10 

1931— 

Jan.     5 

Mar.    5 

April    1 

June    4 .  . 

1918— 

Jan.    5 

Mar.  4 

April    7 

July  10 

Sept.  12.. 

Nov.    8 

■"39,0 
■"37.7 
■"37,2 

tjml  8 

Dec.  29 

■"38  1 

June    8 

1925— 

Jan.   17 

Mar.    6         

Oct.     5 

Nov.  16  . 

■"44  1 

Aug.   8 

■"45,6 

Oct.  11 

Nov.  8 

1932- 
Jan.    4 

Dec.    7. 

April  13 

■"43  9 

*  Reference  point  (•»)  used. 
*"  Reference  point  (^)  used. 
0  Reference  point  (<■)  used. 
••  Reference  j>oint  (■')  used. 

•  Measurements  from  Riverside  Water  Company. 

'  Measurements  from  San  Bernardino  Water  Department. 
Measurements  from  Water  Conservation  Association  except  as  noted. 
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E-54-F-29,  CORWIN  BROTHERS.     MAP  7 

Location  and  description — 20  feet  south  of  Allanric  Strcel.  0  27  miles  west  of  Buuliler  Avenue,  t 

of  San  Bt:rnardino. 
Reference  point — hide  in  pump  base,  at  ground. 

Elevation  of  reference  point — 1410,  from  Met.  W.  D.  lopog.  liy  D.  W.  R. 
Use — Irrigation. 
Depth  of  well— 504  feet. 
Diameter  of  casing — 20  inches. 
Other  numbers  used— S.  B.  W.  D.  No.  49;  Location  No.  18896. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  wate 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feci 

1930— 

264.0 
261  0 
257.0 
257  0 

1930 -Cont. 

256,0 
271  0 
205  0 

1931- 
Jan. 
Mar. 
May 

June 
Nov. 

5 

2650 

Feb.    6 

Nov.  13 

6 

262. i 

Mar.    9 

Dec.    9 

5 

264  S 

April  4 

4 

3 

266  0 

285  0 

Measurements  from  San  Bernardino  Water  Department. 


E-55-F-29,  MRS.   M.   E.  BAGWELL.     MAP  7 

Location  and  description — 600  feet  east  of  Central  Street,  100  feet  south  of  Pacific,  east  of  San  Ber- 
nardino. 

Reference  point — Top  of  casing.  1 .3  feet  above  ground. 

Elevation  of  reference  point — 1255.0,  from  levels  by  W.  P.  Rowe. 

Use — Abandoned . 

Depth  of  well— 140  feet. 

Diameter  of  casing — 12  inches. 

Other  numbers  used— S.  B.  W.  D.  No.  17;  W.  P.  Rowe  No  1 19;  State  Div.  E.  and  1.  No  2.  Rcdiands; 
Location  No.  18887. 


"  Measurements  from  DiWaion  of  Water  Resources, 
b  Measurements  from  F.  E.  Hicks. 
«  Measurements  from  San  Bernardino  Water  Department. 
Measurements  from  W.  P.  Rowe  except  as  noted. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

torntw 

surface,  (m| 

1899       - 

96 

102  7 

101  2 
102,9 
104  3 

102  4 

102,0 
96,7 
94,3 
93,9 
93,3 

92,9 
97,2 

98,9 
99  0 
98.0 
101  6 

100  4 
99,6 

103  4 
1080 
103.3 
106  8 

1920— 
Feb.    7 

105  3 
104  1 
102  0 
102,5 
104  7 
108  2 

106  9 

104  0 

105  1 

106  4 
109.5 

107.0 

100.2 

97.2 

98,6 

97.1 

110.0 

115,1 
•110  3 

I'lie  1 

'116.5 

1928— 
Feb.    2 

°I14. 

1915 — 

Mar.  27 

Mar.    1 

«1I».' 

April  17 

May  12     

April  30 

.110. 

May  26 

July     3  

•117. 

Aug.  18 

July  16  

Sept.    4 

•in. 

Oct.   18 

Sept.  23 - 

Nov.  21 

Oct.     4 

.114.  : 

Dec.  22 

Dec.    5 

•IM. 

1916— 
Jan.     3 

1921— 
Mar.  25 

1929— 
Jan.   14 

.13li 

Mar.   9 

Mar.  27 

June  24 

.130 

April  22 

July    3 

.IM 

Oct.     4               

.Mov.  15.. -. 

1922— 
Jan.   16                   -  - 

Sept.  28 

•IM 

Deo.  31 

Oct.   15 

in 

Dec.    0      ... 

•m. 

1917— 

1930— 
Jan.     4 

May  31 

Mar.  29 

July  30 

July    4     .. 

MSSJ 

Sept.  24 

Mar.    9 

•131  J' 

1918— 

Deo.    9 

•131 1 

Jan.     2 

1924— 
Oct.     8 

•130ll 

Mar.   2 

Aug.    5 

•131.1 

June    2 

Sept.  8 

•134.0 

Dec.    4  .            

1925— 
Jan.     4 

1931— 
Jan.     5 

1919— 

140  Db 

Mar.  11 

Nov.  24 

Mar.    5 

April  15 

Dec.  24 

May    4       ... 

13S.S 

1927— 
Dec.  19 

137.4 

Aug.  22 

1932— 
Jan.     4 

Oct.  11 - 

Nov.  20 

140  DiT 

I 
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E-55b-G-29,  G.  T.  HENSLEE.     MAP  7 

Location  and  description — !25  feet  south  of  Base  Line  Avenue.  0.2b  miles  west  of  Boulder  Avenue, 

cast  of  San  Bernardino. 
Reference  p>oint— Top  of  casing,  at  ground. 

Elevation  of  reference  point — 1285,  from  Met.  W.  D.  topog.  by  D.  W.  R. 
Use — -Irriyation, 
Other  numbers  used— State  Div.  E,  and  L  No.  100,  Redlands  Quad.;  S.  B.  W.  D.  No.  100.  Location 

No.  18897. 


Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

W27— 
Dec.  19 

•122.9 

1931— 
Mar.    6 

136  9 
130.0 
134  1 
145.5 

1932— 
Jan.     4 

156  3 

April   2 

May    5 

Oct.     7 --. 

•  Measurements  from  Division  of  Water  Resources. 
Measurements  from  Sao  Bernardino  Water  Department  except  as  noted. 


E-56a-G-29,  F.  E.  MOORE  (FORMERLY  J.  P.  SCOTT).     MAP  7 

(Location  and  description — 150  feet  south  of  Cypress  Street,  40  feet  west  of  Central  Street,  east  of 
1         San  Bernardino. 

I  Reference  point — Top  of  concrete  caisson,  0.5  feet  above  ground. 
I  Elevation  of  reference  point — 1 170.  from  Met.  W.  D.  topog.  by  D.  W.  R. 
I  Use — Irrigation. 

1  Other  numbers  used— S.  B.  W,  D.  No.  6;  W.  S.  P.  468.  No.  104;  State  Div.  E.  and  I.  No.  107.  Red- 
lands  Quad.;  Location  No.  18888A. 


Date 

Dbt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1912- 
Oct.  16-18 

«27.4 
23.8 

13.1 

19.2 

6  4 
10.0 

11.1 
18.7 

1918— 
Oct.  10 

21.3 

17.1 
24.8 

15  1 
25.2 

20.5 

37  3 

1927— 

23  8 

1919— 

May  12 

Nov.   2 

Aug.  27 

33  2 

1914— 

Nov.   3 

34  8 

Oct.  26 

Dec.  19 

fcSl  9 

1928— 
Feb     2 

1916— 
May  26  . 

1920— 
May  15 

b27  9 

Nov.  2 

April   2 

b28  6 

Oct.  29 

April  30 

''32  1 

1916— 

1921— 
Feb.  23 

June    2 

•■SS.S 

1930— 
Feb.  21  .._ 

Not.  17 

1926— 
Oct.     5 

48.8 

1917— 
May  18 

Nov.  23 

■  Reference  point  at  ground.    Elevation,  1169.5. 
*>  Measurements  from  San  Bernardino  Water  Department. 
Measurements  from  United  States  Geological  Survey  (Water  Supply  Paper  468  and  unpublished  records)  except 


B  noted. 


l^. 
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E-56f-G-29,  A.  J.  MORROW.     MAP  7 

Location  and  description — 30  feet  south  of  Cypress  Street.  0.24  miles  east  of  Palm  Avenue,  east  ol 
San  Bernardino. 

Reference  point  —Top  of  casinR.  at  Kround. 

Elevation  of  reference  point-*  1209  5.  from  levels  by  W.  P.  Rowc. 

Use — Abandoned 

Dep  h  of  well— M9  feet. 

Diameter  of  casing — ^10  inches. 

Other  numbers  used— W.  P.  Rowe  No.  360;  S.  B.  W.  D.  No.  8;  State  Div.  E.  and  1.  No.  10.  Red- 
lands  Quad  ;  Location  No.  188Q8A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet— 

1915— 

27  0 
33.5 

38  0 

39  1 
35,4 

35.9 
18.9 
16.2 
15  2 
27  1 

26  7 

27  2 

20.7 

28  4 

29  7 

35  5 
36.3 
27  6 
30.2 
35.5 
38  5 
38  1 

1919— 
.Mar.  11 

35  5 
32  8 
37  4 
41  7 
43.5 
44  1 
42.6 

43.4 
32  7 
289 
35  4 
41  7 

40  9 

41  4 
29.0 
40  5 
48.0 

1922— 
Jan.   IB 

299 

Aug.  18 

Oct    20 

.\lar.21 

22  8 

June  28 

Aug.  23 

Oct.  11 

Nov.20 

Deo.  29 - 

1920— 
Feb.    7     

July     4     

21.7 

Nov  24 

Sept.24 

302 

Dec.  22 

Dec.    6 

290 

1916— 
Jan     3 

1924— 
Oct.     8 

46  3 

Feb.    2 

Mar     8 

1926— 
Jan.     6  

April  '**' 

Mar  27 

se.9| 

Oct      4 

May  11 

1925— 
Nov.23 -- 

# 

Nov.    2 

July  16 

Sept.  23 

w 

Dec   31 

■57.4* 

Nov.21 

1927- 
Deo.  18 

1917— 

1921— 
Mar.   2 

•51  .t' 

July  30 

1928— 
Feb.    2              

Aug.  16 

July    4 

'«0.4' 

1918— 
Jan.     2 

Nov.24 

Mar.    1 

April  30 

M6.0 
•40.4 

Mar    2 

June    2 

>>S3.8  . 

Mar.  21 

May  31              

1931- 
Feb.    9    

Aug.    1 

Sept.  25 

>'54  Dry 

Dec.    3 -- 

*  Measurements  from  Division  of  Water  Resources. 
*>  Measurements  from  San  Bernardino  Water  Department. 
Measurements  from  W.  P.  Rowe  except  as  noted. 
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E-56h-G-29,  B.  DADE  DAVIS  (FORMERLY  PATTEE  &  NYE).     MAP  7 

Location  and  description — 0,Kt  miles  south  of  Base  Line  A\'cnuc,  25  feet  west  of  Palm  Avenue,  east 

of  San  Bernardino, 
Reference  point — .'Kt  ground  to  and  including  October  16-18.  U)12.  then,  top  of  concrete  caisson,  west 

side,  2  0  feet  above  ground. 
Elevation  of  reference  point — 11^6,4,  to  and  including  October  16-1   ,  1912;  then,  1198,4;  from  W. 

S,  P,  468 
Use — Irrigation 
Depth  of  well— 100  feet 
Diameter  of  casing — 10  inches. 
Other  numbers  used— W,  P,  Rowe  No.  139;  State  Div.  E.  and  I.  No,  120,  Rcdiands  Quad,;  W.  S.  P. 

468,  No.  107;  R,  W.  Co.  No.  290,  Redlands;  W,  S,  P.  142.  No,  290,  Rcdiands;  S,  B.  W.  D.  No.  7; 

Location  No.  18898C 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1900- 
Oct. 

500 
74  0 
30  5 
43  5 
43,2 
41  7 

1915— 
Mar.  10 

35  5 
33  0 

31  6 
38  0 

25  1 

29  0 
36,1 

32  9 
41  4 

32  1 

40  0 

41  2 

1927— 
Dec.  18 

'>50,0 

May    3 

1928- 
Feb.    2       .  . 

1904— 

Oct. 

Oct.   21 

t>47  1 

1907- 
Aug.  30 

1909- 
Oct.  15-17 

1915— 
Mar.24 -.. 

Mar.    1.... 

April    2 

April  30 

M6,3 
>>46,4 
1=65,0 

1918— 

May    2.... 

Oct.  10 

June    2 

1930— 
Nov.   7... 

1931— 
Feb.  18 

»'52.1 
*79 

1912— 
Oct.  10-18 

1919— 
May  12       

72,5 

1914- 
Oct.  26 

Nov.    2 

1920— 
May  15 

Aug.  24... 

Oct.   29 

*  Measurements  from  Division  of  Water  Resources. 
^  Measurements  from  San  Bernardino  Water  Department. 
Measurements  from  United  States  Geological  Survey  (Water  Supply  Paper  468  and  unpublished  records)  except  da 


noted. 


E-56i-G-29,  A.  J.  MORROW— NEW  WELL.     MAP  7 

Location  and  description — 0,08  miles  north  of  Cypress  Street,  0.16  miles  east  of  Palm  Avenue,  cast 

of  San  Bernardino. 
Reference  point — Air  gage,  west  side  of  pump.  0.6  feet  above  ground. 
Elevation  of  reference  point — 1207.  from  Met.  W.  D.  topog,  by  D.  W.  R. 
Use — Irrigation. 
Depth  of  well — 179  feet. 
Diameter  of  casing— 12  inches. 
Other  numbers  used— S.  B.  W.  D.  No.  53;  Location  No.  18898D. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1929— 
Nov.   5 

78,7 
78,5 

78,0 
75,4 
70,2 
79.1 

1930-Cont. 
Sept.   7 

82  6 
81,8 
80,9 

79.4 
79,8 
78,6 

1931— Cont. 
June    4 

79.8 

Dec.    9 

Oct.  11 

Aug.    3 

Oct.     7 

1932- 
Jan.     4         

85.0 

Dec.    9 

88,8 

1930— 

Jan.     3 

Mar.   9 

1931— 
Jan.     5 

85  6 

Mar.   5       

Aug.    6 

May    4 

Measurements  from  San  Bernardino  Water  Department. 
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E-57-G-29,  POWELL  &  SMITH  (FORMERLY  SOUTHERLAND  RANCH).     MAP  7 

Location  and  description — 0  13  miles  north  of  East  Third  Street  (San  Bernardino),  0  52  miles  east  of 

Palm  Avenue,  east  uf  San  Bernardino.      30  feet  north  of  small  reservoir. 
Reference  point— Top  of  casing.  2  ?  feet  above  ground,  to  and  including  November  ?.  1927;  then,  top 

of  8-foot  pit.  I  foot  below  ground. 
Elevation  of  reference  point— 1220.7.  to  and  including  November  3,  1927;  then,  1217  4;  from  Icveh 

by  W.  P.  Rowe. 
Use —  1  rrigation. 
Depth  of  well— 185  feet. 
Diameter  of  casing — 14  inches. 
Other  numbers  used— S   B    W.  D.  No.  9;  W.  S.  P.  142.  No.  289,  Redlands;  W.  P.  Rowe  No,  225; 

W.  S.  P.  468.  No    108;  Location  No.  18899. 


I 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1910— 
April  28              

28,6 
35.3 
46  3 

22.6 
22  0 
29  8 
38  0 

40  8 

41  8 

42.4 

43.2 

42  1 
36  5 
42.1 
46.0 
48.4 

46.9 
44.7 
48.2 
56.0 
56.9 

55.5 
30.5 
24.4 
34.7 
41.4 
45  2 

43.6 
31.7 
24.4 
30.9 
35.2 
37.6 

1916— 
Jan.   12 ._. 

35.6 
10.0 
8.8 
8  8 
120 
18  6 

23  0 
28.1 

24  9 

19.5 
13  4 
16  4 
24.1 
29.5 
38  0 
31.2 

33.4 
32.8 
19.9 
24.7 
27.9 

60.6 
53  7 

52.0 
18.3 
28.1 
42.8 
54.4 
55.6 
54.9 

1928— 
Feb.    2 

52  3 

Feb.    4 

Mar.    1     

44  3 

Sept.  28              -  - 

Mar.    7 

52  2 

April   6 

55  6 

1911— 

May    2 

Aug.    2 

61.2 

April   4 

July   17 

Oct.    4  

65  6 

May    2     

Sept.  13 

Dec.    4 

67.3 

July     8 

Nov.  24 

1929— 
Jan.   14     

Oct.     3     

Dec.  20     

Nov.    3 

1917— 
Jan.   11 

65.9 

Dec.  14       

Mar.26 

59.7 

May    2     

57  3 

1912— 

Mar.    2 

June  24... 

64  6 

Jan.  23 

May    3     . 

.\ug.  14   

74.2 

Feb.  15 

July    6 

Sept.  28 

76.4 

Mar.   7 

Oct.     4          .  . 

Dec.    9 

78  g 

May    3 

Nov.   7 

1930— 

Aug.    7 

Deo.  12 

Oct.  12 

1918— 

79.3 

Dec.    1 

Mar.   9  

74.2 

May    6 

68  8 

I9I3 — 

Mar    4 

64  9 

Mar.  5 

April   8 -- 

July     5... 

703 

April  8          

May  14 

Sept.    8  

76  8 

July  17 

Nov.  13. 

80  S 

Oct.  18          

1926— 
Nov.  10 

Dec.    9   

78  0 

Dec.  20 

1931— 
Jan.     5 

1914— 

Dec.  13 

79.9 

Jan.  22  

1927— 

Mar.   5 

75  2 

Mar.24 

.May    4 -.. 

78  6 

80  1 

Aug.    5 

Mar.  15 

Aug.    3 

84  3 

Oct.     2 

May    6     

Oct.     7 

92  0 

Dec.    4 

July     7 

Nov.  16 

1932— 
Jan.     9 -.- 

91  2 

Oct.     3  

1915— 

Nov.    3 

Jan.    4 

Dec.  18 

906 

Mar.    2          .     .. 

Aug.    9          

Oct.     8 

Dec.    8       .       -  - 

Measuremerts  from  Water  Conservation  Association  to  and  including  November  3, 1927;  then,  from  San  Bernardino 
Water  Department. 
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E-59-G-29,  T.  A.  GAUME  (FORMERLY  H.  S.  STROVEN).     MAP  7 

vocation  and  description — 500  feet  north  of  East  Third  Street  extension,  0.85  miles  east  of  Palm 

Avenue,  nortli  of  Rcdlands, 
Reference  point — Top  of  casing 

ilcvation  of  reference  point — 123^1  I,  from  leveU  hy  \V.  P.  Rowe. 
Jse     r')onicstic. 
Depth  of  well — 247  feet. 
Diameter  of  casing — 10  inches. 
3ther  numbers  used— W.  P.  Rowe  No.  P-224;  W.  S.  P.  142.  No.  288.  RedUnds;  Location  No   ISSOy. 


Date 


1915— 
Jan.  23. 
Mar.  22. 
May  31. 
.■Vug.  18. 
Oct.  13. 
Dec.  22. 

1916— 
Jan.  14. 
Feb.    2. 
Mar.   8. 
April  22. 

1921— 
Jan.  6. 
Mar.  11. 
April  9. 
June  2. 
July  14. 
Nov.  2. 
Dec.    8. 

1922— 

Feb  2. 

Mar.  9. 

May  8. 

June  2. 

Aug.  4. 

Nov.  3. 

Dec.  5 

1923— 
Jan.  8. 
Mar.  7. 
May  10. 
July  6. 
Sept.  17 
Oct.  5 
Dec.    8 


Dist.  R.P. 

to  water 

surface,  feet 


"55  4 
•43  4 
'•36.4 
Mil 
i'44  5 
M6  5 


1-45  8 
b27.0 
bis  0 
I'll  1 


53  3 
50,5 
41.2 
44.1 
49.2 
57.0 
57.8 


38.0 
30  0 
23.8 
22.6 
28.1 
32.6 
38  9 


29.3 
25.1 
27.6 
33.8 
38.8 
44  8 
40.0 


Date 


1924— 
Jan.  12. 
Mar.  6. 
April  8. 
July  10. 
Sept.  12. 
Nov.  8. 
Dec.  29. 

1925— 
Jan.  17. 
Mar.  6. 
May  26. 
Aug.  21. 
Oct.  27. 
Dec.  28. 

1926— 
Feb.  18. 
Mar.  18. 
June  8. 
Aug.  16. 
Oct.  2. 
Nov.  10. 

1927— 
Jan.  13. 
Mar.  15. 
April  13 
June  6. 
Aug.  3. 
Sept.  7 
Nov.  3 
Dec.    5. 


Dist.  R.  P. 

to  water 

surface,  feet 


38  5 
43  0 
40  0 

46  1 
51  3 
54  7 
52.5 


56  2 

57  5 
59  4 
64  0 
66  6 
67,7 


68,2 
68,1 
54  6 
63,7 
69  9 
71  4 


71.2 
51  3 
49.2 
51  2 
58  0 
51  7 
65  9 
65.7 


Date 


1928— 
,Ian.  4. 
April  6, 
May  7. 
July  9. 
Sept.  14 
Nov.  9. 
Dec.  14 

1929— 
Jan.  9. 
Mar.  13. 
May  23 
June  17. 
Aug.  21. 
Oct.  15, 
Dec.  12 

1930— 
Jan.  6, 
Mar.  13 
April  2, 
June  12 
Aug.  2, 
Oct.  2. 
Dec.    6 

1931— 
June    9 
July  31 
Sept.  25 
Dee.  22 


Dist.  R.  P. 

to  water 

surface,  feet 


65  2 
60  8 
64,1 
69,3 
74.4 
77,7 
73,7 


75.4 
73  9 
71.5 
71  1 
80  9 
i>85,l 
88,7 


89.1 
79.1 
84.7 
79,3 
81.3 
90  0 
95.1 


84.1 
96  4 
100,4 
over  100 


■  Measurements  from  Riverside  Water  Company. 
•>  Measurements  from  W.  P.  Rowe. 
Measurements  from  Water  Conservation  Association  except  as  noted. 
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E-59a-G-30,  R.  C.  GERBER  (FORMERLY  C.  E.  BYRKIT).     MAP  7 

Location  and  description~0  1 1  miles  north  of  Third  Street  extension.  20  feet  west  of  Webster  J 

niirih  of  Rcdiands. 

Reference  point — Bottom  of  pump  base.  0,9  feet  above  ground  and  2.3  feet  above  top  of  casing. 
Elevation  of  reference  point — \2b4.  from  Met.  W.  D.  topog.  by  D.  W.  R. 
Use — Not  used 
Depth  of  well  -125  feet. 
Diameter  of  casing — 12  inches 
Other  numbers  used— W.  P.  Rowc  No,  104a;  U.  S.  G.  S.  unpublished  "T"  well.  S.  B.  \V.  D.  No.  ! 

State  Div.  B.  and  I.  No.  1 10.  Rcdiands  Quad.:  Location  No.  18Q18. 


Date 

Dist,  R,  P. 

to  water 
surface,  feel 

Date 

Dist.  R,  P, 

to  water 

surface,  feet 

Date 

Dist,R,M 

to  water 

surface,  feel. 

1921— 
Nov,   9 

«71.7 

"49  8 
"38  9 
"39  0 
"41  0 

"39  4 
■45  5 
"50  6 
•53  5 

"59  6 
"65  7 
"68  6 

1925— 
May  21  

"74.7 
•79  6 
■81.9 

''83  9 
'■82  8 

80  0 
78  4 
82  8 

88  1 

94  9 

95  0 

92  5 

89  4 

93  1 
>>102  4 

105  7 

1930— 
Jan,     3 

lt(t-  ., 

Aug.  31 

Mar,    9 

IU6  9 

1922— 

Oct,  23       .       . 

May    6 

June    5 

Aug,    6 

Oct,    11 

104  0 

Mar.22 

1920— 

Jan.     4 

May  26 

100  8 

May  24     

103  t 

Aug.  21 

108  8 

Oct,  25                

Dec,     9 

111  t 

1923— 

Mar.  19 

1928— 

Feb,    2 

April    2 

1931— 

112  1 

Mar,   5 

May    4 

110  8 

Aug.    4 

June    2 

Aug,    2 

Dec,    4 

1929— 

Jan,   14 

Mar,26 

111  1 

Nov,  20 

Julv    3 

113  a 

Sept.    2 

118.3 

1924— 

Nov.  16 

122  t 

Feb,  19     

1932— 
Jan,     4 

Aug,  20 

Nov,21   

122  4 

Mav    2 

gi 

Oct,   15 

Dec,    9     

1 

*  Measurements  from  United  States  Geological  Stirvey. 
b  Measurements  from  W.  P.  Rowe. 
Measurements  from  San  Bernardino  Water  Department  except  s 


I  noted. 


! 
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E-59b-G-30,  MR.  DOBBS.     MAP  7 

Location  and  description — ^0  feet  north  of  Third  Street.  50  feet  east  of  Webster  Street,  north  of  Kcd- 

lands.      Abandoned  pit. 
Reference  point — Top  of  eoncrete  curb,  north  side.  1  foot  above  ground. 
Elevation  of  reference  point — I2b4-4.  from  levels  by  W.  P.  Rowe. 
Use  —Abandoned 
Other  numbers  used— R   W.  Co  No.  287.  Rcdlands;  W.  P.  Rowc  No    104;  State  Div  E.  and  1    No 

118.  Rcdlands  Quad.;  W.  C.  A.  "Dobbs"  well;  Location  No.  18919. 


Date 


1911— 

I      Jan.     1 

i      June    1 

Aug.    4 

Dec.  14 

1912— 
Jan.  23 
April   9 
Sept.   5 
Dec.    1 

1913- 
Jan.  23 
April  8 
Aug.  23 
Nov.  15 

1914— 

Jan.  22 
April  16 
Aug.  8 
Nov.  5 

1915— 

Jan.  4 
.  April  4 
t  July  6. 
^  Oct.    8 

1916— 
Jan.  12 
Mar.  7 
June  5. 
Sept.  13 
Dec.  20 


Dist.  R.  P. 

to  water 

surface,  feet 


73.0 
52  5 
56.4 
64  0 


62.3 

65  8 

66  2 
70.6 


72.9 
71.7 

80  0 

81  0 


79  0 
55  2 
63  0 
70  7 


70  4 
58.8 
51.1 
55.6 


59.4 
23.2 
33  0 
38.7 
45  6 


Date 


1917— 

.\pril  3 

July  6 

Oct.  4 

1918— 

Jan.  4 

Mar.  4 

April  8 

July  5 

Dec.  5 

1919— 

April  2 

July  10 

Sept.  25 

Dec.  3 

1920— 

Feb.  6 

Mav  7 

Sept.  7. 

Dec.  9 

1921— 

April  9 

July  14 

Nov.  2 


Dist.  R.  P. 

to  water 

surface,  feet 


34  9 
40  6 
47.6 


53  7 

54,7 
47  6 
50  7 
58.0 


5!  2 

58  1 
63  8 
66.4 


66.7 
52  3 
62  2 
68  3 


61.8 
65  2 
73  2 


Date 


1922— 

Feb.  2. 

April  7 

June  2 

Sept.  8. 

Dec.  5 

1923— 
Mar.    7. 
June    5 
Sept.  17. 
Dec.    8 

1924— 
Mar.    6. 
May  28 
Sept.  12. 
Dec.  29. 

1925— 
Mar.    6 
May  26 
Aug.  21 

1926— 
Feb.  18 
Mar.  18. 
April  21. 
June  8 
July  21 


Dist.  R.  P. 

to  water 

surface,  feet 


59.6 
47.0 
30  7 
39.9 
42  9 


39  4 
42.7 
49  6 
53  7 


56  3 
.58  2 
64.9 
69  2 


72  4 

75  1 

Dry  78  3 


75  1 
76.6 
65.6 
58.4 
Dry  73 


Measurements  frotn  Water  Conservation  Association. 
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E-60-G-30,  CRAM  BROTHERS.     MAP  7 
Log  Available 

Location  and  description — 30  feet  south  of  Base  Line  Avenue.  55  feet  west  of  Weaver  Street,  norih 

of  ReJIanJs- 
Reference  point  —Top  of  casing,  at  ground. 

Elevation  of  reference  point — 1575.  from  Met.  W.  D.  topog.  by  D.  W.  R. 
Use— Not  used. 
Depth  of  well— 600  feet. 

Diameter  of  casing — 12  inches.  ' 

Other  numbers  used— S  B.  W.  D.  No.  14;  W.  S.  P.  142.  No.  281.  Redlands;  State  Div.  E.  and  1.  No. 

24.  Redlands  Quad,;  Location  No.  18937. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feik 

1916— 
May    5 

-83,4 
•79.5 

«79,8 
-91,1 
»90  5 
•89  9 

•91.2 

•91  8 

"92.1 
•91,5 
•90.3 
•90  6 

•91.0 
"90  9 
•89.5 
•89  4 
•89.7 

1921  — 
Feb.  19 

■89.5 
•89  1 
•88  3 
■87.7 

■87  1 
•85  1 
•86  0 
•86.8 

■81  8 

'•83.2 

84.1 

77.8 
84.7 
81.6 
81.8 
76.2 
74.6 
74.8 

1929— 
Jan.    14   

* 
89.3 

Nov.   2 

June    2 

July     4 

Mar.27 -... 

94.0 

May    4 

91.1 

Nov.  14 

Aug.  14 

1922— 

Mar. 21 

July    4 

Nov.   6    

M.( 

Jan.     3 

Dec.    9 

91.0 

July  30 

1930- 

Avg.  16 

Sept.  24 

89.4 

1918— 

Dec.    9     

Mar.   9 

90. « 

Mar    2 

1924— 
Oct.    7 

May    6 

91.1 

July    7 

90.7 

1919 — 

Aug.    6 

90  0 

Mar.  11     .. 

1925— 
Nov.  21  

Oct.  11 -.-. 

91  7 

May  29 

Nov.  13 

91.2 

July  25 

Dec.    9 

83.7 

Oct.   12 

1927— 
Dec.  18 

1931— 

Nov.  20 

82.0 

1920 — 

1928— 
Feb.    2 ,,. 

Feb.    9 

81.1 

Feb.    7 

Mar.    5 

go.s 

May  12              .     . 

May    5 

8g.i 

July  15 

Mar.    1 

June    5 

80.4 

July     3 

85  3 

Nov.  21 

June    2 

Aug.    3 

88  9 

Aug.    2 

Oct.     7 

880 

Oct.     4 

Nov.   7  

850 

Dec.    4     

1932— 
Jan.     4 

84.5 

»  Measureirents  from  W.  P.  Rowe. 
t>  Measurements  from  Division  of  Water  Resources. 
Measurements  from  Sao  Bernardino  Water^ Department  except  ns  noted. 


E-61d-G-30,  W.  H.  CRAM.     MAP  7 


m 


Log  Available 

Location  and  description — 0.16  miles  south  of  Santa  Ana  Canyon  Road.  200  feet  east  of  Weaver 
Street  (produced  sout)i),  north  of  Redlands.     Dug  pit.  to  and  including  1*527. 

Reference  pyoint — Top  of  concrete  floor,  at  ground. 

Elevation  of  reference  point — 1368.2.  from  levels  by  W.  P.  Rowc. 

Use — Irrigation 

Depth  of  well— 143  feet,  to  and  including  1927.  then  303  feet. 

Diameter  of  casing — 24  inch^. 

Other  numbers  used— W.  P.  Rowc  No.  P-273;  State  Div.  E.  and  I.  No  45.  Redlands  Quad.;  R  W. 
Co-  No.  1000;  Location  No.  18938A. 


ii 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt,  R,  P. 

to  water 

surface,  feet 

1915- 
Mar.  25 

•81  2 
"65  2 
"54  8 
l>57.6 
i'58.9 

1916— 
Feb,  22 

>'38.4 
M2.4 

^o.g 

36 

1925— 
Nov,  21     

•118.3 

May    6 

Mar.27 

1927— 
Dec,  23          

June  29 

.'Vpril  22 

Aug.  18 

1922— 
Sept. 16 

05  0 

Sept. 21 - 

»  Measurements  from  Riverside  Water  Company. 
**  Measurements  from  W.  P.  Rowe. 
•  Pump  shut  down  4  hours. 
Measurements  from  Division  of  Water  Kesources  except  as  noted. 


i 


SOUTH    COASTAI.    BASIN    INVESTIGATION 
E-62a-G-30,  HUFFMAN  &  BURKE.     MAP  7 
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Location  and  description — 1.05  miles  casttrly  from  Santa  Ana  (Canyon  Road  and  Weaver  Street  and 

1  500  feet  north  of  Santa  Ana  Canyon  Road,  north  of  Redlands.     On  bank  of  F^lunge  Crec'k. 
■Reference  p>oint — Top  of  pump  base,  at  Kround. 

Elevation  of  reference  point— 1530.  from  Met.  W.  D.  topog.  by  D.  W.  R. 
Use — IrriRation. 
Depth  ot  well — 450  feet. 
Diameter  of  casing — 24  inches. 
Other  numbers  used~S.  B.  W.  D.  No.  99;  Location  No.  18958. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1«31— 
Mar.   6.. 

267  9 
267,8 

1931-Cont. 
June    5 

Nov.  17 

270  0 
281  0 

1932— 
Jan. 

4... 

282.4 

May    5.. 

Measurements  from  Sau  Bernardino  Water  Department. 


E-63a-G-31,  JOHN  CLEGHORN  (FORMERLY  JOHN  McBRIDE).     MAP  7 

Location  and  description^ — 0.4  miles  south  of  Base  Line  Avenue  (produced  east).  1.4  miles  east  of 

Wea\'cr  Street,  north  of  Redlands.     4'  x  4'  pit. 
Reference  point— Top  of  pic.  southeast  corner,  at  ground. 
Elevation  of  reference  point — 1590,  from  Met.  W.  D.  topog.  by  D.  W,  R 
Use — Not  used. 
Depth  of  well — 65  feet. 
Other  numbers  used— W.  P.  Rowe  No.  P-279.  Redlands;  W.  S.  P.  142.  No.  279.  Redlands;  Location 

No.  189b8A. 


Date 

Dist.  E.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1915— 
May    5 _ 

8.9 
12.7 

11  3 

14  5 
14.9 
14.7 

1918— 

Mar.   2 

Dec.    3 

1919— 
Mar.  11 

May    6 

12  0 
15.9 

15  2 
15  7 

15  9 

16  1 
17-3 
16.6 

1920— 
Feb.     7 

Mar  27 

16  8 

Nov.   2 

16  4 

16.5 

1917- 
Jan.     1 

1921— 
Feb    19 

June    3 

16  7 

July  30 

June  28 

Mar.  25 

16  4 

Aug.  10 

Aug.  22... 

16.5 

Oct.    12  .       

Nov.  14 

16  9 

Nov. 19 

Measurements  from  W.  P.  Rowe. 
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DIVISION    OP    WATKI!    RESOURCES 


E-64-G-31,  DR.  APLIN  (FORMERLY  MR.  RITCHEY) .     MAP  7 


Location  and  description  -  0  16  miles  sciuth  (jf  Santa  Ana  Canyon  Road.  0,26  miles  cast  of  Green 

Road,  norlhL-ast  nt  Rcdlands 
Reference  point — lop  <>l  curbing  ()f  pit.  at  ground. 

Elevation  of  reference  point — 1850.  from  Met.  \V   D,  topog,  hy  D,  W,  R 
Use — Irritialion 
Depth  of  well  Sb  feet 
Other  numbers  used-^-S   U    W.  D   No   W.  W    P,  Rowe  No   G-1 .  R.  W.  Co   No    lOOOB;  Localk 

No,  18*14C 


Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

DUt.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  M 

1915— 
Mar  27 

"30  3 
53 

23  4 

54  4 

55  2 
69  4 
44  4 
43  0 

65  3 
37,6 
64  2 
60  2 

Wig- 
Mar.  11            .   .   .   . 

65  8 
48,8 

66  4 

68  3 

66  2 

69  8 

69  5 
'11.4 
34.9 
55  1 

67  9 

1921— 
Mar.25 

'ZS.r 

April   7 

April  15 

June    2 

S2.t 

Junr  28               ... 

Nov.  14 

1922- 
Jan.  12 

57. t 

1910- 
May    5 

Aug.  22 

Oct.   12           

Nov.   2 

Nov.  19 

MO.t 

1917— 
Jan.     1 

1920- 
Feb.    7          

Mar.21 

1924— 
Oct.     7 

1931— 

Mar.    6 .-.. 

April   2 -. 

I2.t 

Mar.27 

69S 

July  30 ---- 

May  12 

June  19 

Aug.  16 

Sept.  19                

■"SZ.* 

>'S6.I 

Jan.    2 

Mar.   2 - 

Aug.   2 - 

Deo.    3 - 

•*  Measurements  from  Riverside  Water  Company. 
^  Measvircments  from  San  Bernardino  Water  Department, 
'^  Spreading  water  nearby. 
Measurements  from  W.  P.  Rowe  except  as  noted. 


E-64b-G-31,  NORTH  FORK  WATER  COMPANY— NEW  WELL.     MAP  7 
Log  Available 

Location  and  description— 100  feet  north  of  Santa  Ana  Canyon  Road.  150  feet  west  of  Grctnspot 

Road,  northeast  of  Redlands. 
Reference  point — Top  of  wood  curbing.  1.5  feet  above  ground,  to  and  including  August  2.  1928;  then. 

hole  in  -.ouih  side  of  casing,  at  ground. 
Elevation  of  reference  point— -1813.5.  to  and  including  August  2.  1928:  then,  1815;  from  Met.  W.  D 

topog.  by  D    W.  R 
Use — Irrigation 
Depth  of  well— 2o7  feet, 
Diameter  of  casing— 24  inches. 
Othernumbers  used— S,  B.  W.  D.  No-  13;  Location  No.  18999B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dial.  R.  P. 

to  water 

surface,  feet 

1928— 
Mar.   1 

36  5 
68  G 
71   1 
55  0 
61,4 
110  7 

1929- 
Jan.  14            ..     .. 

69  0 
67  1 
51,9 

1931— 
Mar.   6 

51.1 

April  30. . 

Feb.  21 

April  2 

61.1 

.Mar.  26 

May    5 

63.2 

July    5 

Aug.   2 

Dec.    4 

Measurements  from  San  Bernardino  Water  Department. 


I 


Location  and  description — 800  fccL  northwest  of  north  end  of  Fairmont  Lake,  1  mile  due  cast  of  North 

Main  Street  and  4700  feet  northeast  of  Kuhidoux  liridge.  Riverside. 
Reference  point — Top  of  casing.  2  feet  above  ground 

Elevation  of  reference  point — 797.2.  from  levels  by  Davidson  6l  f^ulmor. 
Use — Ojmcstie 

jDiameter  of  casing — 12  inches. 
Other  numbers  used — Gage  Canal  Co,  No.  R-10;  Riverside  Cement  Co.  No.  90;  G.  K.  Sanborn  No. 

25;  Location  No.  17919. 


SOUTH    COASTAIi    BASIN   INVESTIGATION 
E-66-I-26,  D.  F.  PIPES  (FORMERLY  S.  C.  EVANS).     MAP  8 
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mo- 
Dec.  18 

M21- 
Jan.  S 
Feb.  22 
May  3 
June  25 
Sept.  21 
Nov.   2 

1927- 
Aug.    8 
Sept.  7 
Oct.    7 
Dec.  12 


Di.st.  R.  r. 

to  water 

surface,  feet 


»11.2 
•11  4 
"11  2 
-11.3 
»I1.6 
•11  2 


9  8 
10  0 
9  8 
9.7 


Date 


1928— 
.Ian.  17 
Feb.  7 
Mar.  5 
.ipril  12 
May  12 
July  6 
Sept.  11. 
Not.  13, 


Dist.  R.  P. 

to  water 

surface,  feet 


9.5 
9  5 
10  4 
9,6 
10  0 
10,2 
10.4 
10.2 


Date 


1929— 

Jan.  5 

Mar.  6 

May  3 

1930— 
July  16 

1931— 
Oct.     8 


Dist.  R.  P. 

to  water 

surface,  feet 


10,1 
10  4 
10  li 


I'll  4 
I'll  6 


•  Measurement  from  Gage  Canal  Company, 
b  Measurement  from  Riverside  Basin  Water  Users  Council. 
Measurements  from  Riverside  Cement  Company  e-xcept  as  noted. 


E-67f-I-26,  A.  PELLISIER.     MAP  7 

Location  and  description — 10  feet  east  of  North  Orange  Street.  0.57  mile    north  of    County  Line, 

south  of  Colton       10  feet  north  of  long  milking  shed. 
Reference  point — Top  of  casing.  3.7  feet  above  ground. 
Elevation  of  reference  point — 855.4.  from  levels  by  Davidson  &  Fulmor. 
Use — Not  used. 
Depth  of  well— 50  feet 
Diameter  of  casing — 7  inches. 
Other  numbers  used — Gage  Canal  Co  No.  R-15;  Riverside  Cement  Co.  No.  12b;  Location  No,  17947C  , 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  wate 

surface,  feet 

1915— 
.\pril   9 

•12.9 
■12.0 
•13.1 
"14.3 
•14  3 

"11.7 

I'lo  4 

H&  3 

bU  5 
'■12  7 
bi4  4 

1-15  9 
"14.3 

1927— 
Aug.  13 

16.7 

18  9 
17  7 

16  6 
16  2 
13  5 
16  5 

19  2 
18.0 

18,3 
16.9 
18.0 
20.2 
21.9 

1930— 
Jan.  29            

20.8 

Oct.     6              

Mar.  29 

19.0 

July  29 

Nov.  25 

June    3           

19.5 

Sept.  25 

1928— 

J.an.   19.. -..- 

Mar.  13 

Aug.    7 

21.4 

Oct.  14 

Oct.     8         

22  7 

Dec.    9 

22  6 

1916— 

1931- 
Jan.     7 

Mar.    9 

.May    5 

Mar.  29 

\pril  12 

June  12 

22  4 

1920- 
Dcc.  15 

Sept.  19 -. 

Deo.    8 

20  7 
20.8 

1929— 
Jan.     7 

July     8               

22.3 

1921— 

Oct.    13 

23  5 

Jan.    4 

Nov.  16               

23  8 

Mar.  23... 

Dec.  18 

23,1 

May  24 

June  21 

Aug.    1. 

.Aug.    8 

Oct.    3 

Nov.   3 

'  Measurements  from  Riverside  Water  Company. 
•*  MeasuremcDts  from  Gage  Canal  Company. 
Measurements  from  Riverside  Cement  Company  except  as  noted. 
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E-67h-I-26,  A.  PELLISIER.     MAP  7 

Location  and  description-- 40  feet  south  of  North  Orange  Street.  200  feet  east  of  bank  o 

Kiver,  south  of  Colton. 
Reference  point — lap  of  l-ineh  b«5ard  on  casing,  0.7  feet  above  ground. 
Elevation  of  reference  point— 860.  from  Met.  W.  D.  topog.  by  D.  W.  R. 
Use — Not  used. 
Other  numbers  used — G.  K.  Sanborn  No.  31 ;  Location  No,  I7'?46A. 

i 

1  Santa  Am 

i 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dirt.  R.  P. 

tornttr 

surface.  f<ct! 

IMl— 
April  20 

12  5 

11  8 

12  t) 

1931-Cont. 
July    16 

13  7 

14  4 
14  9 

1931-Cont. 
Oct.     8 

15.3 
14.1 

May  14 

Aug.  15 

Dec.  26 

June  13 

Sept.  20  .       ... 

Measurements  from  Riverside  Basin  Water  Users  Council.                                                                                        1 

E-68g-I-26,  W.  E.  NOBLE.     MAP  8 

Location  and  description — 300  feet  northeast  of  Alamo  Street.  0,3  miles  northwest  of  Main  Strec 

Riverside, 
Reference  point — Top  of  2  x  6  across  pit.  at  ground. 
Elevation  of  reference  point — 830.  from  anjroid  by  D,  W,  R. 
Use — Domestic, 
Depth  of  »'eU~24  feet 
Diameter  of  casing — 14  inches. 
Other  numbers  used— G.  K  Sanborn  No.  29;  Location  No.  I7938D. 

Date 

DM.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  fee 

1931— 
April  20 

10  9 

11  6 
13  1 

1932— 
Jan.  13 - 

10.2 

July  16 

(Jet.     7 -... 

MeasuremeDts  from  Riverside  Basin  Water  Users  Council. 


E-69  1-1-26,  HERMAN  NAIPE  {FORMERLY  GARNER'S  SLAUGHTER  HOUSE).     MAP  8 

Location  and  description — 120  feet  north  of  old  Garner  Road,  950  feet  south  of  Placentia  Avchl 

and  0  22  miles  west  of  Orange  Street,  north  of  Riverside. 
Reference  point — Top  of  wooden  clamp.  0  8  feet  above  ground,  to  and  including  May  3.  1929;  ther 

top  of  }4-inch  plate  on  casing.  1  foot  above  ground. 
Elevation  of  reference  point— 830  4.  to  and  including  May  3.  1929;  then.  830.6;  from  levels  by  G.  h 

Sanborn. 
Use — Domestic. 
Diameter  of  casing — 5  inches 
Other  numbers  used — Riverside  Cement  Co.  No.  121;  G.  K.  Sanborn  No.  26;  Location  No.  I7948( 


Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P 

to  water 

surface,  fee 

1927— 
Aug.  12             .  . 

6  5 

6,7 
6,4 
5,2 

1928— 
Feb.  17 

4  7 

5  3 
7  5 
7  2 

6  4 
5.2 
6.3 

1931— 

•9  : 

Sept.  7 

April  17 

Oct.     8 

•11  . 

Oct.    7        

Sept.  19 -. 

Dec.  26 

•10 

Dec.  12 

Nov.   2 

1932— 
Jan.   13 

1929— 
Jan.    7 

•9.' 

Mar.   8 

May    3 

*  MeasuremcnLs  from  Iliverside  Basin  Water  Users  Council. 
Mea.surcnicnts  from  Riverside  Cement  Company  except  as  noted. 
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E-70-G-27,  CITY  OF  COLTON— DOMECQ  NO.  9.     MAP  7 
Log  Available 

Location  and  description  —0, 1  5  miles  .south  of  Mil!  Street  produced  west.  0.31  miles  west  of  Rancho 

Avenue.  Colton. 
Reference  point — At  ground, 

Elevation  of  reference  point — 1 1  34  0.  from  levels  by  Cx)lton  Water  Dept. 
Use — Municipal . 
Depth  of  well — 600  feet 
Diameter  of  casing — 14  inches. 
Other  numbers  used — State  Div.  E.  an  J  !.  No.    222.   San   Bernardino  Quad.;  B.  T.  Ham  No.  21; 

Location  No.  17'55IA. 


Date 


Dist.  R.  P. 

to  water 

stirface,  feet 


Date 


Dist.  R.  P. 

to  water 

surface,  feet 


Date 


Dist.  R.  P. 

to  water 

surface,  feet 


i lain  Sit 


1928— 
Jan.  15 
Mar.  15. 
May  15. 
July  15 
Sept.  15. 
Oct.  15. 

1929— 
Jan.  15. 
Mar.  15. 
May  15. 
July  15. 


145  0 

147 

156 

216 

214 

190 


185 
185 
210 
214 


1929— Cont 
Sept.  15.. 
Nov.  15.. 
Dec.  15. 

19.?0— 
Feb.  15.. 
April  15.. 
July  15.. 
Sept.  15.. 
Oct.  15.. 


216 

224 
198 


197  0 
197  0 
196  0 
197.0 
19(3.0 


1931— 
Jan.  15 
Mar.  15 
April  15 
June  1 
Sept.  15 
Dec.  15 


196 
196 
197 
202 
202 
202 


Measurements  from  Colton  Water  Department.- 


Dist  i 
ton  ^ 
.sarfifti  ; 
I 


E-74-I-27,  JOE  TRUJILLO.     MAP  8 

Location  and  description — 0.25  mile  north  of  Chase  Road.  0.13  mile  southwest  of  La  Cadena  Ave- 
nue, north  of  Riverside.     Northwest  of  Riverside  Water  Co.  canal. 

Reference  point — Top  of  2-inch  cover  on  casing  under  clamp.  0,7  feet  above  ground,  to  and  including 
January  13.  1926;  then,  top  of  casing.  0.5  feet  above  ground. 

Elevation  of  reference  point — 883.2.  to  and  including  January  13,  1926;  then.  883.0;  from  levels  by 
Davidson  and  Fuimor. 

Use — Domestic. 

Depth  of  well — 80  feet. 

Diameter  of  casing — 6  inches. 

Other  numbers  used — Gage  Canal  Co.  No.  H-28;  G.  K.  Sanborn  No.  32;  Riverside  Cement  Co.  No. 
143;  Location  No.  179580. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  K.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P 

to  water 

surface,  feet 

1920- 
Dec.  10 

■46  4 

•46,1 
M5.7 
M5,9 
■46,0 
•46,8 
•46,9 

i>46,0 

1927— 
Aug.  19 

47,4 
47.2 

47,0 
48.7 

48,9 
54  0 

54.2 
53,9 
54.0 
53,4 

1930— Cont. 
June    3 

54.9 

Nov.  26 

Aug.    7 

60  4 

1921— 

1928— 
Mar.  20 

Sept.   9 

62.9 

Oct.     8 

57.1 

Feb.    3 

Dec.    9 

66.2 

May  10 

Nov.    9 

1931— 

July    7 

1929— 
Mar.   5 

Sept.  8 

56.1 

Nov.   1 

Mar.    9 

56. 0 

Nov.25 

1930— 
Jan.  29 

May    5 

55.7 

1926- 

56.3 

Jan.  13 

Aug.    7 

62.4 

Sept.  15 

60.0 

Feb.  25 

Oct.   16     

58.9 

Mar.  29 

Nov.  14 

58.5 

April  30 

Dec.  18                  .  . 

58.4 

■  Meaaurement?  from  Gage  Canal  Company, 
b  Measurements  from  W.  P.  Rowe. 
Measurements  from  Riverside  Cement  Company  except  as  noted. 


32 — 93350 
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DIVISION   OP   WATER   RESOURCES 
E-741-I-27,  B.  B.  CLAWSON.     MAP  8 


Location  and  description — 345  feet  north  of  Palmyrita  Avenue  and   270   feet  east  of  A.  T.  &i  S. 

Ry..  HighRrove. 
Reference  point — Floor  level  at  pump  and  ground. 
Elevation  of  reference  point — 962,9,  from  levels  by  G.  K.  Sanborn. 
Use    -IrriKation  and  domestic. 
Depth  of  well— lb9  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used — G.  K.  Sanborn  No.  41 ;  Location  No   17969. 


Date 


1931— 
April  22 
May  14 
July  16 
Aug.  15 


Dist.  R.  P. 

to  water 

surface,  feet 


116.9 
116.5 
117.9 
119.0 


Date 


1931— Cont. 
Oct.  7.. 
Nov.  23.. 
Dec.  26.. 


Dist.  R.  P. 

to  water 
surface,  feet 


120  9 
119  6 
118  5 


Date 


1932— 
Jan.   13. 


DUt.R.l|. 

tomtap 

surfafio,  ttH 


~1 

n7.| 


Measurements  from  Riverside  Baain  Water  Users  Couucil. 


E-75-H-27,  M.  M.  SOARES.     MAP  7 


olton. 


Location  and  description — 75  feet  south  of  Agua  Mansa  Road.  100  feet  east  of  Third  Street,  Ct 

Reference  point — ^Top  of  casing.  1 .8  feet  above  ground. 

Elevation  of  reference  point — 921.2,  from  levels  by  Davidson  &r  Fulmor. 

Use — Domestic. 

Depth  of  well— 63  feet. 

Diameter  of  casing — 8  inches. 

Other  numbers  used — Gage  Canal  Co.  No.  C-42;  Riverside  Cement  Co.  No.  128;  Location  No.  17964C. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R  P. 

to  water 

surface,  feet 

1915— 
June  23 

"16.7 
«!6.9 
M8.1 
»19.6 

•19.4 

-18.7 
•16  (i 
"16.3 
"15.6 
"20.6 
"23  5 
"21.7 

b25  1 

1927— 
Aug.  17      

28.9 
32.9 
27,6 

24.8 
20.1 
23.0 
28  1 

37  8 

38  9 
37.2 

37.2 
24  4 
24  2 
31.6 
40.3 
46.1 
47  7 

19.30— 
Feb.  25 

38.8 
33.0 
29.4 
32.2 
44.6 
47  0 
47.8 
46.8 

453 
34.3 
37.8 
Dry  51 
48.8 

Aug.    4          . 

Oct.  12... 

Mar.29 

Sept.   6 

Dec.    7 

May    1 

Oct.  15 

1928— 
Jan.     7 

July    5 -. 

Sept.   9 

1920 — 

Oct.    8        

Deo.  15 

Mar.   9     

Nov.   7 

Dec.    9          

May  16 

1921— 

Julv  12 

1931— 
Jan.     7 

Sept.  27 

Mar.  22 

Nov.    9 

May  23        

Dec.    8 

Mar.   9 

1929— 

Aug.    1          

Sept.  15 

Oct.     1 

Dec.  18 ---- 

Nov.   2          

April   9 

May    2 

Mi 

1926 — 

June  18 

V 

Jan.  12 

Aug.    9  

^ 

Oct.   16 

Nov.  25  

»  Measurements  from  Gago  Canal  Company. 
t»  Measurements  from  W.  P.  Howe. 
Measurements  from  Riverside  Cement  Company  except  as  noted. 
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I.i: 

m 

[E-76-H-27,  CATARINO  SALDIVAR  (FORMERLY  ANAHEIM  UNION  WATER  COMPANY- 
TEST  WELL  NO.  1).     MAP  7 

Location  and  description — 700  feet  south  of  Washington  Street  produced  west.  71  feet  east  of  A.  T. 

&  S,  F.  Ry..  south  of  Colton.     10  feet  north  of  engine  foundation. 
Reference  point — Top  of  casing,  at  ground. 

Elevation  of  reference  point — 900,  from  Met.  W.  D.  topog  by  O.  W.  R. 
Use — .'\h:indoncd. 
Depth  of  well— 75  feet 
Diameter  of  casing — 10  inches. 
lOther  numbers  used — W.  C.  A.  "Anaheim  Union  No.  1."  Location  No.  17965F. 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

11 

1610- 

April  29 

5  0 
9  0 

11  4 
17.1 
15.1 

3  8 
8.5 

12.7 
7.4 

4.1 
4.6 
3.7 
7.8 

12  0 
10.6 

6.1 
3.8 
7.4 
10.0 
14  6 
7.0 

3.7 
3.6 
4.9 
7.2 
3.9 

3.3 

3.8 
9.0 

4  0 

3.7 
4.2 
4.6 
6.5 
4.6 

4.6 
3.8 
5.0 
8.0 
9.4 
5.9 

1918— 

4.8 

4  8 
6,0 
8.9 
5.8 
4.2 

4.0 

6.6 

16  0 

8.4 

4.5 
3.8 
4.4 
9.0 
13.4 
14.5 
10.1 

4.6 
4.0 
4.7 
11.6 
18.2 
10.1 

3.5 
3.3 
4.8 
8.1 
5.1 

4.2 

5  8 
9.7 

12.7 
10  2 
4.9 

4  5 
7  0 
17.9 
19.4 
15.6 
5.6 

4.6 
4.8 
6.6 
14.5 
22.8 
12.2 

1926— 
Feb.  18 

5  3 

Mar.    4 

Mar.  22 

April  20 

6.4 

July    8 

May    9          

3.7 

— , 

Sept.  30  . 

Aug.  10 

July  29 

18  0 

Nov.  14 

Nov.   9          

Aug.  16 

24.8 

IBll— 
May   3 

Dec.  10 

Nov.  12 

21  8 

1919— 
April   5 

Dec.  15 

12.8 

1927— 
Jan.  27 

July  11 

Sept.  13 

June  12 

5  8 

Nov.  21 

Aug.  30 - 

Nov.  10 

April  4 

4.3 

a,U 

1912— 
Jao.    8 

May  13 

6  2 

1920— 

10.1 

Aug.    3 

20.7 

Mar.  8 

Oct.     3 

25.8 

May  15 

Mar.  13 

Nov.   2 

22.1 

July    8 

Dec.    6 

13.6 

M 

Sept.  24 -.-. 

Julv    8 

1928— 
Jan.     5 

— 

KoT.  15 

Aug.    7 - 

1913- 
Jan.  20 

Sept.   9 

6.5 

1^1 

Nov.    9 

Mar.   3 

4.0 

Ion 

1921— 
Jan.     8 

April   7 

5.9 

Utt 

Mar.  19 

May    7 

13.6 



May    0 

July    9 

19.9 

July    3 

Feb.  19 

Sept.  14 

32.8 

Oct.  19 

June    2 

Dec.  15 

24.1 

: 

Dec.  25 

July   11 

1929— 
Jan.   11 

1 

1914— 

Mar.  25 

Sept.    8 

1 

Dec.  15 

21.2 

] 

1922— 
Feb.    4 

Feb.  14 

9.8 

1 

May  13 

Mar.  21 

7.3 

1 

July    8 

May  23 

19  5 

Oct.    5 

May  10 

July    3 

34.9 

Dec.    4 

Aug.    4 

Sept.   2 

49.8 

1915- 
Mar.   2 

Sept.  15 

Dec.  13 

42.3 

Nov.   6 

1930— 
Jan.    6 

1923— 
Mar.   8 

July    2 

42.0 

Oct.   g 

Mar.  14 

21.2 

Dec.    8 

May  12 

12.8 

1916- 
Jan.   13 

July  11 

May  12 

12  6 

Sept.  17 

June  13 

18.5 

Nov.   8 

Aug.    2 

35.1 

Mar.  14.        .  .  _ 

Dec.  10 

Sept.   5 

42.8 

May    6 

1924— 
Feb.  15... 

Nov.   6 

39.2 

Sept.  13 

1931— 

Nov.25 

1917- 
Jan.  23 

May  27 

31.3 

Aug.  25 

Feb.  20 

19.1 

Sept.22 

Mar.  16 

18.3 

Mar.   6 

Nov.  15 

April   9 

23  2 

May    7 

Dec.  31 

May  12 

24.8 

July  13 

1925— 

Jan.  26 

April  15 

June  12 

30  7 

Sept.  17 

Sept.  26 

Dry  44 

Nov.  10.. 

Dec.  22 

35  G 

May  28 

July  25 

Sept.  24 

Dec.  31 

Meaaurementa  from  Water  Conservation  Association. 
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E-78-G-27,  CITY  OF  COLTON— HIGHLINE  NO.  8.     MAP  7 

Log  Available 

Location  and  description    -175  feet  south  of  Rialio  Avenue.  0.52  miles  west  of  Mt.  Vernon  Avenue^ 
north  of  Chiton.  ~ 

Reference  point — lop  of  casing. 

Elevation  of  reference  point — 1094.5.  from  levels  hy  Colton  Water  Dcpt. 
Use^Municipal. 
Depth  of  well— 640  feet. 

Diameter  of  casing — 14  inches.  ^ 

Other  numbers  used — Location  No.  17970C.  " 


i 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DistlUP, 

tomt«r . 

siirf«».M| 

1928— 
Jan.  15 

37.0 
32.8 
39  0 
77.0 
80  0 
52  0 
42  0 

42.6 

32 

40 

192«— Cont. 
May  15 

80 
91 
70 
84 
54.7 

38.3 
34  0 
38.0 
75  0 
90.0 

1930-Cont. 
Sept.  15 

■ 
n.i 

Mar.  15 

Aug. 15 

Oct.   15 

Nov.  15 

Dee.  15 

1931— 
Jan.  16 - 

U.I 

May  15 

Oct.   15 - 

58.1 
52. 

June  15                  -  - 

Nov.  15 

Sept. 15 

Oct.  15 

Dec.  15 

1930— 
Jan.  15             .      - 

Dec.  15 

m 

Mar.  15.                .  - 

«1 

1929— 

Mar.  15 

May  15 

70 

Jan.   15            

May  15 

June    1     . 

90 

Mar.  15 

July   15 

104 

April  15 

July  15 

Oct.  15 

Dec.  15 

W 

80 

Measurements  from  Colton  Water  Departmeot. 


E-Sls-H-27,    FINANCE    INVESTMENT    CORPORATION    (FORMERLY    ANAHEIM    UNION 
WATER  COMPANY— TEST  WELL  NO.  6).     MAP  7 

Location  and  description — 1550  feet  south  of  Washington  Street  produced  west.  2650  feet  west  of 
Mt.  Vernon  Avenue  produced  south,  south  of  Colton.  75  feet  south  of  350-inch  Water  Co.  plane 
No.  6. 

Reference  point — Top  of  casing.  1  foot  above  ground. 

Elevation  of  reference  point — 918,  from  Met.  W.  D.  topog.  by  D.  W.  R. 

Use — .Abandoned. 

Depth  of  well— 75  feet. 

Diameter  of  casing — 10  inches. 

Othsr  numbsrs  used — W.  C.  A.  "Anaheim  Union  No.  6."  Location  No.  17975G. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feel 

1910— 
April  29 

12  9 

18  3 
27.1 
23.9 

11.4 
16.8 
208 
11.9 

10.9 
11.6 

19  1 
18  9 
15  4 

14  0 
17.9 
23.6 
14.5 

1914— 
Mar.26.. 

9.7 

12  3 
19  2 
16  1 

10  3 

11  5 
17.2 
11  6 

10  1 
9  5 

13  0 

10  4 

9.9 
105 
16  8 

11  4 

1918— 
Jan.     8 

12.2 

May    9 

12.3 

Sept.  30      

Oct.    6 

Aug.    9 

16.9 

Nov. 14 

Dec.    4 

Deo.  10 

1919— 
Jan.     4 

9.9 

1911— 

May    3 

1915— 
Jan.    4 -. 

June   2 

g.6 

July   11 

May    9 

12.0 

Sept. 13 

Oct.     8 

Aug.  29 

22.3 

Dec.  26 

Deo.    8 

Deo.  16 

13.4 

1912— 
Jan.  18 

1916— 
Jan.  13 - - 

1920— 
Jan.     7 

12.2 
0.5 
16.8 
23.2 
16.6 

12.9 
10.4 
12.2 
25.1 
19.8 

May  15 

May    5           .       .  . 

April   7 

Aug.  14 

Sept. 13 

July    8 

Oct.   14, . 

Deo.  23          .  .  .  . 

Sept.   9  

Deo.  16 - 

1917— 
Jan.  23 

Dec.  10 

1913— 

1921— 
Jan.     8 -. 

Jan.  20 

May    7 

June  11  .. 

Sept.  17 

Mar.   9 

Sept.24 

Deo.    8 

Deo.  25 

Aug.    5 

Deo.  16 

t? 
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E-8Ig-H-27,  FINANCE  INVESTMENT  CORPORATION  (FORMERLY  ANAHEIM  UNION 
WATER  COMPANY— TEST  WELL  NO.  6).     MAP  7— Continued 


Date 


Dist.  R.  P. 

to  water 

surface,  feet 


Date 


Dist.  R.  P. 

to  water 

surface,  feet 


Date 


Dist.  R.  P. 

to  water 

surface,  feet 


1922- 
Feb.    4 
May  10 
Aug.    4 
Nov.   6 

1923— 
Mar.  8 
May  12 

Sept.  17 
Dec.  10 

1924- 
Feb.  15 
May  27 
Sept.  22 
Nov.  15. 
Dec.  31 

1925- 
Jan.  26 
May  28. 
Aug.  22 
Nov.  19. 
Dec.  31. 


10.3 
10.4 
14  5 
15,0 


9.6 
14.0 
23  0 
13.9 


10  9 
15  3 
26.2 
24.0 
15.3 


12.2 
16.0 
29.5 
28.7 
21.3 


1926— 
Feb.  19 
April  20 
July  27 
Oct.  6 
Dec.  15 

1927- 
Jan.  27. 
May  13 
Sept.   7. 
Dec.    6 

1928— 
Jan.  5. 
AprU  7. 
July  9. 
Sept.  14. 
Dec.  15 

1929— 
Jan.  11. 
May  23. 
July  26. 
Sept.  20. 
Dec.  13. 


15.4 
11.4 
26  9 
33.8 
23.7 


16.8 
14.3 
35.8 
23.8 


17.6 
14.2 
32.9 
45.2 
34  1 


31.2 
32.2 
49.0 
59.4 
67.3 


1930— 
Jan.  6. 
Mar.  14 
June  13 
Aug.  2. 
Nov.  6 
Dec.    5 

1931— 
Jan.  19 
Mar.  16 
April  9 
May  12. 
June  12 
July  31. 
Sept.  26 
Nov.  6 
Dec.  22 


56.8 

31  5 

32  5 
52.7 
59.9 
56  6 


41.2 
29.2 
37.4 
37  6 
48.4 
60.3 
64  6 
62.8 
47.8 


Measurements  from  Water 'Conservation  Association. 


E-83-I-27,  RIVERSIDE  HIGHLANDS  WATER  COMPANY— TEST  WELL.     MAP  7 

Location  and  description^— 165  feet  west  of  Michigan  Avenue  and  500  feet  north  of  Van  Buren  Street. 

south  of  Coiton. 
Reference  point — Top  of  casing,  at  ground,  to  and  including  November  14.  1925;  then,  top  of  wood 

cover,  ?  feet  above  ground. 
Elevation  of  reference  point — 981.5.  to  and  including  November  14.  1925;  then.  984.6;  from  levels  by 

Davidson  and  Fulmor. 
Use — Not  used; 
Other  numbers  used — State  Div.  E.  and  I.  No.  52,  San  Bernardino  Quad.;  Gage  Canal  Co.  No.  H-7; 

Location  No.  17977. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  It  P. 

to  water 

surface,  feet 

1920— 
Dec.    9  - 

•103.1 

•102.2 
-99.2 
•102,4 
•iOfi.5 
•108,5 
•106,8 
l>105,4 

MOO.l 
=101.8 

1924— 
Oct.  24 

1925— 
Nov.  14 

1927— 
Sept.   8 

•108.7 

=109.4 

115.1 
115.7 
113.5 

110.7 
109.9 
115.0 

1928-Cont. 
Sept.  19 

120  0 

Nov.   9  . 

120  0 

1921- 
Jan.    4 

Dec.    5 

1929— 
Jan.     4.- 

119,6 

Mar.  28 

June  30 

118  1 

Aug.  25 

Mar.   5 

May    3.     . 

Sept.  22 

Oct.   11 

Dec.    9 

112  8 

Oct.  26 

July     8 

120  2 

Dec.  14 

1928— 
Jan.  24 

May  10.. 

Oct.  14..  .  . 

124  6 

Nov.  11 

129  6 

1922— 
Mar.  18 __ 

1930— 

April  30 

Oct.     8 

Aug.  16 

July  19 

123  2 

cl 

■  Measurements  from  Gage  Canal  Company. 
*>  Measurements  from  W.  P.  Rowe. 
"  Measurements  from  Division  of  Water  Resources. 
•^  Casing  covered  with  irrigation  water. 
Measurements  from  Riverside  Cement  Company  except  as  noted. 
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E-8S-G-27,  GEORGE  RALPHS.     MAP  7 

Location  and  description — 125  feet  north  of  Mill  Street.  500  feet  east  of  Mt.  Vernon  Avenu. 

Bernardino. 
Reference  point — Top  of  4-inch  blocks  on  casing,  1  foot  above  ground. 
Elevation  of  reference  point — lOfal.O.  from  levels  by  Riverside  Water  Co. 
Use — [domestic. 
Depth  of  well— 202  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used— S.  B.  W.  D.  No.  80;  W.  S.  P.  142.  No.  289.  San  Bernardino:  Location  No. 

1 7980C. 


Date 


1915— 
May    7 
July  17 
Sept.   4 
Oct.  18. 

1916— 
Mar.  15 
July  17. 
Nov.  25 
Dec.  21 

1917— 
Jan.  22. 
Mar.  3. 
April  4. 
May  4. 
July  7. 
Sept.  11. 
Oct.  10. 
Nov.    9. 

1918— 
Jan.  7. 
Mar.  2. 
May  10. 
Aug.  9. 
Oct.  14. 
Dec.    5. 

1919— 
Jan.  3. 
Mar.  5. 
June  12. 
Aug.  28. 
Nov.   6. 

1920— 

Jan.  5. 

April  8. 

May  8. 

July  7. 

Sept.  8. 

Nov.  4. 

Deo.  6. 


Dist.  R.  P. 

to  water 

surface,  feet 


»8.3 
•39.9 
•30.8 
•29.6 


■8  3 
17.4 
20.3 
4.8 


11 

0  3 
4.9 
11.1 
17  0 
19.1 
20.2 
10  5 


9.2 
2.0 
15,5 
22.2 
9.6 
4  2 


II  1 
11.1 
18.2 
24.2 
10.5 


8.2 
3.7 
11.9 
19.6 
27.3 
14. S 
13  6 


Date 


1921— 
Feb.  10 
April  8 
June  3 
July  11. 
Sept.  9. 
Dec.  10. 

1922— 
Feb.  3. 
April  8 
May  8. 
July  12. 
Sept.  13. 
Nov.  3. 
Dec.    5. 

1923— 
Mar.  7. 
May  12. 
July  7. 
Sept.  17. 
Oct.  5. 
Dee.    7. 

1924— 
Jan.  10. 
April  3. 
July  1. 
.Sept.  12. 
Nov.  13. 

1925— 
Jan.  24. 
April  13 
May  25. 
Aug.  21. 
Sept. 23. 
Nov.  20. 
Dec.  30 

1926— 
Mar.  22. 
April  20. 
July  16. 


Dist.  R.  P. 

to  water 

surface,  feet 


6  5 
8.7 
12  0 
23.3 
28  2 
19  3 


11.8 
7.5 
16.7 
22.7 
25  4 
20  4 
13.2 


7.7 
20  4 
22  6 
28.4 
19.5 
11.4 


7.1 

6,4 
18.3 
21,0 
10  9 


7,8 
7,6 
11.8 
25.0 
22,2 
15.3 
10.2 


13.2 
10  8 
24  5 


Date 


1926— Cent. 

Aug.  14 

Nov.    8 

Dec.  13 

1927— 

Jan.  13 

April  13 

June    6 

Sept.   7 

Nov.   3 

1928— 

Jan.     4 

Mar.   2 

May    8 

Aug.  13 

Oct.     8 

Dec.  14 

1929— 

Feb.  14 

May  21 

June  18 

Aug.  21 

Nov.   6 

Dec.  12 

1930— 

Feb.    8 

Mar.  13 

April  2 

June  12 

Ang.    2 

Sept.  3 

Oct.     2 

Dec.    6 

1931— 

Feb.  18 

Mar.  18 

May  11 

July  31 

Sept.  4 

Nov.   5 


Dist.  R.  P. 

to  water 

surface,  fe«t 


19  2 
27.8 
32.2 
37.4 
36. 5 
32  2 


24  0 
240 
23.2 
34.9 
38.3 
39.6 
36.2 
29.6 


26.1 
28.1 
31.7 
43.1 
41.7 
41. S 


»  Measurements  from  Riverside  Water  Company. 
Measurements  from  Water  Conservation  Association  except  as  noted. 
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E-91f-H-27.  RIVERSIDE  HIGHLAND  WATER  COMPANY,  RIVER  AND  HIGHGROVE  NO.  3 

MAP  7 
Log  Available 

Location  and  description^O.23  miles  north  of  Washington  Street.  0.3S  miles  east  of  Mt.  Vernon 

Avenue,  southeast  of  Colton. 
Reference  point — At  ground. 

Elevation  of  reference  point — 935,  from  Met.  W.  D.  topog.  by  D,  W.  R. 
Use— Irrigation. 
Depthof  well— !S2  feet. 
Diameter  of  casing — 20  inches. 
Other  numbers  used — Location  No.  17994F. 


1 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 

Jan.  31 

.  Feb.  28 

49.0 
40.3 
32.0 

1930— Cont. 

May  12 

Deo.  31 

29  0 
50  0 

1931— 
Jan.  25 

42  0 

Feb.  28 

36  0 

Mar.  31        -  - 

April  26 

37  0 

41.0 

Measurements  from  Riverside  Highland  Water  Company. 


E-93-G-28,  PHILIPPI  QUIROZ. 
Log  Available 


MAP  7 


Location  and  description — 200  feet  south  of  Mill  Street,  0.06  miles  west  of  Allen  Avenue.  25  feet  v/est 

of  A.  T.  &  S.  F.  Ry..  San  Bernardino. 
Reference  point — Pressure  gage  connection  and  faucet  inside  of  barn,  about  4  feet  above  ground. 

(Barn  is  300  feet  northwest  of  well). 
Elevation  of  reference  point — 1007. Q.  from  levels  by  W.  P.  Rowe. 
Use — [Domestic. 
Depth  of  well— 500  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used— W.  P.  Rowe  No.  P-46:  R.  W.  Co.  No.  23C:  W.  C.  A.  '■Quiro:  Well"  Location 

No.  I8010A. 


Date 


Dbt.  R.  P. 

to  water 

surface,  feet 


Date 


Dist.  R.  P. 

to  water 

surface,  feet 


Date 


Dist.  R.  P. 

to  water 

surface,  feet 


1915- 
April  6. 
July  18. 

Sept.  15. 
Nov.  26. 

1916— 
Jan.  13. 
April  10. 
July  18. 
Sept.  12. 
Dee.  23. 

1917- 
Jan.  12. 
Mar.   5. 

May  5. 

July  9. 

Oct.  5. 

Dec.  6. 

1918— 

Feb.  5. 

April  6. 

May  8. 

Aug.  8. 

Oct.  11. 

Dec.  5 


»+72.7 
'"+56.2 
i'+46.7 

t+eo.i 


''+76.2 
'•+71.5 
+64.6 
+63.7 
+69.7 


+76.4 
+77.3 
+69.3 
+54.0 
+46.7 
+62.0 


+69.0 
+73.7 
+55.3 
+43.8 
+60,0 
+68.5 


1919— 
Feb.  4. 
April  4, 
July  10 
Sept.  26. 
Dec.  15. 

1920— 

Jan.  7. 

Mar.  12 

May  7. 

Aug.  7. 

Oct.  4. 

Dec.  9 

1921— 
Feb.  16 
April  8 
June  3 
Aug.  9. 
Nov.   3 

1922— 

Jan.  II. 

Feb.  2 

April  8 

June  3 

Sept.  8 

Nov.  4 


+69.7 
+73.5 
+43  8 
+41.9 
+71.5 


+62  8 
+73.4 
+69.2 
+42.8 
+46.7 
+57.7 


+68,8 
+57.3 
+64.6 
+41.6 
+55.3 


+62.3 
+70.4 
+73.6 
+61.2 
+50.7 
+69.8 


1923— 

Jan.     8 

Mar.   8 

May  10 

July  7.... 

Oct.     5 

Dec.    8 

1924— 

Jan.  10 

April   7 

Aug.  22 

Nov.  14 

Dec.  29 

1925— 

Mar.   6 

April  13 

July  24 

Sept.  23 

Oct.  22 

Dec.  28 

1926— 

Feb.  19 

April  20 

July  16 

Aug.  16 

Oct.     2 

Dec.  15 


+68.2 
+71.8 
+55.4 
+46.2 
+50.8 
+62.3 


+69.3 
+69.4 
+43.2 
+60.0 
+62.3 


+58.8 
+62.3 
+39.2 
+41.3 
+55.8 
+54.2 


+62.3 
+64.8 
+39.2 
+34.6 
+37.1 
+46.2 
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E-93-G-28,  PHILIPPI  QUIROZ.     MAP  7— Continued 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dial.  R.  P. 

to  water 

surface,  feet 

1027— 
Mar.  16 

+30.8 
+23.1 
+42.0 
+32.3 
+49.8 

+58.8 
+54.2 
+36.9 
+35.8 
+32.3 
+50  7 

1929— 
Feb.  14 - 

+57.9 
+23  1 
+29.1 
+27.7 
+  13.9 
+31.2 
+23.5 

+41.3 
+56.0 
+39.2 
+48.8 
+30.0 
+34.6 
+41.0 

1931— 
Feb.  18 

+  50  5 

May    6 

.May  23       

April  9 

-i  .'7  7 

May  11 

Sept.   7 

Aug.  21 

+  28  2 

Nov.  3 ; 

Scpt.16 

Nov.    B 

July  31... 

+23  1 

Sept.   5 

+30  0 

1928— 

Dec.  12 --.- 

Nov.   5  . 

+27  7 

Jan.    4 

Mar.   3 

April  6     .. 

1930— 

Jan.     6 

Feb.    8 

1932— 
Jan.     4 

+48  { 

Oct.     8 

Nov.  10 

Dec.  14 

April  2 

May  12 .-.. 

Sept.  4 

Oct.    2..: 

Dec.    6 

r 

a  Measurements  from  W.  P.  Rowe. 
*>  Measurements  from  Riverside  Water  Company. 
Measurements  from  Water  Conservation  Association  except  as  noted. 


E-95-H-27,  NORMAN  COOLEY  (FORMERLY  WASHINGTON  SCHOOL).     MAP  7 

Location  and  description — 150  feet  north  of  Washington  Street,  1.05  miles  east  of  Mt.  Vernon  Avenue, 
south  of  San  Bernardino. 

Reference  point — Top  of  casinB.  north  side.  1.3  feet  above  ground. 

Elevation  of  reference  point — 1014.9,  from  levels  by  Davidson  &l  Fulmor. 

Use — Not  used. 

Depth  of  well— 129  feet. 

Diameter  of  casing — 7  inches. 

Other  numbers  used— Gage  Canal  Co.  No.  C-1 1 ;  R.  W.  Co.  and  W.  S.  P.  142,  No.  199.  San  Bernar- 
dino; Riverside  Cement  Co.  No.  146;  State  Div.  E.  and  1.  No.  109,  San  Bernardino  Quad.;  LocaClCRl 
No.  18005. 


Date 


1915— 
Mar.  18 
June  5. 
July  19 
Oct.  18. 

1916— 
Jan.  13 
Mar.  29. 

1920— 
Dec.  16 

1921— 
Jan.  3. 
Mar.  22. 
May  23. 
July  29. 
Sept.  2. 
Oct.  1. 
Nov.   1. 


Dist.  R.  P. 

to  water 

surface,  feet 


"74.5 
"73.6 
"76.7 
"75  5 


■78,0 
"73 . 1 


'■76.0 


i>76.2 
i'76.0 
i'75.7 
1>78,1 
'■80  I 
1=81  2 
1>80.1 


Date 


1926— 
Jan.   12 

1927— 
.Sept.   8. 
Oct.   11. 
Dec.    9 

1928— 
Jan.  24 
May  15. 
July  19. 
Sept.  19. 
Nov.  9. 
Dec.    6. 


Dist.  R.  P. 

to  water 

surface,  feet 


84.6 
86.5 
85  6 


80.6 
83,6 
88.6 
90.5 
90  6 


Date 


1929— 
Jan.  4 
Mar.  6 
May  3 
Aug.  8 
Oct.  14 
Nov.  11 

1930— 
April  30 
Oct.     8 

1931— 
April  8 
June    9 
Sept.  16. 
Dec.  19. 


Dbt.R.P, 
to  wat«r     I 
surface,  fMt  | 


r 


■  Measurements  from  Riverside  Water  Company. 
*>  Measurements  from  (lage  Canal  Company. 
*■  Measurementc  from  W.  P.  Kowe. 
Measurements  from  Riverside  Cement  Company  except  as  noted. 
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E-98-H-28,  L.  A.  LAMBERT.     MAP  7 
Log  Available 

0.13  miles  north  of  Colton  Avenue,  15  feet  west  of  Watermun  Avenue. 


Location  and  description- 
south  of  San  Bernardino. 
Reference  point — Prcstsure  gage  connection,  at  ground. 
Elevation  of  reference  point — 1014.1.  from  levels  by  W.  P.  Rowe 
Use — Domestic. 
Depth  of  well — 610  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used — W.  P.  Rowc  No.  P-82;  Location  No.  18023 


Date 

Dist.R.P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1915— 
April  10- 

+50,2 
+55  4 
+24.0 
+23.1 
+36.0 
+57.4 

+78  4 
+68  3 
+32.8 
+48.9 
+55.2 

+71,3 
+75  0 
+48,2 
+27.7 
+24.9 
+48.4 

+49.6 
+67.3 
+34.6 
+46,8 

1918— Cont. 
Aug.    9 

+  19,6 
+47,3 
+42.7 
+53,5 

+50.7 
+44  3 

+27,7 
+42,7 
+63.4 

+54.2 
+25,4 
+31.2 
+27.7 
+35,8 

+55,3 
+51,4 
+56,0 
+23.1 
+34.2 

1922— 
Feb.    2 

+55  6 

June  10  

Oct.   11 

April   7 

»+59  0 

Aug.  17 

Nov.    8 

1923 

Sept.  20 

Dec.    5  .. 

b 

Nov.24. 

Dec.  23 

1919— 
Jan.    4 

1924 

fa 

1925 

1916— 

May    7 

b 

Jan.  14 

1927— 
AprU13.., 

Nov.   3 

April  15 

Nov.   6 

Sept.  12 

Dec.  12 

+49.6 
+32  3 

Nov.24 - 

1920— 

Jan.     7 - 

July     6 

Dec.  20 _ 

Dec.    5... 

+27  7 

1917— 

1928— 
Jan.     4 

Jan.  11 

Sept.   7 

+56.5 
+41  5 

Mar.   2 

Oct.     4 

Mar.   2-.       . 

Mav    3 

Deo.    8 

April   6 

+30  0 

July    6 

1921— 
Feb.  16 

Dec.    4  . 

•+32.3 

Sept.  13 

1929— 

Feb.  13 

Mar.  13 

1930 

Nov.    7 

Mar.  11 

+25  2 

IMS- 

Jan.     4 - 

Oct 

Mar.   4 

Dec.    8 

b 

May  14 

June    7 

•  Flowing  remainder  of  year. 
^  Flowing  throughout  year. 
Measurements  from  W.  P.  Rowe  to  and  including  April  15,  1916;  then,  from  Water  Conservation  Association. 


E-lOI-G-28,  BUNT  ESTATE.     MAP  7 

Location  and  description — 30  feet  north  of  Mill  Street.  0.43  miles  cast  of  Tippecanoe  Street,  cast  of 

San  Bernardino. 
Reference  point — Top  of  blocks.  1.6  feet  above  ground. 
Elevation  of  reference  point — 1078.0.  from  levels  by  W.  P.  Rowe. 
Use — Domestic. 
Depth  of  well— 200  feet. 
Diameter  of  casing — 3  inches. 
Other  numbers  used— S.  B.  W.  D.  No.  104;  W.  P.  Rowe  No.  309;  Location  No.  18040. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1915- 
June  21. 

3,2 
18.2 
15.2 
17.0 
9.6 
3.9 

2.5 
0.7 
Flowing 
6.8 
3.8 

16.1 
15,6 

1918— 
Mar.  13 

2.0 
21.4 
20.3 

4.9 

1.4 

9.7 
12.5 
23.6 
10.7 

6.6 

1920— 
Feb.    7 

Aug.  18 

Aug.    8 

Mar.  27 

0  6 

Sept.21 

Sept.  25 

May  11 

Oct.  20 

Dec.    4 

July  16 

20  1 

Nov.24 

1919— 
Mar.  12...     . 

Nov.  21 

Dec.  22 

1931— 
Mar.  10 

1916— 

April  16. 

13  3 

Jan.    3  . 

May  30 

April    1 

31  4 

Feb.    2. 

July  24 

May    4 

Mar.   8 

Oct.  11 

July    2 

29.9 

Oct.    4 

Dec.  29 

Sept.  2 

Deo.  30 

Nov.  16.. 

1917- 
June29 

1932— 
Jan.     4 

July  30 

Measurements  from  W.  P.  Rowc  to  and  including  November  21, 1920;  then  from  San  Bernardino  Water  Depart- 


506 


DIVISION   OF    WATER   RESOURCES 
E-102m-H-28,  A.  P.  DALLAS.     MAP  7 


I 


Location  and  description — 200  feet  north  of  intersection  of  Cottonwood  Row  and  Mt.  View  Avenue, 

200  feet  west  of  Mt.  View  Avenue,  northeast  of  Loma  Linda. 
Reference  point — Vop  of  casing,  at  ground. 

Elevation  of  reference  point — 1120  1.  from  levels  by  Riverside  Water  Co.  s 

Use — Nut  used.  l. 

Depth  of  well— 48  feet.  K 

Diameter  of  casing — 7  inches. 
Other  numbers  used— W.  S.  P.  468.  No.  135;  W.  S.  P.  142,  No.  145.  Redlands;  Location  No.  18053E4 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

i 

Dist.R.P.T 
to  water 
surface,  feet 

1900— 
Oct 

"20.0 

«33.0 

•26.0 

»20.C 

16.2 

14  0 
14.1 

9.2 
10.2 

9.2 
11.2 

10.8 
11.8 

1919— 
May  12 

9.7 
12.5 

9.4 
10.2 
10.2 

9  0 
8,8 
10,2 
11  8 

7.2 
7  1 
7.6 
8,4 

7.3 
!0  0 

10.3 
13.4 
12.6 

1925— 
May  13 

13.0  i 

Nov.    6 

Aug.  31 

Oct.  28 

17.4  ■ 

1920— 
May  17     .. 

It.lj^ 

Oct.       .- 

1926— 
May  19      

1906 

Aug  25 

13.7 

Oct 

Oct.  29     ..       .     . 

1927— 
June  17 

1921— 
Feb.  24 -- 

18.1 

Oct.   15-17 

Aug.  27 

20.0 

May  28 

Nov.   4 

18.2 

July  14 

1928— 
May  15 

Oct    27 

Oct.     3     . 

1922— 
Mar.  27 

20.6 

1915- 
May  27 

.4ug.  13 

Nov.  20. 

23.7 
23.4 

Nov     1 

May  24  

1929— 
Nov.   3 

Aug.  21 

Oct.  25     

33  2 

June    7 

1923— 

1930— 
Feb.  21 

Nov.  16 - - 

29  6 

Nov.  21       

31  4 

May  19 

1924— 
Feb.  25 

.July  28 

35.4 

Nov.  24 

Dec.    3. 

36  4 

1931— 
Feb.  18 

1918— 

Aug.  20 

May    4 

Nov.  28 

33  6 

Oct.  12 

June  10 

40  1 

Nov.  19 - 

b 

"  Reference  point— at  ground,  originally  1  foot  below  top  of  casing.    Elevation  1U9.1. 
b  Obstruction  at  45  feet. 
Measurements  from  United  States  Geological  Survey  (Water  Supply  Paper  468  and  unpublished  records). 


M 
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E-106-H-29,  P.  O.  COVER  (FORMERLY  H.  H.  COLE).     MAP  7 

Location  and  description — 175  feet  south  of  Colton  Avenue,  0.23  miles  west  of  California  Street. 

west  of  Rcdiands. 
Reference  point— Top  of  casing,  0.4  feet  above  ground. 
Elevation  of  reference  point — 1147».  from  levels  by  P.  E.  Hicks. 
Use — Not  used. 
Depth  of  well — 82  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used— W.  S.  P.  468.  No.  134;  W.  S.  P.  142.  No.  132,  Redlands;  P.  E.  Hicks  No.  210; 

Location  No.  18063. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

IMO- 
Oot 

«32.0 

"45  0 

"47.0 

•35.8 

•32.9 

30  2 

25.4 

17.7 
17.2 

15.8 
18.1 

17.6 
15  7 

1919— 

May  12 

Nov.    6 

15.5 
16.9 

15.8 
17.5 
16.5 

15.0 
16.2 
18.4 
18.2 

14.0 
14.1 
13,8 
14.4 

13.2 
13.8 
16.3 
15  1 

15.7 
18.8 
18.7 

1925— 
May  13 

20.5 

Aug.  31 

Oct.  28... 

24  4 

1904— 

1920- 
May  17 

22.2 

Oct. 

1926— 
May  19 

K06— 

Aug.  25 

22  3 

Oct. 

Oct.  24 

25  8 

1909- 
Oct.  15-17 - 

1921— 
Feb.  23 

1927— 
June  17 

25  5 

May  28 

Nov.   4 

25  4 

1912— 

July  14 

1928— 
Mar.  16 . 

Oct.  16-18 

Oct.    3 

1922— 
Mar.  27 

May  24                 -  . 

22  5 

1914— 

May    3 

28  4 

Oct.  27 

Aug.  13 

31  6 

Nov.  20 

30  1 

1915— 

Aug.  21 

1929— 
Sept.   3  

Nov.    1 

Oct.  25 

1923— 
Mar.22 

39  4 

1916— 
June   7 

1930— 
Feb.  21.. 

Nov.  16 

May  22 

38  8 

Aug.  24 

37.0 

1917— 

Nov.  21 

July  28 

44  1 

May  19 

1924— 
Feb.  19 

Deo.    3  . 

46  S 

Nov.  24. 

1931— 
Feb.  18 

1918— 

Aug.  28 

40.9 

May   4 

Nov.  28 -. 

Aug.  24 

Nov.  19 

52  3 

Oct:  11.. . 

52  8 

»  Reference  point — at  cround.    Elevation  1147.5. 
Measurements  from  United  States  Geological  Survey  (Water  Supply  Paper  468  and  unpublished  records). 
XoTE. — Between  May  12  and  November  6,  1919,  the  casing  was  raised  1  foot.   Beginning  with  November  6,  1919, 
I  foot  has  been  subtracted  from  measurements  to  make  them  comparable  with  earlier  measurements. 
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i- 

E-106d-H-29,  BARNEY  LEEST  CFORMERLY  JAMES  SMITH).     MAP  7 

Location  and  description— 0.22  miles Viorth  of  Colion  Avenue.  125  feet  west  of  California  Street,  west 

of  Redlands. 
Reference  point — Top  of  casing.  0.2  feet  above  ground. 
Elevation  of  reference  point — 1158.1.  from  levels  by  P.  E.  Hicks. 
Use— Domestic. 

Depth  of  well— 90  feet.  | 

Diameter  of  casing — 7  inches.  ■ 

Other  numbers  used— W.  S.  P.  468.  No  133;  W.  S.  P.  142.  No  126,  Redlands;  P.  E.  Hicks  No.  2084>. 

Location  No.  I8073B. 


f 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R. !'. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  (Mb 

1900— 
Oct 

34  0 

51.0 

44.2 

33  7 

27.8 
31.4 

23.9 
21.6 

245 

22  4 
28  3 

21.9 
23.8 

1920— 
Aug.  25 --.. 

1921— 
Feb.  23 - 

27  0 

21.2 
23.1 
24.8 

78.1 
20.9 

22.1 
20.0 

748 
24.6 
25.0 

325 
32.7 
26.3 

33  6 
51.7 

1927— 
June  17 

f 

37.1 

Aug.  27 

33  0 

1904 

Nov.   4 

33  4 

Oct 

1928- 
Mar.  16 

May  28 

1909 — 

July  14 

28  0 

Oct.  15-17 

1922— 
May  24 

May    3 

35  2 

Aug.  13 

54  2 

1912 

Nov.  20 

73  2 

Oct    16-18 

Oct.  25  . 

1929— 
May  22.. 

1923- 
May  22 

73.2 

May  27 

Sept.  3 

68.7 

NoT.21 

1930— 
Feb.  21 

1916— 

1924— 
Feb.  19 --- 

40.7 

42.8 

Nov.  15 

Aug.  26 

July  28 

62.7 

Nov.  28 

Dec.    3              

SI  t 

1917— 
Nov.21     

1925— 
May  13 

1931— 

59.1 

1918 — 

Aug.  31 

Oct.  15        

•75  2 

May    4 

Oct.  28  . 

Nov.   5 

•91.5 

Oct.  11  

1926— 
May  19 

Nov.  19 

64  5 

Dec.    5 

•72  4 

1919— 

May  12 

Nov.    1     . 

Nov.   6 - 

Doted. 


>  Measurement  from  F.  £.  Hicks. 
Measuremeote  from  United  States  Geological  Survey  (Water  Supply  Paper  468  and  unpublished  records)  except  is 
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Location  and  description — 0.35  miles  northwest  along  CotionwooJ  Row  from  intersection  with  Cnli- 
fornia  Street  and  300  feet  southwest  of  Cottonwood  Row.  west  of  Rcdlands,  Open  casing  in  orange 
grove. 

Reference  point— Top  of  casing.  1  foot  above  ground. 

Elevation  of  reference  point — 1 170.  from  Met.  \V.  D.  toix)g.  hy  D   W.  R. 

Use — Not  used. 

Depth  of  well— 200  feet. 

Diameter  of  casing — 14  inches. 

Other  numbers  used— W.  S.  P.  468,  No.  131;  W.  S.  P.  142.  No.  66.  Redlands;  P.  E.  Ilicks  No.  214: 
Location  No.  18064. 


^=J 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1900- 
Oct 

•30.0 

»55,0 

•64,0 

"44  4 

•37.0 

34.8 

35  0 

28.6 
28.0 

26.4 
26.7 

25.3 
24.8 

1919— 
May  12         

25  4 
27.7 

26  2 
27.3 

26.5 
27.0 

27  9 
29.0 

25  3 
24.5 

23,7 
25.7 
25.6 

26  0 

28  9 
29.1 

30  3 
34.7 
34.2 

1926— 
May  19 

33.8 

Nov.   6 

Nov.    1              

37.6 

1904— 
Oct. --- 

1920— 
May  17           

1927— 
Aug.  27 

39.8 

1906 

Oct.  29 

Nov.   4                  .  . 

39.4 

July  15 

1921— 
Feb.  24          

1928— 
Feb.  28 

37.0 

Oct.  15-17    - 

May  28 

May  15 

40,2 

July  14              

Aug.  13 

44,6 

1912 

Oct.     3 

Nov.  20 

45  9 

Oct.  16-18 

1922— 
Mar.  27 

1929— 

1914— 

47,4 

Oct.  27 

May  24 

Sept.  3 

56.5 

1923— 
June   5             .  

Nov.  11 

57.2 

1915— 
Nov.    1 

1930— 
June    4 

Aug.  24 

56.4 

1916— 

Nov.  21             

July  28 

62  2 

1924— 
Feb.  25 

Dec.    3 

62  2 

Nov.  16 

1931— 
Feb.  18 

1917— 

Aug.  20 

58.2 

May  19 

Nov.28 

July  10 

63.6 

Nov.  23 

1925— 
May  13              -  - 

Nov.  19 

72.5 

1918— 

May   3 

Aug.  31 - 

Oct.  12 

Oct.  28 

*  Reference  point— at  ground.    Elevation,  1169. 
Measurements  from  United  States  Geological  Survey  (Water  Supply  Paper  468  and  unpublished  records). 
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DIVISION   OP   WATER  RESOURCES 


E-107a-H-29,  FRANK  BUEHLER.     MAP  7 

Location  and  description — 90  feet  south  of  Park  Avenue  and  680  feet  west  of  Nevada  Street,  west 

of  Rcdlands. 
Reference  point — Top  of  casing.  1  foot  above  ground. 
Elevation  of  reference  point — 1189.6.  from  levels  by  P.  E.  1  licks. 
Use — Domestic. 

Depth  of  well— 1  30  feet.  4{ 

Diameter  of  casing — 7  inches.  ^ 

Other  numbers  used— W.  S.  P.  468.  No  132;  W.  S.  P.  142.  No.  84,  Redlands;  Location  No.  18074. "1 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

■ T 

DUt.  R.  P.» 

to  water   ,' 

surface,  Fm^ 

1900— 
Oct.       

•30.0 

•55,0 

•53.0 

•46.3 

■42.5 

•34.6 

34,7 

31,7 

22  5 

20,8 

20,7 
20,3 

1919— 
May  12 

20.3 
23.0 

27.9 
30  1 
23  2 

22.2 
23.1 
26.4 
27.9 

22.0 
46.5 
21.4 

19  5 
31.2 
21.9 

21.4 
26.4 

31.3 
34  0 
29.3 

1926- 
May  19 

* 

Nov.    6 

Nov.    1 

1904— 
Oct 

1920— 
May  17 

1927— 

V 

8«.T' 

1906— 

Aug.  25 

Aug.  27 

40.*' 

Oct 

Oct.  29 -.- 

Nov.   4 - 

36.1 

1907— 
Aug.  30..  _ 

1921— 
Feb.  24 

1928— 
Mar.  16 

33.8 

May  28 

May  15 

371 

1909— 

July  14   

Aug.  13 

67.0 

Oct.   15-17 

Oct.     3 

1922— 
Mar.   27 

Nov.  20 

41.S 

1912— 
Oct.  18-18 -- 

1929— 
May  10 

46.6 

Aug.  21 

Sept.  3      . 

S2.0 

1914— 

Oct.  25 

Nov.  11 

50.7 

Oct.  27           .  .  - 

1923— 
Mar.  22 

1930— 
Feb.  26 

1915— 

48.1 

May  27 .— 

Aug.  24 

41  9 

Nov.  21 

July  28     . 

55.9 

1916— 
Nov.  16 

l'J24— 
Feb.  25 

Deo.    3 

1931— 
Feb.  18             

56.0 

1917— 

Nov.  28 

53.0 

Nov.23._. 

1925— 
May  13 

April  8 

>«6.t 

June  13  .         

>>69.1 

1918— 

July    7 

bOl.l 

May    4 

Aug.  31             

Sept.  10 

»64.8 

Oct.  12 

Oct.   28 

Oct.     3. 

>>63.7 

Dec.    5            

t«l.S 

noted. 


*  Reference  point — at  ground.    Elevation,  1188.6. 
b  Measurement  from  P.  E.  Hicks. 
Measurements  from  United  States  Geological  Survey  (Water  Supply  Paper  4G8  and  unpublished  records)  except  u 
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E-107b-H-29,  N.  B.  HINCKLEY.     MAP  7 

Location  and  description — 1  50  feet  south  of  Barton  Avenue.  0.13  miles  east  of  Cdlifurnia  Street,  west 

of  RcdlanJ^ 
Reference  point — Top  of  casing,  0.7  feet  above  ground. 
Elevation  of  reference  point — 1203.5.  from  levels  by  W.  P.  Rowc. 
Use — Domestic. 
Depth  of  well— 720  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used— W.  S,  P.  468.  No,  68;  W,  S.  P.  142.  No   57,  Redlands;  P.  E.  Hicks  No.  S-58; 

State  Div.  E-  and  I.  No.  23,  Redlands  Quad.;  Location  No.  18075. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  E.  P. 

to  water 

surface,  feet 

1904- 

Julv      1    -- 

"85.9 
«84  5 
"80.8 

•81  0 

•79.0 

"78.0- 

■79.3 

■79.5 

•79.4 
•74.2 
■75.7 

"67.1 
"71.3 

58.1 
59.5 
61.0 
63.3 

55.6 
55.3 
57.0 
63.2 
58.1 
56.6 

55.0 
66.7 
54.8 
56.4 
58.6 
57.0 
59.7 

55.5 
60.7 
54.2 
59.5 
63.0 
61  0 
57.7 

61.8 
54.0 
52.5 
54  3 
55.8 
55.2 
54  4 

52.2 
M9.5 
i>48.6 
i'52.5 
i'49.8 
»50.1 

54.4 

1916— 
Jan.   12 

45  7 
b42.8 
43  2 
42.7 
41.3 
•41,4 
40.3 

«40.0 
38.5 
38.2 

=41.5 
42.0 
39.6 

«38.1 

38  9 
■■41.2 
•41.4 

39-9 
•38.7 

38.8 
•36.8 
•38.8 
•42.5 
•43.7 
•43.4 

41  9 

41.3 
•39.4 
•39.8 
•43.8 
•44.3 
•42.9 

42.0 
•40.6 

41.0 
•41.3 

46.0 

47.4 
•45.5 

45.1 

•43.3 
•39.3 
•39.0 
39.1 
40.6 
39.5 
•37.7 

37.3 
35.8 
39.1 
40.0 
41.2 
41.5 
40  0 

1924— 
Jan.  12 

38.2 

Sept.   1 

Mar.  10 

Mar.   5 

40  5 

Dec.    I 

May    2 

38.7 

July  17 

July  10 

43  4 

1905— 

Sept.  24 

Sept.  22 

47.5 

Jan.     1     

Nov.    1 

Oct.     7 

•46  9 

AprU   1 

Dec.  20 

Dec.  29 

43.9 

June    1  -        .- 

1917— 
Jan.     1. 

1925— 
Jan.  17 

Oct.    1 

Dec.    1               

44  2 

Mar.   2 

May    3. 

Mar.   6 

45.0 

1906— 

April  13 

44  8 

Jan.    1 --- 

July  30 

Aug.  21 

56.5 

July    1 

Oct.     3 

Dec.  12 

Oct.  22 

62.2 

Oct.  22 

Nov. 20 

51  6 

1918— 
Mar.    2  . 

Dec.  28 

52.9 

1907— 

1926— 
Feb.  18  

Nov — 

April   8 

51.2 

June    1   . 

Mar.  18 

51  6 

1910— 

Aug.    2 

April  21 

50  7 

April  28 

Oct.    11. 

66  3 

June  11 

Dec.    4. - 

1919— 

Jan.     4 

Mar.  11 

May    6 

Aug.    2 

69.6 

July    9 - 

Oct.     2 

68.6 

Sept.  28 ---- 

Nov.  10          .      ... 

60.3 

Dec.  13 

66  5 

1911- 
April  4 

1927— 
Jan.  13 

April  13 

May    2 

54  5 

June    1 -.. 

Aug.  22 

50  8 

Aug.    8 

Oct.  12 

Dec.    3  . 

57  7 

Oct.    3 

Sept.   7 

66  2 

Deo.  14 

1920— 

Oct.     3 

63.6 

Dec.    5 

58  5 

1912— 

1928— 
Jan.    4 

Jan.  23 

Mar.   7 

Mar.  27 

May  12. 

July  15 

Sept.  19. 

64  3 

April  9 

Mar.   2 

62.5 

July    6 

May    7 

62.7 

Sept.  5 

Nov.  18 

Aug.  13 

Oct.    8 

70  8 

Oct.  12 

1921— 
Jan.     6 

77  6 

Dec.    1 

Dec.  14 

64  1 

1929— 
Jan.     9 

1913— 
Jan.  23 

Feb.  29 

Mar.  11 

63  1 

Mar.   5 

Mar.  13 

64.9 

April  8 

Aug.  10 

June  17 

75.0 

Sept.   8 

Aug.  21. 

Sept.  19 

81.3 

July  17 

Nov.  14 

81  4 

Oct.  18. 

Dec.    8 

Dec.  12      . 

77.6 

Dec.  20 

1922- 
Jan.  13 

1930— 
Jan.     6 

1914— 

75  5 

Jan.  22 

Mar.  21 

Feb.    7 

82  1 

Mar.  24 

April  23 

Mar.  13 

70.4 

May  13 

Julv     8 

May  12 

69  9 

July    7 

Sept.   8.  . 

86.9 

Aug.    6 

Nov.   3 

Oct.    2 

86.1 

Oct.    2 

Dec.    9 

Dec.    6 

80  8 

Deo.    4 

1923— 
Jan.     8 

1931— 
Jan.  20 

1915— 

77  9 

Jan.    4... 

Mar.   2 

Feb.  18 

75.0 

Mar  13 

May  10 

Mar.  16 

75  5 

May  13 

July    6 

82.5 

July    8 

Sept  17 

July  31 

92  2 

Aug.    4 

Oct.     5 

Sept.   4 

90  6 

Oct.  12 

Dec.    8 

86  4 

Dec.    4 

Dec.  22 

82  2 

*  Measurements  from  United  States  Geological  Survey  (Water  Supply  Paper  468).    Reference  point  not  known. 
*•  Measurements  from  Haeslet. 
**  Measurements  from  W.  P.  Rowe. 
Measuremeots  from  Water  Condervation  AssociatioD  except  as  noted. 
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DIVISION   OP  WATER   RESOURCES 


E-107d-H-29,  WILLIAM  MARTIN  (FORMERLY  H.  BERMUDAS).     MAP  7 

Location  and  description — 300  feet  south  of  Barton  Avenue.  200  feet  west  of  San  Timotco  Road, 

west  of  RcdlanJs 
Reference  point — .\t  ground,  to  and  including  October.  1912;  then,  top  of  casing.  1.8  feet  above  ground. 
Elevation  of  reference  point — 12lb.O,  to  and  including  October,  1912;  then.  1217.8;  from  levels  by 

P   II.  Hicks. 
Use — ^Not  used.  <i 

Depth  of  well — U6  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used— P.  E.  Hicks  No.  S-57;  W.  S.  P.  468,  No.  125;  W.  S.  P.  142,  No.  56,  Redlands; 

Location  No.  18075B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Dale 

Dist.  R.  P. 

to  water 

surface,  feet 

1900— 
Oct ---. 

54.0 

77,8 

65.0 

57  0 

56.3 

51.2 

46,2 
45  2 

49,6 
41  8 

1918— 
Oct.  12 

40  5 

39.8 
43,2 

43  3 

43  8 

44  1 

•52  7 
57.3 

55.8 
54,1 

58  6 

59  5 

57.9 
56,7 
584 

1928-Cont. 
July     2 

61.1 

1919— 
May  12 

Sept.   1 

63  5 

1906— 

Nov.   1 

65.3 

Oct. 

1929— 
Jan.     4 

Nov.    6 

1909— 

1920— 
May  17 

64  3 

Oct - 

Mar.  2 

63  4 

June    5       - -. 

66,1 

1912— 

Aug.  25 

Aug.    3 .,_. 

69  0 

Oct.                

Oct.  29 

Oct.     7          

70  6 

1926— 
May  19 

Dec.    6 -..- 

71  3 

1914— 
Oct.  27 

1930— 
Jan.     6 

Dec.    7 

71  4 

1915— 

1927— 
Feb.    2 

April   7 _ 

702 

Not.    1 

70  6 

Aug.    4 

72  8 

1916— 

May    4 

Oct.     4 

74  2 

June    7              

Sept.  2 

Dec.    2 

74.6 

Nov.  16 

Nov.  3 

1931— 
Feb.    7 

1917— 

1928- 
Jan.     4 

74  7 

M»y  19 

May    6        

74  9 

Nov.  24 

Mar.    I 

July    6 

76  2 

May    1  . 

Oct.     6            

78  2 

Dec.    8 

78  8 

*  Measurement  from  W.  P.  Rowe. 
Measurements  from  United  States  Geological  Survey  (Water  Supply  Paper  No.  468)  to  and  including  October  29, 
1920;  then  from  P.  £.  Uicks,  except  as  noted. 
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E-107f-H-29,  A.  T.  PARK  (FORMERLY  O.  J.  FISK).     MAP  7 

Location  and  description — 0.22  miles  north  of  Barton  Avenue,  0.08  miles  east  of  California  Street, 

northwest  of  Rixllands. 
Reference  point — Top  of  casing,  !  foot  above  ground. 

Elevation  of  reference  point--!  187.0,  from  levels  by  Riverside  Water  Co. 
Use — Not  used. 
Depth  of  well— 86  feet. 
Diameter  of  casing — 7  inchcs. 
Othernuinbersused— W.  S.  P.  468.  No.  130;  R.  W.  Co.lNo.  60;   W.  S.   P.    142,  [No.  60.   Redlands; 

Location  No.  18071. 


Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1900— 
Oct.      

■50  0 

■68  0 

■70.2 

■65.8 

•57.2 

•49.1 

42.6 
41.2 

39.1 
36.1 

33.3 
33.2 

32.8 
31.7 

1919— 
May  12 

31.2 
34.6 

32.8 
33,9 
34.3 

33.4 
33,8 
34,5 
36.3 

32,9 
31,9 
30.8 
31,2 

303 
30,3 
31.8 
32,1 

32.1 
36.3 

1925— 
May  16 

36  9 

Nov.    6 

Aug.  31 

41  8 

1904— 

1920— 
May  17 

Oct.  28 

42  2 

Oct 

1926— 
May  19 

1906— 

Aug.  25 

41  8 

Oct 

Oct.   29 

Nov.    1 

46  3 

1907— 
Aug.  30 

1921— 
Feb.  24 

1927— 
June  17 

45  5 

May  28 

1928— 
Mar.  16 

I90«— 

July  14 

Oct.  15-17 

Oct.     3 

45  8 

1922— 
Mar.  27 

May  15 

48  8 

1912— 

Aug.  13 

52  7 

Oct.  16-18 

Nov.  20 

May  24 

1929— 
May  10 

1915— 

Aug.  21 

May  27          

Oct.  25 

55  5 

Nov.   1 

1923— 

Mar.22 

June    5 

Aug.  24 

Nov.21 

1924— 
Feb.  25 

Sept.   3 

65  4 

Nov.  11 

67  5 

1916- 

June    7.,. 

Nov.  16 

1930— 

Feb.  26 

June    4..         

64.2 
64  2 

1917— 

July  28 

70  3 

May  19        

Dec.    3 

1931— 

Feb.  18. 

June  10 

74  2 

Nov.24 

1918- 
May    3        

Nov.28 

72.2 
73  8 

Oct.  12... 

Aug.  24 

Nov.  19 

Dry  82 
Dry  82 

"  Reference  point — at  ground.    Elevation,  1186.0. 
Measurements  from  United  States  Geological  Survey  (Water  Supply  Paper  468  and  unpublished  records). 


33 — 93350 
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DIVISION   OF   WATER   RESOURCES 


E-109-G-29,  BLANCHE  FRICK  (FORMERLY  WILLIAMS  WELL).     MAP  7 

LocaCion  and  description — 0,35  miles  north  of  Palmetto  Avenue.  75  feet  west  of  Nevada  Street, 

northwest  of  RcdIiiaJs,  50  fe:;t  north  of  Santa  Ana  River. 
Reference  point — Tcip  of  casing,  3  8  feci  above  ground,  to  and  including  June,  1896;  then.  topofcasifiK 

0 ><  feet  above  ground  | 

Elevation  of  reference  point — 1155.4.  from  levels  by  W.  P.  Rowe.  {Sec  footnote).  ^ 

Use — -Not  used.  1 

E>epth  of  well— 1 10  feet.  '- 

Diameter  of  casing — 10  inches.  ' 

Other  numbers  used— W.  S  P.  468.  p.  121 ;  W.  S.  P.  142.  p.  59;  W.  P.  Rowe  No.  274;  State  Div.  E, 

and  I    No.  46.  RcdlanJs  Quad.;  Location  No.  18080. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1892— 

0  0 

0.0 

1.2 

3.0 

10.8 
14  3 

14.3 
15.1 
22.4 

25.7 
25,0 
283 
27.3 

25.3 
20.4 
25,2 
30.8 

32  0 
32.9 

35  0 
36,7 

38  0 
29.9 

36  0 

38  6 

39  0 
41   1 

42,8 
31  4 
23  3 
30  2 

33  1 

33  3 
16  8 
12,2 
17.6 
23.3 

1907— 
Jan.     8              ... 

18  3 
9,1 
10  8 
15,6 

15,4 
11,8 
16  4 
20  2 
20  9 

10  6 
7,5 
13  0 
16.0 
10  4 

6  0 
8  8 
13,2 
15,7 

15  1 

4  7 
7,9 

10  0 

11  0 

11  6 
7,8 

12  1 

13  9 

14  8 

14,7 
13.2 
18  0 
20.5 

19.3 

5  8 
8,0 

12,4 

7,9 

3  9 

4  4 
7.3 
8.6 

1916— 
Jan.     1 

7  4 

April  27 

Feb.    5 

2  9 

1893— 

1.8 

Oct.     5 

June  24 

1,« 

1908— 
Jan.     4 

Aug.  26 

3  0 

1894 — 

Scpt.30 

3  2 

Nov. 

Nov.  25 

2.3 

April  18 

1917— 
Feb.  10 

1896— 

July  20 

Oct.  31 

1  4 

Dec.  26 

April    7 

I.I 

1897— 

1909— 
Feb.  27     

June    9 

1  8 

Sept.    8 

4  4 

Nov.  28 

Nov.  10 

5.2 

May  29 

1918— 
Jan.     5. 

1899— 

Aug.  14 

Jan.   17     -. 

Oct.  23 

4.7 

Mar.   4 

Dec.  25       

April    6 

2.4 

Oct.     7 -- 

1910— 
Feb.  19 

3.0 

Sept.    7 

5  4 

1900— 

Nov.    9     

6.6 

1919— 
Jan.   11 

June  22 

Aug.  20 

Oct.  25  . 

Nov.26 

•5  8 

Dec.  10 

1911— 
Jan.   14 

May    3 

•3  4 

Aug.    9     .     ..     . 

•8  5 

1901— 

Oct.     4 

•11.2 

Feb    19 

April  22 

Dec.    6     

•10  6 

April  13 

1920— 
Feb.     7. 

July     8 

Oct.  21 

Nov.  19 

Dec.  30 

•8.7 

1912- 

Mar.  16 . 

May  25 

May    7 

•3  0 

1902 

July     3 

•4.7 

Jan.  31 

Sept.   4 

>9.2 

Nov.   6 

•lO.t 

Sept.  22 

Aug.  24          

1921— 
Jan.     8 

Dec.    9 

Oct.     5 

Dec.  28         

•10  2 

1903— 

1913— 
Feb.  15 

May    7 

■5  2 

Feb.    5 

July     9 

■10  0 

May  25 

Oct.     8 

•14  3 

Nov.  28 

April  26 

Dec.  10 

■14  1 

Aug.    9 

1922— 
Jan.     7 

1904— 

Nov.29 

Mar.  30 

1914— 
Jan.   10         

■6.0 

July  29 

April   8 

■2  5 

Oct.  24 

■3.0 

May  16 

Aug.    5 

Nov.    4... 

■3.6 

1905— 

Aug.    1 

•54 

Jan.     2 

Dec.  26 

1923— 
Jan.     6 

April  19 

1915— 
Feb.  13 

June  27 

■2.g 

Scpt.30          

Mar.  10 

■14 

Dec.    2 

May  22              

•3.0 

July  10 

Sept.    8  

•6  6 

1906— 

Sept. 18         

Nov.  10 

•7.5 

Nov. 27 

1924— 
Feb.    9 

April  14 

•55 

Sept.  28 

April  6  

•6  3 

Nov.  24 

May  10 

•5  2 

July     5 

■8.3 

Sept.    6 

•11.6 

Nov.    8 

•13.4 
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E-I09-G-29,   BLANCHE  FRICK  (FORMERLY  WILLIAM  WELL).     MAP  7— Continued 

f« 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

192S— 

Feb.    7..._ 

April  4.... 

June    6 

"12  4 
■13  2 
-14,9 
M8  2 
"20.9 
•20  3 

•19  4 
•19.9 
•19  3 
•11.7 
•15  7 
•21.6 
•25.0 

1937- 
Feb.    5          

•21.2 
•9  8 
•14  3 
•19  4 
"23.9 

19.8 
16.3 
25.6 
29.7 
31.3 

29.8 
26.9 
25.8 
31.6 
36  6 
37.7 

1930— 
Jan.     4              ..     . 

38  0 

April  11 .- 

Mar.   8 

June  21              ... 

35  5 

June  11              -  

29  6 

= 

Aug.    6 

Aug.    9 

•34  5 

Oct.     3 

Dec.    5 

K26- 
Jan.     9              

Nov.   5                 .  - 

Oct.     4 

•38  9 

1928— 
Jan.     7 

Dec.    a 

•39.0 

1931— 

Feb.    7.... 

April   4 

•38.5 

Feb.    6 

July  14 

•35  2 

April  3        

Sept.  15   

•37  9 

Mhy    8 

Nov.  17 

Aug.    8 

•41  7 

1 

July    3        

1929— 
Jan.     5 

Oct.     3       

•45  0 

Sept.  4 

Dec.    5 

•46  5 

1 

Dec.    4  

II 

Mar.    9 

i: 

May  11 

!1 

July  20          ... 

Sept.  28... 

Nov.  30       .  .       . 

ii 
h 
U 
II 
i! 

i; 
II 
II 

•  Measurement  from  Gage  Canal  Company. 

Measurements  from  United  States  Geological  Survey  (Water  Supply  Paper  468  and  unpublished  records)  except  as 
noted. 

Note.— After  the  June,  1896,  measurement  3  feet  of  casing  were  cut  off  but  all  measurements  recorded  here  have 
been  corrected  to  the  original  reference  point. 

Top  of  casing  3.8  feet  above  ground  is  elevation  1555.4. 

Top  of  casing  0.8  feet  above  ground  is  elevation  1552.4. 

E-109b-G-29,  CHARLES  A.  KITCHING  (FORMERLY  MRS.  G.  R0N20NE).     MAP  7 

Location  and  description— 200  feet  north  of  Pioneer  Avenue,  60  feet  west  of  Buckeye  Street,  north- 
west of  Redlands. 

Reference  point — Top  of  casing.  2.6  feet  above  ground. 

Elevation  of  reference  point — 1254.5.  from  levels  by  W.  P.  Rowe. 

Use — Not  used. 

Depth  of  well— '^8  feet. 

Diameter  of  casing — 9  inches. 

Other  numbers  used— W.  S  P.  468,  No.  I17;W.  S  P.  142.  No.  1 17,  Redlands;  W.  P.  Rowe  No.  P-I43; 
Location  No.  18091. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1900— 
Oct. 

•65  0 
•91.0 
•74,0 
"64.0 
•62.8 
■56.6 

1915— 
May  27 

47.5 
49.8 

38.6 
36.5 

37.1 
41.2 

37.1 
41  2 

45.0 
45.9 

1920— 
May  17         .  . 

46.7 

Nov.    1 

1916- 
June    7 

Aug.  24 

52.9 

1904— 

Oct.  29 

53.3 

Oct. 

1929— 
Nov.  11 

1930— 
Feb   21 

June    4 

1906- 

Nov.  15 

91.8 

Oct 

1917— 
May  19 

1907- 

88.1 

Aug.  30     . 

Nov.  24 

84  0 

1918— 
May  19 

July  29 

92.1 

1909— 
Oct.  15-17 

1931— 
Feb.  18 

Nov. 24 

90.5 

1912— 

1919— 
May  12 

June  10 

Dry  95 

Oct.  16-18 

Nov.  19...; 

Dry  95 

Nov.    6 

'  Reference  point,  at  ground.    Elevation  1251.9. 
Measurements  from  United  States  Geologic?'  Survey  (Water  Supply  Paper  468  and  unpublished  records.) 
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E-UO-H-29,  B.  E.  MARTIN.     MAP  7 

Location  and  description — 200  feet  north  of  Almond  Avenue.  0.2  miles  east  of  Nevada  Street,  nofd^ 

west  of  Rcdiands.  * 

Reference  point — Top  of  casing.  1 ,6  feet  above  ground.  m 

Elevation  of  reference  point — 1205.1.  from  levels  by  P.  E.  Hicks.  E 

Use — Irrigation  and  domestic.  3 

Depth  of  well— 93  feet  T 

Diameter  of  casing — 7  inches,  4 

Other  numbers  used— W.  S.  P.  142.  No.  124.  Rcdiands.  W.  S.  P.  468,  No.  1 19;  P.  E.  Hicks  No.  Wi 

Location  No   18082D. 


t 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1900— 
Oct. 

•40  0 

•65  0 

■57.0 

•50.4 

■42,7 

•34  2 

33.7 

32.3 
30.6 

25.9 
22.7 

20.5 
18  5 

25.4 
21.5 

1919— 
May  12 

22.6 

24  5 

25  5 
25  8 

26.9 
31  7 
35  1 

29  3 

27  3 

264 
24.7 
26.6 

23,2 
22  6 
23,1 

21  9 

22  9 

24  9 

25  5 

28  2 

30  4 
30,9 

1926- 
Msy  19 

1 

3S  1 

Nov.    6 

Nov.    1 

3S  1 

1904— 
Oct 

1920— 

Aug.  25 

Oct.  29 

1927— 
June  17 

38.0 

1906— 

Aug.  27 

37.1 

Oct. 

1921— 
Feb.  23     

Nov.   4 

36  9 

1907— 

1928— 
.Mar.  16 

.\ug.  30 

May  16 

36.8 

July  14 

May    3 

38  t 

1909— 

Oct.     3 

Aug.  13       

45.1 

Oct.  15-17 

1922— 
Mar.27 

Nov.  20 

42  1 

1912— 

1929— 
May  22 

Oct.   16-18 

May  24 

48  6 

Aug.  21 

Sept.  3 

47  5 

1914— 

Oct.   25 

1923— 

Mar.22 

May  22 

Nov.  11 

48  4 

Oct.  27 

1930— 
Feb.  21 

1915— 

49  2 

May  27         

52  0 

Nov.    1 

Aug.  24 

Nov.21 

1924— 
Feb.  19 

July  29          

57  3 

Dec.    3 

54  2 

1916— 

1931- 
Feb.  18     

Nov.  15 

55.4 

Aug.  28          

Juue  10 

57  8 

1917— 

Nov.  28 

Aug.  24         

60  1 

May  19 

1925— 
May  13 

Nov.  19 

61  9 

Nov.  24 

1918— 

.\ug.  11 

May    3 

Oct.  11 

Oct.  28 

"  Reference  point,  at  ground.    Elevation  1203.5. 
Measurements  from  United  Statei  Geological  Survey  (Water  Supply  Paper  468  anj  unpublished  records.) 
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E-Ul-H-29,  MRS.  LUCY  BEDFORD  (FORMERLY  MRS.  F.  MORRIS).     MAP  7 

Location  and  description — 0.7  miles  southerlv  along  San  Timoteo  Road  from  Barton  Avenue.  200 

feet  west  of  San  1  imoteo  Road,  west  of  Redlands. 
Reference  point — At  ground,  to  and  including  October  16-18.  1912;  then,  top  of  casing.  1,6  feet  above 

ground,  to  and  including  October  29.  1920:  then,  top  of  concrete  base.  1.2  feet  above  ground. 
Elevation  of  reference  point — 12489.  to  and  including  October  16-18.   1912;  then,   1250.5,  to  anJ 

including  October  29,  1920:  then.  1250.1;  from  levels  by  P.  E.  Hicks. 
Use — Domestic. 
Depth  of  well— 125  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used— W.  S.  P.  468.  No.  127;  P.  E.  Hicks  No.  S-54:  W.  S.  P.  142.  No.  155,  Redlands; 

Location  No.  18085B. 

Date 

Dist.  R.  P. 

to  water 

stirface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1900- 
Oct -- 

•65.0 

"95.0 

•96.3 

■84.1 

•76  1 

■75.6 

•76,4 
•77.7 

•65.7 
•63.7 

•60  8 
•61.7 

1918— 
May    3 

•62.4 
•65.6 

•00.2 
•63.8 

•63.0 

•65  7 
■65,2 

b73,6 
76.8 

74,9 
72,3 
74,6 
78.3 
77.3 

76.3 
74.7 
76.9 

1928— Cont. 
July     2 

Sept.    1 

80  2 

»04- 

Oet. 

Oct.  12 

83  2 

; 

1919— 
May  12 

Nov.    1 

83.9 

1 

1929— 

1 

1906- 
Oet. 

Nov.   6 

82.0 

1920— 
May  17     .     - 

Mar.    2 

80.3 

1(09- 
Ocl.  15-17 

84.0 

87.7 

Aug.  25 

Oct.     7 

90,7 

1912- 
Oct.  16-18 ---. 

Oct.  29 

Dec.    6       .      -  . 

91,0 

1926— 

1930— 
Jan.     6 

1814— 
Oct.  27 

91  2 

I 

Dec.    7 

Mar.   5 

88,4 

1 

1927— 
Feb.    2 

May    6 

87  2 

IMS- 
May  27 

July    5 

89.8 

Oct.     4 

94  8 

1 

May    4 

Dec.    2          

94.5 

i 

Nov.   1 

July    2 

1931— 
Feb.    7 

jM 

Oct.     8 

'     lOlB— 

Dec.    6 

92  6 

1928— 

April   7 

91  6 

Nov.  16 

93  1 

Aug.  12 - 

97.2 

■  1     1017— 

Mar.    1 

Oct.     6 

100.1 

i 

>       May  19 

May    1 

Dec.    8 

99.1 

N0V.24 

»  Measurement  from 
t*  Measurement  from 

United  States 
W.  P,  Rowc, 

Geological  Survey  (Water 

Supply  Paper 

468). 

Measurements  from  P.  £.  Hicks  except  as  noted. 


518  DIVISION   OP   WATER   RESOURCES  ; 

E-llla-H-29,  JOHN  L.  YOUNT  (FORMERLY  O.  J.  FISK).     MAP  7 

Location  and  description — 200  feet  south  of  Citrus  Avenue.  150  feet  east  of  Nevada  Street,  wesbtf 
Rcdiands.  ' 

Reference  point — Top  of  casing,  at  ground. 

Elevation  of  reference  point — 1201.8.  from  levels  by  P.  I£.  Hicks. 
Use — Not  used. 
Depth  of  well— 101  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used— W.  S.  P.  142,  No.  83,  Rcdiands;  W.  S.  P.  468.  No,  124;  Location  No.  1801 


\ 


Date 


1900— 
Oct. 

1904— 
Oct.      ... 

1906— 
Oct.      ... 

1907— 
Aug.  30... 

1909— 
Oct.  15-17. 

1912— 
Oct.  16-18. 

1915— 
May  27... 
Oct.  31... 

1916— 

June    7 

Nov.  16... 

1917— 
May  19... 
Nov.  24... 

1918— 
May    3... 
Oct.  12... 


Dist.  R.  P. 

to  water 

surface,  feet 


39.0 
50  0 
47,8 
43  8 
40  4 
31,7 


31  4 

26,8 


22,2 
19.6 


16  5 
16  5 


14  9 

15  5 


Date 


1919— 
May  12, 
Nov.    6. 

1920— 
May  17. 
Aug.  25. 
Oct.  29. 

1921— 
Feb.  24. 
May  28. 
July  14. 
Oct.     3. 

1922— 
Mar.  27, 
Aug.  21. 
Oct.  25. 

1923— 
Mar.  22, 
Nov.  21, 

1924— 
Feb.  25, 
Aug.  26, 
Nov.  28 

1925— 
May  13 
Aug.  31 
Oct.  28 


Dist.  R.  P. 

to  water 

surface,  feet 


16  5 
18.5 


18  1 

18  0 
18,9 


19  1 

19  4 

20  2 
21,3 


19,6 
17  8 
17,6 


16,6 
17.0 


16.5 

19  3 
19  3 


21,3 
24,3 
24  9 


Date 


1926— 
May  19. 
Nov.    1. 

1927— 
June  17. 
Aug.  27. 
Nov.   4. 

1928— 
Mar.  16. 
May  15. 

Aug.  13. 
Nov.  20. 

1929 — 
May  10. 
Sept.   3. 
Nov.  11. 

ig.M— 
Feb.  26. 
June    4 . 
July  28. 
Deo.    3. 

1931— 
Feb.  18 
June  10, 
Aug.  24 
Nov.  18 


Dist.  R.  P. 

to  watar 

surface,  foal 


26.t 
30.1 


31  .S 
33.t 
33.0 


32.1 
34.t 
37.7 
39.1 


40.t 
44.6 
46.1 


46.6 
47.4 
49.7 
52.4 


51  9 
54  8 
58.2 
59  9 


Measurements  from  United  States  Geological  Survey  (Water  Supply  Paper  468  and  unpublished  records). 
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E-Ule-H-29,  A.  C.  FOWLER.     MAP  7 

Location  and  description — 0.2  miles  south  of  Barton  Avenue.  300  feet  cast  of  San  Timoteo  Road. 

west  of  RcJIands. 
Reference  point — At  ground,  to  and  including  October.  1912;  then,  top  of  casing,  0  8  feet  above  ground. 
Elevation  of  reference  point — 1278.7,  to  and  including  October,  1912,  then,  1279.5;  from  levels  by 

P.  E.  Hicks. 
Use — Domestic. 
Depth  of  well— 170  feet. 
Diameter  of  casing — 9  inches. 
Other  numbers  used— W.  S.  P.  468,  No.  126;  \V,  S.  P.  142,  No.  45,  Rcdlands;  P.  E.  Hicks  No.  S-62; 

Location  No.  18085D. 


i 

( 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1900- 
Oct. 

110,0 
120,9 

96,4 

101  1 
99.1 

96.2 
97,2 

95-5 
95.1 

1919— 
May  12 

95,0 
97,9 

100  8 
99.9 
99,5 

•113  9 

"113,4 
111,8 
115,8 
123  0 
124,6 

1929— 
May  10 

122  1 

Nov.   6 

Sept.   3 

Nov.  11 

1930— 

Feb.  26 

June    4 -- 

July  28 

Dec.    3 

1931— 
Mar.   4 

131  0 

1909- 
0  t.  15-17 

1920— 
May  17 

132,8 

Aug.  25 -- 

128.0 

1912— 

Oct.  29 

127  9 

Oct.  16-18 

1926— 
Dec.    7  

133,0 

1916— 

136,4 

1928— 
Jan.     4 

Nov.  16 

131  2 

134  7 

1917— 

Feb.  28 

Aug.  24 

Nov.  19     

142  8 

May  19 

May  15 

146  4 

Nov.  24 

Aug.  13 

Nov.  20 

1918- 

May    3 

Oct.  12 

*  Measurement  from  P.  E.  Hicks. 
Measurements  from  United  States  Geological  Survey  (Water  Supply  Paper  468  and  unpublished  records)  except  as 
noted. 
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E-lIlh-H-29,  GEORGE  HINKLEY  (FORMERLY  W.  A.  NICHOLS).     MAP  7 

Location  and  description — 180  feet  south  of  Park  Avenue.  640  feet  west  of  Kansas  Street,  west  q£ 

RcJIands.  ^ 

Reference  point — At  ground,  to  and  including  October  16-18,  1912;  then,  top  of  casing.  2.0  feet  abow 

Rround.  J§ 

Elevation  of  reference  points — 1243,5,  to  and  Including  October  16-18,  1912;  then,  1245.5;  from  levew 

by  P.  E.  Hicks.  7 

Use — Not  used.  (■ 

Depth  of  well— 122  feet.  | 

Diameter  of  casing— 7  inches.  k 

Other  numbers  used— W.  S.  P.  142.  No  94.  Redlands;  W.  S.  P.  468.  No.  122;  Location  No.  18094. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.R.P. 

to  water 

surface,  feel 

1900— 
Oot. 

64.0 
70.0 
o4  0 
50.4 

38  5 
42.2 

39  0 
37  2 

31,7 
27.2 

24.6 
23.8 

23.4 
23,9 

1919- 
May  12 

20  0 
28.6 

31.0 
30.6 
31.1 

32  1 

33  0 
33.6 
34.5 

32.8 
31.8 
30.3 
29.3 

280 
27.2 
27.1 
27.0 

27,8 
29,6 
30  9 

33.6 
36.2 
37.2 

1926— 
May  19 

40  ( 

Nov.    6 

Nov.    1 

45.1 

1904— 
Oot.     

1920— 
May  17       - 

1927— 
June  17 

46  9 

1906— 

Aug.  26 

Aug.  27 - 

Nov.    4 

46.7 

Oct.                  

Oct.  29 

46  1 

1909— 
Oct 

1921— 

Feb.  24 

Mar.  28 

1928— 
Mar.  16 

4«.( 

May  15 

48. < 

1912— 

July  14 

Aug.  13 

51  I 

Oot.  16-18 

Oct.     3          .     -. 

Nov.  20 

62  4 

1914— 
Oct.  27 -.-- 

1922— 
Mar.27 

1929— 
May  10 

55. 1 

May  24 

Sept.   3     . 

60  9 

1915— 

Aug.  21 

Nov.  11 

63.1 

May  27 

Oct.  25 

1930— 
Feb.  26     . 

Nov.    1 

1923— 

Mar.22 

June    5 

Aug.  24 ---- 

61  8 

1916— 

62  9 

July  26 

66.6 

Nov.  16 

Dec.    3 

67. S 

1917— 
May  19 

Nov.21 

1924— 

Feb.  26 

Aug.  28 

Nov.  28 

1931— 
Feb.  18  .. 

67.1 

Nov.  24  . 

June  10 

71  7 

1018— 

Nov.  19 

74.0 

May    3 

Oct.  12          

1926— 
May  13 

Aug.  31 

Oct.  28 

Measurements  from  United  States  Geological  Survey  (^'ater  Supply  Paper  468  and  unpublished  records). 
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E-112a-H-29,  W.  A.  ROTH  (FORMERLY  OLD  VACHE  WINERY).     MAP  7 

Location  and  description— 0.2S  miles  south  of  Dcnman  Avenue.  300  feet  west  of  San  Timotco  Road. 

west  of  Kedlands. 
Reference  point — At  ground,  to  and  including  October.  16-18.   1912;  then,  top  of  block  on    casing. 

2  0  feet  above  ground. 
Elevation  of  reference  point— 1292.5.  to   and    including   October.  16-18.  1912;    then.     1204,5.  from 

levels  by  P.  E.  Hickv 
Use — Not  used. 
Depth  of  well— 140  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used— W.  S.  P.  468.  No.  12ft;  State  Div.  li.  and  I.  No.  27.  Redlands  Quad,;  P.  F.. 

Hicks  No.  S-48:  W.  S.  P.  142.  No.  48.  Redlands;  Location  No.  18096. 


B 


Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1900— 
Got. 

■60.0 

»78.0 

•78.2 

•81.8 

•67.3 

•63.7 
'66.4 

•62.6 
■65.6 

•69.1 
■63  3 

■62.9 
•65.0 

1919— 
May  12 

•62  9 
■66,4 

■63,0 
»f)5  5 
■66.2 

beo.s 

=68.3 
71.2 

69,7 

68  5 
65.9 
69,3 
73.0 
70.9 

70  4 

69  3 
72,4 

1928-Cont. 
July    2 

74  5 

Nov.   6 

Sept.    1 

77  I 

1904— 

1920— 
May  17 

Nov.    1 

75.9 

Oct 

1929— 
Jan.     4 

Mar.   2 

1906- 
Oct 

.^ug.  25 

Oct.  29 

73  6 
72  5 

1922— 
Sept.  14 

June    5 

75.4 

1»0»— 

Aug.    3 . 

78.7 

Oct.  15-17-.- 

Oct.     7 

79  8 

1926— 
May    9 

Dec.    6-   

79.0 

1912- 
Oct.  16-18 

1930— 

Feb.    3 

April   7 

Dec.    7 

70  5 

1915— 

1927— 
Feb.    2  .. 

75  4 

May  27 

May    6 

July    5 

75  5 

Not.   1 

79  7 

Mar.   3 

May    4  .. 

Sept.   2 

89  9 

1916— 

Nov.    5--- 

1931— 

Jan.     9  - 

82  2 

•Tuly    2 

Nov.  16 

Oct.     8  .. 

Dec.    6 - 

78.8 

1917— 
May  19 

1928— 
Jan.     4  . 

Mar.   6 

June    5--- 

Aug.  12 

Oct.     6 

Dec.    8 

77.8 
81  6 

Nov.24-- 

86  1 

Mar.    1 

85.6 

1918— 

May    1- 

81  7 

May    3 

Oct.  12 

■  Measurement  from  United  States  Geological  Survey  (Water  Supply  Paper  468). 
*>  Measurement  from  Di\'ision  of  Water  Resources. 
"  Measurement  from  W.  P.  Rowe. 
Measurements  from  P.  E.  Hicks  except  as  noted. 


E-112C-I-29,  H.  L.  HUBBARD.     MAP  7 

-1 50  feet  west  of  intersection  of  S.  P.  R.  R.  and  San  Timotco  Road.  south- 


Location  and  description 

west  of  Redlands. 
Reference  point — Top  of  block  on  casing.  1.5  feet  above  ground. 
Elevation  of  reference  point — 1350.6,  from  levels  by  P.  E.  Hicks. 
Use— Not  used. 

Diameter  of  casing — 7  Inches. 
Other  numbers  used— P.  E.  Hicks  No.  S-40;  Loction  No.  18097. 


Date 

DUt.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1926— 
Dec. 

7 

39,1 

38.6 
37  1 
35.4 
36,9 
39,3 
39,3 

1928— 
Jan. 
Mar. 
June 
Aug. 
Oct. 
Dec. 

1929— 
Jan. 
Mar. 
June 
Sept. 
Nov. 

4 

39.1 
38.6 
39.5 
40  4 
40.7 
40.6 

40  3 
39  3 
40.5 
41,5 
41,7 

1930— 
Jan. 
Mar. 
June 
Aug. 
Oct. 
Dec. 

1931— 
Feb. 
April 
July 
Oct. 
Dec. 

6 

5 

42  0 

2.-- 

41  7 

1927- 

1 

3 -- 

4 

4 

2 

41  1 

Fcb. 

1... 

42  0 

Mar. 

5 

3 

42  6 

May 

3 

6 

4   . 

42  5 

July 

2 

7 

7 

6 

6 

Oct. 

8 

Dec. 

6 - 

42  3 

7 

42  1 

6 

42  9 

6 

43  6 

4 

8 

43  1 

Measurements  from  P.  E.  Hioks. 
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E-114-H-29,  F.  E.  PUTNAM  AND  L.  E.  WALKER.     MAP  7 

Location  and  description — 660  feet  south  of  Lugonia  Avenue  and  20  feet  west  of  Texas  Street.  Red- 
lands. 

Reference  point — Top  of  wooden  clamp,  7?  feet  below  ground  and  wooden  cover  on  pit,  to  and  includ- 
ing  October  15,  1929;  then,  mark  on  column  pipe,  at  ground.  7.3  feet  above  wooden  clamp. 

Elevation  of  reference  point — 1314,6,  to  and  including  October  15.  1929;  then,  1321.9;  from  levels  by 
P.  E-  Hicks. 

Use — Not  used. 

Depth  of  well— 240  feet. 

Diameter  of  casing — 12  inches. 

Other  numbers  used— W.  P.  Rowc  No.  P-101;  State  Div.  E,  and  1.  No,  19.  Redlands  Quad.;  P.  E. 


Hicks.  No.  415;  Location  No. 

18103. 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1915— 
April   2 

•87.2 
■83  6 
•80,7 
■80  9 
73  0 

72  4 
64  5 
58  9 
580 

57  2 
56  0 

58  0 
61.5 

61  8 
62.8 
62,5 
68  0 
67  2 

Wig- 
Mar.  11     .     .  .     . 

67.3 
68  4 
70  9 

74  5 

75  1 

75,7 
74  9 
73.9 
77,4 
76.8 

77.2 
76.9 
78  2 
803 
84  7 

81  6 
79.3 
72  3 
683 
72.6 
69.9 

1924— 
Oct.    7 

May    6 

78  i 

Sept.   7 

June  28 

1925— 
Nov.  23 

Oct.  12 

Oct.   12 

Dec.    1 

Nov.  19          

1916— 
Jan.  13 

1920— 
Feb.    8 

1926— 
Jan.     4 

1927— 
Dec.  13 

1929— 
Oct.   15 

1930— 
May    8 

Mar.  24                 -  - 

Mar.  27 

v' 

July  12 

\ 

Nov.    1 

Sept.  19 

94.| 

Nov.  18 

1917— 
Jan.     1. 

1921— 
Feb.  19 

120.t 

Mar.  25 

June  24 

Mar.  25 

Nov.    6 

>>iig.t 

July    4 

Sept.  22  ... 

>>133.t 

1918— 

Nov.  14--- --- 

1931— 
April   8 

Jan.     2              

1922— 

Mar.  22 

0130.0 

>>13S.t 

Sept.  25 

Mar.  21 

Sept.    1 

<>146.T 

Dec.    4 

April23 

<>14«.4 

July    4 

Dec.  10 

M40.I 

Sept.  26 

Dec.    9 ---- 

"  Measurements  from  Riverside  Water  Company. 
*>  Measurements  from  P.  E.  Hicks. 
Measurements  from  W.  P.  Rowe  except  as  noted. 
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£-116-1-29,  H.  L.  COVINGTON  (FORMERLY  C  T.  COVINGTON).     MAP  7 

Location  and  description — 0  75  miles  southerly  along  San  Timotco  Road  from  intersection  with  S.  P. 

R.  R    and  200  feet  east  of  San  Timotco  Road,  south  of  Redlands. 
Reference  point — Top  of  casing.  I.l  feet  above  ground. 
Elevation  of  reference  point — 1407-4.  from  levels  by  P.  E.  Hicks. 
Use — Abandoned . 
Depth  of  well — 66  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used— P.  E.  Hicks  No.  S-35;  State  Div.  E.  and  I.  No.  49.  Redlands  Quad.;  W.  S.  P. 

142.  No.  157.  Redlands;  Location  No,  18107. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1900 

■40,0 
»>39  2 

i>35  9 
i'33.3 
'■38  0 

1926— 
Feb.    4 

'■40.2 
38  5 

i>34.6 
38  9 
39.3 

38.7 
37.6 
39.0 
40,1 
41  0 
41  1 

1929— 
Jan. 
Mar. 
June 
Aug. 
Oct. 
Dec. 

1930— 
Jan. 
April 
June 
Aug. 
Oct. 
Nov. 

4 

2               .   ... 

40.6 

1010 — 

Dec.    7 

38  7 

Sept.  12 

1927— 
Mar.  16       

5 

40.4 

Oct    15 

3         

41.2 

7 

42.2 

1921— 

Oct.     8 

6 

6 

7 

3 

4 

4 

4 

42,8 

July  10 

Dec.    6  .       - 

1923— 
May  16 

1928— 
Jan.     4 

42,9 
40  5 

.\pril  3 

40.6 

1924— 

42  0 

Nov.  29 

Aug.    1 

Oct.     3 

Dec.    6 

43  0 

Destroyed 

"  Measurements  from  United  States  Geological  Survey  (Water  Supply  Paper  142). 
^  Measurements  from  W.  P.  Rowe. 
Measurements  from  P.  E.  Hicks  except  as  noted. 


E-1 17-1-30,  H.  L.  HUBBARD.     MAP  8 

Location  and  description — 240  feet  southeast  of  San  Timotco  Canyon  Road.  0.31  miles  northwest 
of  Alessandro  Road,  south  of  Redlands. 

Reference  point — Top  of  timbers.  8  inches  above  floor  of  pump  house.  0.7  feet  above  ground. 

Elevation  of  reference  point — 1439.3.  from  levels  by  P.  E.  Hicks. 

Use — Irrigation. 

Diameter  of  casings]  4  inches. 

Other  numbers  used — P.  E.  Hicks  No.  S-32;  State  Div.  E.  and  I.  No.  122,  Redlands  Quad.;  Loca- 
tion No.  18118. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1921— 
April  20 

55  7 

51  1 

64.1 
62.1 

59,7 

56  2 
54.7 
56.3 
88  7 
61.4 
59.1 

1928— 
Jan.     4 

57.3 
56  5 
55.4 
56  6 
56.6 
60,3 
60,8 
58.1 

58.4 
57.0 
54  9 
.59  6 
64,6 
62.3 
67.4 

1930— 
Jan. 
Mar. 
May 
July 
Sept. 
Nov. 
Dec. 

1931— 
Jan. 
Mar. 
May 
June 
Aug. 
Oct. 
Dec. 

6 

63  8 

Kcb.    2     

5 

6 

5 

60.3 

1926- 

Mar.    1 

53.8 

May  18 

May    1         

61.0 

Dec.    8 

2. 

5 

2 

62.4 

Deo.  31 

Aug.    1         

63.9 

Oct.     3 

62.5 

1927— 

Dec.    6     

9 

6 

6 

Feb.    2 

1929— 
Jan.    4        

April   1 

63.7 

May    3 

61.4 

June  30 

Feb.    1 

62  3 

Sept.  2 

April  18        

if --• 

63  0 

Oct.    8 

July    8 

70.2 

Deo.    6 

Sept.   6 

6 

67.8 

Oct.     7 

8     . 

65.4 

Dec.    6      

Measurements  from  P.  E,  Hicks. 
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E-I18-G-30,  G.  W.  SCHACnX  (FORMERLY  MR.  ARNOLD).     MAP  7 

Location  and  description — 225  feet  north  of  I^ionccr  Avenue.  1  50  feet  we5t  of  Church  Street.  Rcdiands. 

Reference  point^  lop  of  2-inch  well  column,  3.0  feet  above  ground. 

Elevation  of  reference  point — 1387.2.  from  levels  by  Riverside  Water  Co. 

Use — Not  used. 

Depth  of  well— 1 50  fccc. 

Diameter  of  casing — 8  inches. 

Other  numbers  used—R.  W.  Co.  No.  101 1 ;  W.  P.  Rowe  No.  P-359;  Location  No.  18121  A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  wat«r 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface  feet 

191.5— 
Mar.  31...     . 

"188  ,5 
>140.8 
"118  2 
•116  8 
■llSf. 
"119  9 
■121  0 

•109,0 
•95.0 

100  9 

102.4 

101  7 
103  4 

92.8 
109.1 

1918— 
Jan.     2 

HI  I] 
114  2 
108.0 
108,9 
114.4 
116.8 
119. S 

119  6 
118.6 
122,2 
125.7 
1284 
1305 

131.8 
126.2 
118.7 
123.6 
128.9 
131.4 

1921— 
Feb.  19     .. 

131.2 

April   8 

Mar.    2 

Mar.22 

Mar.  25 

130.0 

June  10 

June    1   ... 

1.30  6 

Julv     8 

July     4 

131  6 

Sept.    7 

Aug.  16 

Nov.  14 

137  9 

Oct.   12 

Sept.  25 

1922— 
Jan.   13 

Dec.  28  .     ... 

Dec.    4 

1919— 
Mar.  11 

133  3 

1916— 

Mar.  21 

118. t 

Feb.     1 

June  19     . 

101  6 

Mar.  14 

April  15 

July     4 

100.3 

Nov.    1 

June  28 

Sept.  26 

Dec.    9 

102  S 

Aug.  22 

104.4 

1917— 

Oct.   12  . 

1924— 
Oct.     7 

1925— 
Nov.  21 

Jan.     1 

Dec.  29 

June  29  - 

1920— 
Feb.    8. 

129  7 

July  30 

Aug.  16  - 

Nov.    6 

Mar.27- 

Dry  i>146  3 

May  12..       .       . 

1927— 
Deo.  29     .     ... 

July  15 

Sept.  19 

Nov.  18 -.-- 

146  2 

"  Measurements  from  Riverside  Water  Company. 
b  Measurements  from  Division  of  Water  Resources. 
Measurements  from  W.  P.  Rowe  except  as  noted. 


E-118a-G-30,  EDDIE  NORMAN.     MAP  7 

Location  and  description — 0.95  miles  south  of  Third  Street  extension,  400  feet  east  of  Church  Street. 

north  of  Redlands. 
Reference  point — Top  of  casing.  0.6  feet  below  ground. 
Elevation  of  reference  point — 1344,  from  Met.  W.  D.  topog.  by  D.  W.  R. 
Use — Irrigation. 

Diameter  of  casing — 12  inches. 
Other  numbers  used — S.  B.  W.  D.  No.  11;  State  Div.  E.  and  I.  No.  117.  Rcdiands  Quad.;  Location 

No.  18120. 


Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1927— 
Dec.  18 

104  2 

100  8 
98.3 
98  7 
1004 
111  2 
113.6 

1929— 
Jan.   14 

112  9 
109.0 
112.7 
117.0 
119.2 
128.1 
131.0 

125.0 
125. 8 
125.0 

1931— 
Mar.    5 

128.5 

Mar.  26.   . 

April   2 

128. J 

1928- 

June  24 

129  D 

Feb.    2 

Aug.  14 

July    3 

1318 

Mar.    1 

Sept.  28 

Aug.    3 

Dry  135 

April30 

Nov.    6 

Nov.  16 

Dry  135 

Dec.    9 

1932— 
Jan.    4  .  .  . 

Oct.     4...?. 

1930— 

Dec.    4 

Dry  135 

Feb.    6 

Mar.    9 

Measurements  from  San  Bernardino  Water  Department. 
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E-lI9a-H-30.  NORTH  BRAE  WATER  COMPANY.     MAP  7 
Log  Available 

Location  and  description — 40  feet  west  of  Church  Street,  0,07  miles  north  of  San  Bernardino  Ave- 
nue, Rcdlands.     30  feet  southwest  of  new  well. 

Reference  point— Top  of  casing,  at  ground,  to  and  including  May  8,  1930;  then,  hole  in  top  of  con- 
crete ^lab,  0.3  feet  above  ground. 

Elevation  of  reference  point  -1397.4,  to  and  including  May  R.  1930;  then,  1397.7;  from  levels  by 
P.  E.  Hicks. 

Use — Not  used 

Depth  of  well~220  feet. 

Diameter  of  casing — 16  inches. 

Other  numbers  used — P.  E.  Hicks  No.  504;  Location  No.  18122A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dut.  K  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1927— 
Dec.  13 

154.0 
167.6 

1930— 
Jan.   17 --- 

178.5 
175  0 

1931— 
June  29 

194.2 

Nov.21 

197.5 

1928 

Dec.  12          . 

196.4 

Dec.  29         

Measurements  from  P.  E.  Hicks. 


E-120-H-30,  MRS.  S.  S.  CARNAHAN  ESTATE  (FORMERLY  J.  W.  SIMONDS).     MAP  7 

Log  Available 

Location  and  description — 30  feet  north  of  Highland  Avenue,  300  feet  east  of  Reservoir  Street,  Red- 
lands. 

Reference  point — Top  of  casing,  at  ground. 

Elevation  of  reference  point — 1522.8,  from  levels  by  P.  E.  Hicks. 

Use — I\'ot  used. 

Depth  of  weU— 850  feet. 

Diameter  of  casing — 10  inches. 

Other  numbers  used — P.  E.  Hicks  No.  R-45;  State  Div.  E.  and  L  No.  64,  Redlands  Quad.;  Loca- 
tion No.  18135. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1926— 
Mar.  23 

"160.0 

'leo? 

159.0 
156  5 
155.1 
155.2 
154.3 

152.0 
148.9 

1938— Cont. 
July    3 -. 

149  3 

153  0 
156  5 
156  1 

153.6 

150  7 

154  5 
161.1 
164.2 

1930— 
Jan. 
Mar. 
May 
July 
Sept. 
Nov. 

1931— 
J.in. 
Mar. 
June 
Aug. 
Oct. 
Dec. 

7 

3 

167.2 

Sept.   6 

164  2 

1927— 

Nov.    1 

2 

5 

2 

5 

162  0 

Feb.    7 

Dec.    7 

161.7 

April  2 

1929— 
Feb.    2 

164.9 

166.4 

Aug.    1 

9 

Oct.    6 

May    3 

Dec.    6         

July    9-   

165  5 

Sept.   6 

6 

6          .       .  . 

163.5 

1928— 

Nov.   4 

165  6 

Feb.    2 

13 

171.8 

April   9 

12 

176.5 

8 

176  8 

»  Measurements  from  Division  of  Water  Resources. 
^  Measurements  from  W.  P.  Rowe. 
Measurements  from  P.  E.  Hicks  except  as  noted. 
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E-120a-II-30,  AARON  COFFEEN  (FORMERLY  MR.  MESSINGILL).     MAP  7 

Location  and  description — 40  feet  north  of  Crescent  Avenue,  1 50  feet  east  of  Cajon  Street.  RedlanJs. 
Reference  point — Top  of  concrete  pump  base,  at  ground. 
Elevation  of  reference  point— I  570-'-).  from  levels  by  P.  E.  Hicks. 
Usc^N'ot  used- 
Diameter  of  casing— 8  inches. 
Other  numbers  used— P.  E.  Hicks  No.  R-48;  Location  No.  18125. 


1 


Date 

DLst.  R.  P. 

to  watLT 

surface,  feet 

Date 

Dist.  R.P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1926— 
May  13 

•189.4 

«183  I 
189.9 
181.9 

1929— 
Jan.     7 

188. S 
192.0 
194.6 

1931— 
April    4     

200.9 

May    3 

202  1 

1927— 

Oct.  12 

Aug.  13     

203  0 

Feb.    7 - 

Oct.    12 

203  5 

June    9 

Dec.    8    

203.8 

Oct.    6 --- 

"  Measurements  from  W.  P.  Rowe. 
Measurements  from  P.  E.  Hicks  except  as  noted. 


E-122-I-30,  DANIEL  SMILEY  ESTATE.     MAP  8 
Log  Available 

Location  and  description — 0.10  miles  east  of  Alessandro  Road.  0.4  miles  northeast  of  San  Timotco 
Canyon  Road,  south  of  Redlands.     20  feet  west  of  concrete  porch  of  house. 

Reference  point — Top  of  wooden  clamp  on  casing,  1.5  feet  above  ground. 

Elevation  of  reference  point^ — 1513.6,  from  levels  by  P.  E.  Hicks. 

Use — Not  used- 

Depth  of  well— lOi?  feet. 

Diameter  of  casing — 7  inches. 

Other  numbers  used~P.  E  Hicks  No.  S-33;  State  Div.  E.  and  I.  No.  76.  Rediands  Quad  ;  W.  S.  P. 
142.  No.  163.  Redlands;  Location  No.  18128. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1900 

•76,0 

63  1 
65  7 
65  2 

64  4 
63  2 

62  7 

63  5 
64.5 
65.0 

1928— 
Feb.    7     

64.6 

63  7 

64  0 

64  5 

65  6 
66.6 

66  8 
63  8 
65  2 
65.6 
67.7 
68.5 

1930— 
Feb. 
April 
June 
July 
Sept. 
Nov. 

1931- 
Jan. 
Mar. 
April 
June 
Sept. 
Nov. 
Dec. 

3. 

68.7 

1926— 

April  3 

7 

67.t 

May    I         

3 

67$ 

Dec.    1 

July     2 

5 

68  0 

Dec.  31 

Sept.    1 

2 

688 

Nov.    1 

5 

69.3 

1927— 
Feb.    2... 

1929— 
Jan.     4 

9 - 

April    1      

69  7 

May    3 

Mar.   2 

6 

697 

Aug.    2 

April  18 

7 

69  2 

Oct.    8 

.^ug.    3. 

Oct.    7 

5 

69.7 

Dec.    6 

8 

71.3 

Nov.   4  

6 

8  

71  4 

71  9 

»  Measurements  from  Water  Supply  Paper  142.   Reference  point— at  ground.   Elevation  1512.1. 
Measurements  from  P.  E.  Hicks  except  as  noted. 
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E-I22C-I-30,  GEORGE  O.  BELLUE.     MAP  8 

Location  and  description — 20  feet  south  of  San  Timoteo  Canyon  Road  near  west  line  of  Section  1 1, 

OOOt  mile  southeast  of  Alessandro  Road  and  0.40  miles  northwest  of  south  Une  of  San  Bernardino 

C'ounLy,  SKulh  of  RcJIands. 
Reference  point — Top  of  board  cover,  at  ground,  for  year  1919;  then,  top  of  casing,  0.5  feet  above 

KHiund. 
Elevation  of  reference  point— 1525.1,  for  year  1919;  then,  1525.6;  from  levels  by  P.  E.  Hicks. 
Use — Domestic. 
Depth  of  well— 1 10  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used — P.  E.  Hicks  No.  S-29;  State  Div.  E.  and  I.  No.  50,  Redlands  Quad.;  Location 

No.  18129. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1919— 

"60.4 
•61.3 
"62.2 

54.5 
58.2 

62,5 

59,5 

1-59,3 
60,4 
68,6 

1927— 
Mar. 
Nov. 
Dec. 

1928— 
Jan. 
Mar. 
July 
Sept. 
Nov. 
Dec. 

1929— 
Jan. 
Mar. 
June 
Aug, 
Oct. 
Dec. 

16 

•52,0 
58,9 
57,4 

55  5 
52,8 
59,8 
62,4 
62,7 
62.2 

58,0 
53,8 
58  4 
65,1 
66  2 
67.2 

1930— 

67.0 

Sept.  12 

2 

Feb.    3 

62  6 

Oct.  12 

15 

April   7 

57,6 

4 

May    6 

59  6 

1921— 

June    3  . 

58  5 

April  20 

Aug.    4 

Nov.   S 

63  1 

Oct.    3 -.- 

1. 

67.5 

2 

1931— 
Jan.     9 

1924— 

1 

Sept.  15 

1 

6 

66.3 

Nov.  11 

Mar.   6 

60,6 

4 

May    6 

63  3 

1925— 

June    5 

64  7 

Aug.  10 

Aug.  12 

Oct.     6 

67  8 

2 

6 

69,9 

1926— 

Dec.    8 

70  4 

Feb.    4 

3 

Aug.  31 - 

7 

6 

Dec.    8 

•  Measurements  from  W.  P.  Rowe. 
*"  Measurements  from  Division  Water  Resources. 
Measurements  from  P.  E.  Hicks  except  as  noted. 


E-122J-I-30,  G.  A.  AUSTIN.     MAP  8 

Location  and  description — 250  feet  south  of  Live  Oak  Canyon  Road,  0.42  miles  east  along  Live  Oak 

Canyon  Road  from  San  Timoteo  Canyon  Road,  south  of  Redlands. 
Reference  point— Top  of  I  beams  under  pump,  at  ground. 
Elevation  of  reference  point — 1582.1,  from  levels  by  P.  E.  Hicks. 
■  Use — Irrigation. 
Depth  of  well— 210  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— P.  E.  Hicks,  No.  Y-52;  Location  No.  I8n9C. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1921- 
.*prill4 

48,0 

56,0 

"41,1 
40,6 

40.2 
39.2 
38  9 
41,0 
40  0 
39.1 

1928— 
Jan.     4 

38,9 
38,3 
.38,4 
39,4 
45,5 
44,2 

41,5 
40.2 
39,8 
44  3 
57,8 
57  0 
44  0 

1930— 

42,9 

Mar.    1          

Mar.   5 

41  2 

1925- 

April  3 

May    6 

40.6 

Aug.  10 

June    1   ..   

July     5 

46  8 

Sept.    1 

Sept.   2 

50  2 

1926- 

Nov,    1 

Oct.     4.. 

50,7 

June    3...  . 

1929— 
Jan.     4 

Dec.    2 

45  3 

Dec.    8 

1931— 
Feb.    7 

1927- 

Mar.    2 

April  18 

42.7 

Jan.    8 

April   4 

41  8 

Mar.   5...       . 

Aug.    3 

42  4 

May    3 

Sept.   6 

July     6 

49  7 

July     2 

Oct.     7 

Nov.   4 

Sept.   8 

47  2 

Oct.     8 

Oct.     6 

45.2 

Dec.    6 

Dec.    8 

42  7 

•  Measurement  from  W.  P.  Rowe. 
Measurements  from  P.  E.  Hicks  except  as  noted. 
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E-122k-I-30,  ED  MULVIHILL.     MAP  8 

Location  and  description — ?0  feet  southwest  of  San  Timotco  Canyon  Road  and  300  feet  nor: 

of  Live  Oak  (Canyon  Road,  south  of  Rcdiands.     130  feet  northwest  of  windmill  well 
Reference  point — Top  of  casing.  1.5  feet  above  ground. 
Elevation  of  reference  point — 1553.1.  from  levels  by  P.  E.  Hicks. 
Use — Never  used. 
Depth  of  well— 200  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used — P.  E.  Hicks  No.  5-69;  Location  No    181  39D. 


thwef 


Date 


1921— 
April  16 

1926— 

Dec.  8 

1927— 

Feb.  2 

April  1 

May  3 

July  2 

Sept.  2 

Nov.  3 


DUt.  R.  P. 

to  water 
surface,  feet 


57.9 
54  2 
53.0 
54.7 
58  G 
UO.li 


Date 


1928— 

.Ian.  4. 

Feb.  2 

April  2 

June  2. 

Aug.  1. 

Oct.  3. 

Nov.  1 

1929— 

Jan.  4. 

Mar.  2. 

April  18 

July  9. 

Sept.  6. 

Nov.  4. 


Dist.  R.  P 

to  water 

surface,  feet 


580 
55.9 
54  3 
56.6 
61  9 
66  5 
68  2 


65.0 
59  9 
69  2 
64.6 
69.3 
72.6 


Date 


mo- 
Jan.  6. 
Mar.  5. 
May  6. 
June  3. 
.*ug.  4 
Oct.  4. 
Dec.  2 

1931— 

Jan.  9. 
Mar.  6 

June  5. 

July  6 
Aug.  12 

Oct.  6. 

Dec.  8 


DUt.  R.  P. 

to  water 
surface,  feet 


Measurements  from  P.  E.  Hicks. 


E-123C-H-30,  BEAR  VALLEY  MUTUAL  WATER  COMPANY. 
Log  Available 


MAP  7 


Location  and  description — 1 300  feet  south  of  San  Bernardino  Avenue,  1 360  feet  east  of  Judson  £ 

west  of  Mentonc. 
Reference  point — Hole  in  top  of  5-inch  pump  base,  set  on  top  of  1  beam.  1  foot  above  ground. 
Elevation  of  reference  point — 1521.0,  from  levels  by  P.  E.  Hicks. 
Use — Irrisation. 
Depth  of  well— 578  feet. 
Diameter  of  casing — 2b  inches. 
Other  numbers  used— P.  E.  Hicks  No.  701 ;  Location  No.  18142B. 


Date 


1929— 
Jan.   17. 


Dist.  R.  P. 

to  water 

surface,  feet 


240.8 


Date 


1930— 
May    8. 


Dist.  R.  P. 

to  water 
surface,  feet 


Date 


1831- 
April   8 
Nov.  22 
Dec.  12 


24«.l 
•266.: 
261. 


*  Pump  running  all  summer.     Down  November  15. 
Measurements  from  P.  E.  Hicks. 
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Location  and  description — 200  feet  soulheastcrly  along  State  Highway  from  intersection  with  Jud- 

son  Street  (produced  south),  in  north  gutter  of  highway,  Redlands.    Casing  with  iron  cap. 
Reference  point — Top  of  casing,  at  ground. 

Elevation  of  reference  point — Ui08  5.  from  levels  bi'  P.  li.  Hicks. 
Use — Not  used. 
'Diameter  of  casing — 7  inches 
Other  numbers  used — P.  E.  Hici<s  No.  R-54;  Location  No.  18145. 


Date 


Dist.  R.  P. 

to  water 

surface,  feet 


Date 


Dist.  R.  P. 

to  water 

surface,  feet 


Date 


Dist.  R.  P. 

to  water 

surface,  feet 


1911— 
Jan.  27. 

1913— 
Jan.  22 

1921— 

April  26 

1927— 

Jan.  6. 

Mar.  1. 

May  3 

June  1 . 

Aug.  1. 

Sept.  1. 

Oct.  6. 

Nov.  8. 


63.7 
84  0 
118  6 


153.9 
151  1 
142  0 
140  5 
142  0 
144  5 
142  8 
1.38.9 


1928— 
Jan.  10 

Mar.  2 

April  9 

June  2 

Aug.  1 

Oct.  8 

Nov.  1 

Dec.  7 

1929— 

Jan.  1 

Mar.  2 

May  3 

July  9 

Sept.  6 
Oct.    12 

Dec.  6 


131  3 
125  7 
124-2 
133  4 
143  5 
154  7 
164,9 
146.9 


141  8 
135  2 
131  2 
145,7 
165  3 
168,0 
161.4 


1930— 

Jan.  7, 

Mar.  5 

May  2 

June  3 

July  5 

Oct.  4, 

Nov.  5, 
Dec.  30 

1931— 

Jan.  9, 

Mar.  6 

May  6, 

July  6 

Sept.  9 
Oct.   12 

Dec.  8 


157,5 
144,3 
139  8 
138  4 
142  2 
147,0 
147,2 
142,7 


136.3 
130  3 

133  2 
150  3 
160.4 
163  3 
154  6 


Measurements  from  P.  E.  Hicks. 


E-124d-H-31,  D.  G.  FARQUHAR  (FORMERLY  D.  B.  CONKLIN).     MAP  7 

Location  and  description — 640  feet  south  of  Fifth  Avenue.  0.38  miles  east  of  Wabash  Avenue,  east 

of  Redlands. 
Reference  point — Top  of  nipple  on  'i-inch  pipe  set  on  concrete  slab  on  top  of  casing,  at  ground. 
Elevation  of  reference  point — 182 '>,  from  Met.  W.  D.  topog.  by  D.  W.  R. 
Use — Not  used. 
Depth  of  well — 350  feet 
Diameter  of  casing — 10  inches. 
Other  numbers  used— P.  E,  Hicks  No.  809;  W.  S.  P.  142.  No,  16.  Redlands;  Location  No.  18165. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1931— 
April  10 

257,8 
257,2 

193i— Cont. 

Sept.    1 - 

Oct.     3 - 

258,4 
259,2 

1931— Cont. 
Nov.22 

260.6 

Measurements  from  P.  E.  Hicks. 


34 — 93350 


530 


DIVISION    OF   WATER    RESOURCES 


E-12S-H-30,  W,  N.  M<X)RE.     MAP  7 

Location  and  description — O'i'^  miles  northwesterly  alona  State  HiRhway  from  intersection  ' 

Wabash  Avenue  (produced  south),  and  325  feet  north  of  State  Highway,  east  of  Redlands. 
Reference  point — Top  of  casing.  1.2  feet  below  ground. 
Elevation  of  reference  point — 1743.'},  from  levels  by  P.  E.  Hicks 
Use — Nol  used 
Depth  of  well   -100  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used — P.  E.  Hicks  No  R-23;  Location  No.  18156. 


Date 


1924 

1926— 
Mav  17. 
Oct.     7 

1927— 
Jan.    6 

Feb.    2 
Mar.  22 


Dist.  R.  P. 

to  water 

surface,  feet 


"152  0 


•208  6 
•207  5 


206  8 
•207  S 
■206  9 


Date 


1927— Cent. 

May  3-. 

Oct.  6-. 

1928— 

May  1. 

Oct.  8. 

1929— 

May  3. 


Dist.  R.  P. 

to  water 

surface,  feet 


202  6 
199  8 


196  9 

197  0 


Date 


1930— 
April   9 

1931- 
May    6 
Oct.   12 


Diat.R.1 

towsta 

surface, 


IST 


■  Measuremert  from  W.  P.  Rowe. 
Measurements  from  P.  E.  Hicks  except  as  noted. 


E-1 26-1-30,  JOSEPHINE  AUSTIN.     MAP  8 

Location  and  description — 20  feet  north  of  Live  Oak  Canyon  Road.  1.2  miles  cast  along  Live  i 
Canyon  Road  from  San  Timotco  Canyon  Road,  southeast  of  Redlands. 

Reference  point — Top  of  casing,  at  ground. 

Elevation  of  reference  point — lb74. 5.  from  levels  by  P.  E.  Hicks. 

Use — Domestic. 

Depth  of  well— 1  50  feet 

Diameter  of  casing — 12  inches. 

Other  numbers  used— P.  E.  Hicks  No.  Y-51;  State  Div.  E.  and  I.  No.  124,  Redlands  Quad.; 
tion  No.  18149. 


■i 

Date 

Dist,  R,  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

surfaa>,M 

1921- 
Aoril  15 

53  0 
53  0 

52.2 

1926— 
Dec,    8 

53  4 

53  4 
53  4 

1928— 
Oct.    3 ---- 

1 
SS.i 

Oct.     4 

1925 — 

1927— 
May    3 

1929— 
April  18 

534 

Aug    10 

Oct,    8          .     ..  . 

Measuremeiits  froii 

P,  E.  Hicks. 

1 

SOUTH    COASTAL    BASIN    INVESTIGATION 
E-127-H-31,  G.  W.  ROYCE  (FORMERLY  R.  P.  McINTOSH).     MAP  7 
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Location  and  description — 125  feet  south  of  Lugonia  Avenue.  0.24  miles  east  of  Sapphire  Avenue, 

east  of  Mcntonc. 
Reference  point — Top  of  wood  curb,  south  side,  at  ground,  to  and  including  August  24.  1Q23;  then, 

top  of  casing,  at  ground. 
Elevation  of  reference  point  — 1907.0.  from  levels  by  P.  E.  hiicks, 

s — Irrigation. 
Depth  of  well— 103  fcut  until  1924.  then,  280  feet. 
Wameter  of  casing — 16  inches. 
Other  numbers  used— W.  S.  P  468.  No.  112;  W.  S.  P.  142.  No.  7.  Redlands;  State  Div.  E.  and  I.  No. 

42,  Redlands  Quad.;  P.  E   Hicks  No.  901 ;  Location  No.  18192. 


Date 


1900— 
Oct.      ... 

1M4- 
Oct.      ... 

1906— 
Oct.      . . . 

1909— 
Oct.  15-17 

1912— 
Oct.  16-18 

1914- 

Oct.  27... 

1915— 

May  27... 
.Nov.    1 

1916— 
June    7... 
Not.  16... 


Dist.  R.  P. 

to  water 

surface,  feet 


92.0 
78  0 
57  0 
66  3 
71.5 
62  9 


66.9 
63.9 


64  4 
64.2 


Date 


1917— 
May  19 

1920— 
Aug.  25 
Oct.  29. 

1921— 
Mar.    3. 
May  16. 
July  14. 
Sept.  29. 

1922— 
Mar.  22. 
June  2. 
Aug.  19 
Sept.  15. 
Oct.  28. 

1923— 
Mar.  22. 
May  22. 
Aug.  24 


Dist.  R.  P. 

to  water 
surface,  feet 


71.8 


71  6 
71.4 
81.0 
73  2 


76.2 
67.7 
60.9 
60.7 
82.0 


63.6 
59.9 
67.1 


Date 


1927— 
Aug.  27 
Nov.    4. 
Dec.  22 

1928— 
Dec.  29 

1929— 
April  15 

1930— 
Feb.  28 
May    8 
June  10 
July  28 

1931— 
April  10 
May  14 
Sept.  1 
Oct.  3 
Dec.  12 


Dist.  R.  P. 

to  water 

surface,  feet 


60  7 
65.2 
66  5 


83  7 


91.9 
■•88.3 
85.1 
75  3 


"79  7 

°77  5 
«85.8 


noted. 


•  Measurement  from  P.  E.  Hicks. 
Measurements  from  United  States  Geological  Survey  (Water  Supply  Paper  468  and  unpublished  records)  except  as 


E-127a-H-31,  W.  J.  TENCH.     MAP  7 


iLocation  and  description — 30  feet  south  of   Lugonia  Avenue.  0  24  miles  west  of  Grafton  Avenue. 
'  '         Mentone.     East  of  reservoir. 

Reference  point — Top  of  concrete  curb,  at  ground,  to  and  including  December  29,  1928;  then   top  of 

10-inch  1  beams.  0.9  feet  above  ground. 
Elevation  of  reference  point — 1724.1.  to  and  including  December  29.  1928;  then.  1724.8;  from  levels 

by  P.  E.  Hicks. 
Use — Irrigation. 
Depth  of  well— 307  feet 

Diameter  of  casing — 20-inch  casing  in  bottom  of  190  foot  4'  x  6'  pit. 

Other  numbers  used — W.  S.  P.  142.  No    14.  Redlands;  State  Div.  E.  and  I.  No.  81.  Redlands  Quad.; 
P.  E.  Hicks.  No.  803;  Location  No.  18172. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

1 

i  1900 - 

•160 
bl55 
136.7 

1928— 
Dec.  29 

131.3 
157.0 

1931— 
April  10 

155  9 

1926- 
April2I 

1930— 
May    8 

May  14 

155  3 

July     8 

170  6 

Oct.     3 

168  1 

1  1927- 
j      Dec.  22 

Dec.  12 

158  7 

I 

*  Measurement  from 

b  Measurement  from 

MeaauremenU  fron 

Water  Supply 
W.  P.  Rowe. 
P.  E.  Hicks  e 

Paper  142. 
xcept  as  noted. 
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E-127b-G-31,  ORANGE  GROVE  INVESTMENT  COMPANY.     MAP  7 

Log  Available 

Location  and  description — 0,^4  miles  north  of  LuRonia  Avenue,   50  feci  cast  of  Crafton  Avcfvb, 

Mcntone.     East  well. 
Reference  point— Top  of  air  line  hole  in  pump  base,  1  foot  above  RrounJ. 
Elevation  of  reference  point — 1765.7.  from  levels  by  P.  I^.  Hicks. 
Use— Irrigation. 
Depth  of  well  -401  feet. 
Diameter  of  casing — 24  inches. 
Other  numbers  used— P.  E.  Hicks,  No.  800;  Location  No   18172A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feM 

1930— 

225.5 

1931— 
April  10 

Oct.    3 

218  1 
230.2 

1931— Cnt. 
Nov.21 

Dee.  12          .  . 

227.6 
225.9 

Measurements  from  P.  E.  Hicks. 


E-127d-H-31,  C.  H.  LEMBERGER.     MAP  7 

Location  and  description — 75  feet  south  of  Col  ton  .'\vcnue,  10  feet  west  of  Sapphire  Avenue,  south- 
east of  Mentonc. 
Reference  point — Top  of  pump  base  at  air  line  hole,  at  ground. 
Elevation  of  reference  point — I83b,2,  from  levels  by  P.  H.  Hicks. 
Use — Irrigation, 

Diameter  of  casing — 16  inches. 
Other  numbers  used— P,  E.  Hicks  No  903;  Location  No.  18183. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  r. 

to  water 

surface,  fee 

1931— 
Aprilll 

89  9 

1931— Cont. 
Oct.     3 

90  2 

1931— Cent. 
Nov.  12 

90. S 

Measurements  from  P.  E.  Hicks. 


E-U8-H-31,  KING  STREET  MUTUAL  WATER  COMPANY.     MAP  7 

Log  Available 

Location  and  description — 0.24  miles  north  of  C-itrus  Avenue,  0  26  miles  west  of  Crafton  Avenui 

wcbt  side  of  King  Street,  south  of  Menlonc, 
Reference  point — Air  line  hole  in  top  of  pump  base,  at  ground. 
Elevation  of  reference  point— 1710.5.  from  levels  by  P.  E.  Hicks. 
Use— Irrigation. 
Depth  of  well— 246  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used— P.  E.  Hicks.  No.  808;  Location  No.  18174. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.E 

to  water 

surface,  M 

S 

1930— 
May    8 

100  1 

1931— 
April  10 

101  5 
104  3 

1931— Cont. 
Nov.21 

f 

iis:i 

May  14... 

Dec.  12 

us. 

Measurements  from  P.  E.  Bicka. 
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E-129-1-31,  MRS.  CADDIE  COOK  (FORMERLY  DUNLAP  RANCH).     MAP  7 

ocation  and  description — 200  feet  east  of  16th  Street.  100  feet  north  of  State  Highway,  west  of 

^'ucaipa- 
•V-ference  point — Top  of  casing,  at  ground. 

Icvation  of  reference  point — 2077.9.  from  levels  by  P.  E.  Hicks. 
/se — Nt't  used. 
Jepth  of  well — 142  feet. 
Diameter  of  casing — 7  inches. 
Jther  numbers  used— P.  E.  Hicks  No.  Y-8S;  W.  S.  P.  142.  No.  21,  Redlands;  Location  No.  18197A. 


Date 


1900 

1926— 
Dec.  11 

1927- 
Fcb.    1 
Oct.    G 


Dist.  R.  P. 

to  water 

surface,  feet 


■^Floving 
31  7 


28  9 
51.1 


1928— 
April  25 
Oct.     6 

1929— 
May    3 
Oct.  12 


Dist.  R.  P. 

to  water 

surface,  feet 


39.4 
58.6 


38  9 
66  3 


Date 


1930— 
April   9. 

1931— 
April   4- 


Dist,  R.  P, 

to  water 

surface,  feet 


52  0 
59.6 


a  From  United  States  Geological  Survey  {Water  Supply  Paper  142). 
Measurements  from  P.  E.  Hicm  except  as  noted. 

E-I29b-I-31,  C.  H.  SUGG.     MAP  7 

Location  and  description — 30  feet  north  of  State  Highway.  0.12  miles  west  of  intersection  of  West 
"^'ucaipa  Boulevard,  west  of  Yucaipa.     3-foot  dug  pit. 
*■  .Reference  point — Top  of  corrugated  casing.  2.1  feet  above  ground. 
Elevation  of  reference  point — 2026.7.  from  levels  by  P.  E.  Hicks. 
Use — Not  used. 
Depth  of  well — 12  feet. 
Other  numbers  used— P.  E.  Hicks  No.  Y-lOO;  Location  No.  18177. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1927— 

Jan.  12 

8.5 
•8.1 
8  6 

1928— 
Oct.     8     - 

9.0 
9  1 

1931— 
Oct.  12. 

11.5 

June    2 

Oct.     6 

1929— 
May    3... 

»  Measurement  from  W.  P.  Rowe. 
Measurement  from  P.  E.  Hicks  except  as  noted. 


E-1 30-1-31,  LOWER  YUCAIPA  WATER  COMPANY.     MAP  8 

Location  and  description — 500  feet  north  of  Live  Oak  Canyon  Road,  1.3  miles  southeast  of  State  High- 
way near  center  line  of  Section  8,  T.  25.,  R.  2W.,  S.  B.  B.  &l  M.,  southeast  of  Redlands. 

Reference  point — Ground  surface. 

Elevation  of  reference  point — 190*5.2,  from  levels  by  P.  E.  Hicks. 

Use^ — -irrigation. 

Depth  of  well— 210  feet. 

Diameter  of  casing — 12  inches. 

Other  numbers  used — P.  E.  Hicks  No.  Y-46;  State  Div.  E.  and  I.  No.  56,  Redlands  Quad.;  Loca- 
tion No.  18188. 


1 

i 

1 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dust. R.  P. 

to  water 

surface,  feet 

1021- 
1      AprillS 

17.0 
17.0 
•18.2 

1927— 

Jan.  27 

May    3 

Oct.    8 

1928— 
Oct.     3 

18-8 
18.6 
19.3 

19,6 

1929— 
April  19 

1931— 
May    6 

19  1 

1   1924- 
Sept.  17 

19  8 

1926— 
May  18 

■  Measurement  from  W.  P.  Rowe. 
Measurements  from  P.  E.  Hicks  except  as'noted. 


534 


DIVISION   OP   WATER    RESOURCES 


E-130a-I-3l,  W.  C.  COOK.     MAP  8 

Location  and  description— 200  feet  south  of  Live  Oak  Canyon  Road  at  Live  Oak  Creek  crossing,  ij 

miles  southeast  of  State  Highway,  southeast  of  Redlands. 
Reference  point — fop  of  concrete  pump  base,  at  grounJ 
Elevation  of  reference  point — 1832  2.  from  levels  by  F^,  K.  Hicks. 
Use — !rri(;ation. 
Depth  of  well— 142  feet 
Diameter  of  casing — 12  inches 
Other  numbers  used— P.  E.  Hicks  No.  Y-47;  Location  No    18179. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Diat.R.P. 

to  water 

surface,  feet 

Date 

■ 
Dist.  R.  P. 
to  water 

surface,  feei 

1928— 
April  15 

"36,0 
■32.8 
»35  9 
"36.9 

1927— 
Jan.  27 

38.5 
38.2 

39.9 

1929- 
Aprill9 

v>i 

May  18 

May    3 

1 

July  26 

Oct.     6 

1928— 
Oet.    3 

1 

■  Measurement  from  W.  P.  Rowe.  I 

Measurements  from  P.  E.  Hicks  except  as  noted.  ' 

E-131-H-31,  ROCKY  COMFORT  MUTUAL  WATER  COMPANY  (FORMERLY  L.  E.  PATCH). 

MAP  7 

Location  and  description^  100  feet  south  of  Mill  Creek  Road.  0.54  miles  east  of  Garnet  Street,  east 

of  Menrone.     Pic. 
Reference  point — Top  of  north  side  of  wood  curb.  0.5  feet  above  ground.  t 

Elevation  of  reference  point — 2119,7,  from  levels  by  P.  B.  Hicks.  i 

Use — Not  used. 
Depth  of  well — 3  5  feet. 
Other  numbers  used — U.  S.  C.  S.  unpublished  "S"  well;  State  Div.  E.  and  I.  No.  82.  Redlands  Quad.; 

P.  E.  Hicks.  No.  909;  Location  No.  18202. 


t 


Date 


1921— 

Sept.  29 

1922— 

Mar 

22 

June 

2 

Aug. 

19 

Oet. 

26 

1923— 

Mar 

22 

May 

22 

Nov. 

20 

1924— 

Nov 

17 

Dist.  R.  P. 

to  water 

sui  face,  feet 


27.2 


13  5 

9.8 
12  5 
15.2 


3  3 
12.2 

21.7 


Dry  35 


Date 


1925— 
May  26. 
Oct.  27. 

1926— 
May  10- 

1927— 
Aug.  27. 
Nov.   4.. 
Dec.  22. 

1928— 
Mar.  16. 
May  15- 


Dist.  R.  P. 

to  water 

surface,  feet 


Dry  35 
Dry  35 


7.1 


17.2 
24  5 
11  0 


4  9 
21.4 


Date 


1929— 
April  15. 

1930— 
Feb.  28- 
June  10. 
July  26- 

1931— 
Feb.  18. 
April  11. 
May  14. 
June  10. 
Nov.  19. 


Dist.  R.  P. 

to  water 

surface,  feel 


;i 


34  5 


Dry  35 
7  « 
21  9 


32  8 
■21  0 
•26  0 

33  3 
Dry  35 


■  Measurement  from  P.  E.  Hicks. 
Measurements  from  United  States  Geological  Survey  except  as  noted. 


E-131e-H-32,  F.  FARROW.     MAP  7 

Location  and  description — 30  feet  south  of  Mill  Creek  Road,  0.94  mites  cast  of  Garnet  Street,  east 

of  Mentonc.     Pic  and  tunnel. 
Reference  point — Bottom  of  6-inch  timber  under  pump  base  at  top  of  concrete  pit,  0.9  feet  above 

ground. 
Elevation  of  reference  point — 2198.5,  from  levels  by  P.  E.  Hicks. 
Use — Irrigation  and  domestic. 
Depth  of  well— 87  feet. 
Other  numbers  used — P.  E.  Hicks  No.  91 1 ;  Location  No.  18212B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P, 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1931— 
April  11 

24.3 
32.8 

1931  -Cont. 
Nov.  21 

46.3 

1931— Cont. 
Dec.  12 

41  6 

McAsurements  from  P.  £.  Hicks. 
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Log  Available 
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MAP  7 


[Location  and  description — 2 100  feet  north  of  Newport  Avenue,  1  50  feet  west  of  Peppers  Road  (private 

road),  northeast  of  Mcntone. 
Reference  point — Top  of  hole  through  pump  base.  1 .5  feet  above  ground. 
Etevation  of  reference  point — 2100,  from  Met.  W.  D.  topog,  by  D.  W.  R. 
Use — Irrigation. 
Depth  of  well— IbO  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used — P.  E.  Hicks  No.  914;  Location  No.  18201. 


Date 


Dist.  R.  P. 

to  water 

surface,  feet 


Date 


Dist.  R.  P. 

to  water 

surface,  feet 


Date 


Dist.  R.  P. 

to  water 

surface,  feet 


1927- 
Dec.  29. 


1828- 
Dec.  29. 


1931— 
May  14 
June  15 
July     8 


48.0 

53.1 

•101.4 


1931— Cont, 
Sept.  1., 
Oct.  3. 
Dec.  12. 


i>100  8 

«103.2 

58.9 


•  Pumping  to  box. 
*>  Pumping  to  reser\'oir  40  feet. 
»  Pumping  to  reservoir  above  pump. 
Measurements  from  P.  E.  Hiclcs. 


E-132-I-31,  JOHN  E.  LARSON  (FORMERLY  DUNLAP  TEST  WELL).     MAP  7 

Location  and  description — 30  feet  south  of  Yucaipa  Boulevard.  0.1  miles  west  of  12th,Street,  west  of 

Yucaipa. 
Reference  point — Top  of  casing.  0.6  feet  above  ground. 
Elevation  of  reference  point — 2131.8,  from  levels  by  P.  E.  Hicks. 
Use — Not  used. 

Diameter  of  casing — 10  inches. 
Other  numbers  used — P.  E.  Hicks  No.  Y-88i  State  Div.  E.  and  I.  No.  39,  Redlands  Quad.;  Location 

No.  18206 


Date 


Dist.  R.  P. 

to  water 

surface,  feet 


Date 


Dist.  R.  P. 

to  water 
surface, feet 


Date 


Dist.  R.  P. 

to  water 
surface,  feet 


1919— 
Dec.    2 

1921— 
April  14 
Oct.     3 

1924— 

Sept.  15 

1925— 
Aug.  12 

1926— 
Mar.  13 
Aug.  13 
Dec.    2 


•44 


45.8 
50.1 


66.5 
73.6 


67.0 
79,3 
74.8 


1927— 

Jan.  6. 

Mar.  1. 

May  2. 

July  1 

Aug.  1. 

Oct.  6 

Nov.  1. 

1928— 

Jan.  12 

Feb.  7 

April  9 

Oct.  6 

Dec.  7 


72.9 
71.1 
69.6 
85.0 
86.6 
88.4 
81.1 


76.9 
75.9 
75.0 
91.9 
85.3 


1929— 

Feb.  2, 
April  19 

Sept.  6 

Nov.  4. 

1930— 

Jan.  1 

Mar.  5 

June  3 

Aug.  4 

Oct.  4 

1931— 

Jan.  9 

Mar.  6 

April  4 

June  5 

July  6 

Sept.  9 

Dec.  8 


83.2 
81.3 
96.0 
94.7 


93.1 
90.2 
92.0 
99.5 
99.0 


96.2 
95.2 
94.9 
98.1 
100  3 
102.4 
99.2 


)»1 


a  Measurement  from  Division  of  Water  Resources. 
Measurements  from  P.  E.  Hicks  except  as  noted. 
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E-U3-I-3I,  WESTERN  HEIGHTS  WATER  COMPANY,  NO.  5.     MAP  7 

Location  and  description — 60  feet  south  of  Avenue  E.  O.I  mile  west  of  12th  Street,  west  of  Vucaipo. 
Reference  point^lop  of  casinR.  1.8  feet  above  ptround.  to  and  including  December  5.  1927,  then,  top- 

of  pump  base.  0,8  feet  above  ground. 
Elevation  of  reference  point — 2098.8.  to  and  including  December  5.  1927;  then.  2097.8;  frr)m  leve 

by  P,  E.  Hicks. 
Use — IrriRation- 
Dcpth  of  well— 788  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used — P.  E.  Hicks  No.  Y-86;  State  Div.  E.  and  I.  No.  125.  R.edlands  Quad.;  Locatla 

No.  18217. 


Date 

Dist.R.P. 

to  water 
surface,  feet 

Date 

Dist.  R.  r. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  fe«( 

192&- 
Dec.    2 

43.3 

38  0 
34.4 
61  7 

61  8 
69,8 
52  2 
48  9 

1928— 
Feb.    7  - 

43  3 
41  ti 
51  9 
73  5 
59  1 

55  5 
51.3 
80  0 

1930— 
April  30 

66.11 

1931— 
April   4 

1927— 

April25-.. 

Feb.     1 

Oct.     6 

72  25 

.May    2 

.lune    1           -   - 

1929— 

Jan.     7 

.Mar.   2 

Nov.   4.... 

., 

July     1 

f 

Sept.    1 

Oct.    6 - 

Dec.    5 

Measurements  from  P.  E.  Hicks. 


E-136-I-32,  S,  BAUMANN.     MAP  8 

Location  and  description— 200  feet  north  of  State  Highway.  0.1  miles  northwest  of  Avenue  G.  1200 

feet  west  of  7th  Place,  Yucaipa. 
Reference  point — Floor  of  pump  house,  at  ground.  'l 

Elevation  of  reference  point — 2293.8.  from  levels  by  P.  E.  Hicks. 
Use^ — Irrisaiion. 
Depth  of  well— 1«0  feet. 
Diameter  of  casing— 12  inches. 
Other  numbers  used— P.  E.  Hicks  No.  Y-31 ;  Location  No,  18228. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feei 

1927— 
May    2 

46.4 
50  8 
.58,9 
60  1 
56  8 

53,0 
50  4 
65,2 
66  0 
62.9 

1929— 
Feb.    8 

59  7 
55  8 
68.8 

608 
603 

67  2 

68  6 
65  4 

1931— 
Feb.    7 

62  8 

June   3 

April  19 

May    6 

60  3 

Sept.  3 

Sept.  19. 

61  6 

Oct.    4 

Dec.    5 

1930— 

Jan.     7.... 

Mar.   5 

Sept.  3 

Sept.   9 

Nov.   9 

67  7 
66  3 

1928— 
Feb.    7     

April  3 

Oct.     4 

Sept.   6 

Dec.    2 

Oct.    8 

Dec.    a.-— • 

Measurements  from  P.  E.  Hirks. 
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E-136a-I-32,  WALLACE  BARKLEY.     MAP  8 

Location  and  description — ^0,*^  miles  west  of  State  Highway,  on  south  line  of  County  I-inc  Road.  850 
feet  south  of  Riverside  County  line,  southwest  of  Yucaipa.    South  of  road,  in  large  galvanized  iron 
pump  house- 
Reference  point — ^Top  of  concrete  floor,  at  ground. 
Elevation  of  reference  point — 2301.2.  from  levels  by  P.  E.  Hicks. 
Use — Irrigation- 
Diameter  of  casing — 16  inches.  • 

Other  numbers  used — P.  E.  Hicks,  No.  Y-30;  State  Div.  E.  and  I.  No.  38,  Redlands  Quad.;  Location 
No,  1822^). 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface, feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

191»— 

Sept.  26 

•71  0 

87-1 

85  6 
84  1 
83  6 
90,4 
90.8 
90  0 

1928— 

Feb.    3 

April25 

June    4 

Oct.     6          .  . 

88,9 
87,4 
39,8 
94.6 
95,0 

94,0 
92  0 
90,9 
97  5 

1930— 
Jan.     7 

96.4 

Feb.    3     . 

95,9 

1926— 

Oct.     4 

98.8 

Dec.    6 

1931— 
Mar.    6 

1927— 
Jan.  31 

Nov.   2 

1929— 

99,3 

April  2 

May    3 

April  18 

Sept.  1 

Sept.   6          

Oct.    7 

Nov.   4..._ 

Dec.    5 

»  Measurement  from  Division  of  Water  Resources. 
Measurements  from  P.  E.  Hicks,  except  as  noted. 


E-136C-I-32,  YUCAIPA  WATER  COMPANY,  NO.  1— WELL  NO.  S.     MAP  8 

Location  and  description — 0.4  miles  west  of  State  Highway,   175  feet  south  of  Riverside  County 
Line  and  70  feet  north  of  County  Line  Road,  .southwest  of  Yucaipa.    75  feet  south  of  Weil  No.  10. 
Reference  point — Top  of  concrete  pump  house  floor,  at  ground. 
Elevation  of  reference  point — 2560.1,  from  levels  by  P.  E.  Hicks. 
Use — Irrigation. 
Depth  of  well— 330  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used — P.  E.  Hicks  No.  Y-5;  Location  No.  18229B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1926— 
Dec.    3 

118,3 

111,9 
136,8 
135  1 
122  4 

1928— 
Feb.    3 

120  1 
116  7 
145  6 
131.4 

129  0 
122  4 
139  0 
132  3 

1930- 
Jan.     7 

130,1 

April  25 

Mar.   5 

126  5 

1927— 

Oct.     6 

Oct.     4     .. 

140,9 

May    1 

Dec.    6 

Dec.    2 

1931— 
Jan.     9 

132  9 

Oct.     7      .     

1929— 
Jan.     7 

Nov.    1 

Dec.  31 

130  6 

April  19 

Mar.   6. 

May    7 

June    5 

Sept.   9 

128  0 

Oct.   12 

126  5 

Dec.    6 

130.0 

137.8 

Dec.    8 

132  8 

Measurements  from  P.  E.  Hicks. 


538 


DIVISION    OP   WATER   RESOURCES 


E-136M-32,  YUCAIPA  LITTLE  FARMS  COMPANY  (FORMERLY  L.  G.  COBB).     MAP  7 

Location  and  description     0  Ob  miles  s<iuih  of  Avenue  E,  30  feet  west  of  Sixth  Street.  Yucaipa. 

Reference  point — I'op  (»f  1  beam  under  pump,  0  3  feet  above  ground. 

Elevation  of  reference  point — 2424.7.  from  levels  by  P.  E.  Hicks. 

Use — Irrisation 

Diameter  of  casing — 12  inches. 

Other  numbers  used — P.  E.  Hicks,  No,  Y-97;  Location  No   18237A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feel 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Dale 

Dist.  R.  P. 

to  water 

surface,  feet 

1926— 
Dec.  17 - 

167.6 

163  0 
173  4 

1928— 
Jan.   12: 

173  4 
166.7 

174  0 
181  8 
180  6 

175  0 
171  6 

1930— 
April  30 

1931— 
April   4 

17S  4 

1927— 

April   3 

June    2           .  .   . 

May    2 

Aug.    4 

177.3 

Nov.    1 

Nov.    2 

1929— 
Jan.     7 

Sept.   9       .       .  . 

189  1 

April  19--- 

Measurements  from  P.  E.  Hicks. 


E-136i-I-32,  SOUTH  MESA  WATER  COMPANY.   NO.    U.     MAP  8 

I  50  feet  west  of  State  Highway.  10  feet  south  of  County  Line  Road.  south- 


Location  and  description 

west  of  "V'ucaipa 
Reference  point— Top  of  floor,  at  ground. 

Elevation  of  reference  point — 23926,  from  levels  by  P.  E.  Hicks. 
Use — ^Irrisation. 
Depth  of  well~443  feet 
Diameter  of  casing — !6  inches. 
Other  numbers  used— P.  E.  Hicks,  No.  Y-1 1 .  Location  No.  I8239A 


i 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Di.st.  R.  P. 

to  water 

surface,  feet 

1926— 
Dec.    3 

147.6 

144.2 
1408 
164  0 
151.1 

1928— 

Feb.    3-- 

Sept.  29 

148  8 
178.8 
159  9 

154.6 
151  0 
161.0 

1930- 
Fcb.  18 

156  3 

153  4 

1927— 

Dec.    6  

1931— 
Jan.     9 

Jan.  31 

1929- 
Feb.     8 

May    1 

159  2 

Oct.     7 

April   4       .  -  .  . 

15S  t 

Dec.  31 

April  19 --- 

May    7 

157.0 

Dec.    1 

Nov.    9 

162  0 

Measurements  from  P.  E.  Hicks. 
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E-137-H-32,  R.  R.  ELLIOT.     MAP  7 

Location  and  description — 25  feet  south  of  Oak  Glen  Road,  0  51  miles  west  of  Second  Avenue.  Yu- 

caipa. 
Reference  point — Top  of  concrete  pump  base,  at  ground. 
Elevation  of  reference  point— 2653.5.  from  levels  by  P.  E.  Hicks. 
Use — Not  used. 
Depth  of  well — 265  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used — P.  E.  Hicks.  No.  Y-34,  State  Div.  E.  and  1.  No.  52,  Rcdlands  Quad.,  Location 

No.  1S25  5, 


"  Measurement  by  owner. 
^  Measurement  from  W.  P.  Rowe. 
Measurements  from  P.  E.  Hicks  except  as  noted. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1923— 
July          

"ISO 
■150 

H80.0 

1927— 
Jan.  19 

198,2 

i>192  5 

199  5 

200,5 

200,7 
203  3 

1929— 
May    3  

205  2 

Mar.  22 

1931— 
April    4 

Oct.    12 

1925— 
July 

May    2 _ 

Oct.    6 - 

li)28— 

April  25 

Oct.     6              .  - 

213  0 

214  7 

1926- 
Mar.  18 

E-138-I-32,  YUCAIPA  WATER  COMPANY,  NO.   12.     MAP  8 

Log  Available 

Location  and  description — I  5  feet  north  of  Avenue  F  and  600  feet  west  of  Fifth  Street.  Yucarpa. 
Reference  point — -Top  of  concrete  floor,  at  ground. 
Elevation  of  reference  point — 2419.8.  from  levels  by  P.  E.  Hicks. 
Use — Irrigation. 
Depth  of  well — 464  feet. 
Diameter  of  casing — 16  inches. 

Other  numbers  used — State  Div.  E.  and  I.  No.  35,  Redlands  Quad.;  P.  E.  Hicks.  No.  Y-12;  Location 
No.  18248. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1926- 
Feb.  20 

•156,7 
»!54,6 
164,9 

»I59  5 

•158  5 

173,8 

1928— 
Jan.     2 

April  25 

167,0 
163  5 
181,2 
174  8 

173,2 
168  5 
177  4 

1930— 

April   3 

Nov.    5 

1931— 
Mar.    6 

171  1 

ApriI23         

180  7 

Dec.  11 

Oct.     6--.  - 

Dec.    7          -  - 

1927— 

1929— 
Jan.     7 

174  3 

Mar.22 

April   4 

Sept.   9 

173  3 

April  28 

182  8 

Oct.     6  

ApriU9 

Dec.     6 

»  Measurement  from  W.  P.  Rowe. 
Measurements  from  P.  E.  Hicks  except  as  noted. 
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E-138b-I-32.  SOUTH  MESA  WATER  COMPANY,  NO.  6.     MAP  8 


Location  and  description — 200  feet  north  of  Avenue  H  and  40  feet  east  of  Fourth  Street  extended, 

Yucaipa. 
Reference  point  -  Top  of  concrete  floor,  at  ground. 
Elevation  of  reference  point — 2471.3.  from  levels  by  P.  E.  Hicks. 
Use  -IrriHation 
Depth  of  well— 406  feet 
Diameter  of  casing— 16  inches. 
Other  numbers  used— P.  E.  Hicks.  No  Y-6;  Location  No.  182486. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.R.P. 

to  water 

surface,  feet 

1926— 
Dec.    6 

211,8 

209  n 
206,4 
220  0 

1928— 
Jan.  28 

214  6 

227.6 
222,5 

220  3 
216  4 

224,9 

1930— 
.Ipril  30 

219  4 

Oct.     6 

Oct.     4 

1931- 
April  4     

240  6 

1927— 

Dec.    6 

Jan.  31 - 

1929— 
Jan.     7 

May    1 

224.3 

Oct.    7 

Oct.  12 

228.4 

Aprill9 

Dec.    6 

I 


Measurements  from  P.  E.  Hkks. 

E-138f-I-33,  SOUTH  MESA  WATER  COMPANY,  NO.  3.     MAP  8 

Log  Available 

Location  and  description — 280  feet  south  of  Avenue  H  and  80  feet  east  of  Second  Avenue,  ^'ucaipa. 
Reference  point— Top  of  concrete  floor,  at  ground. 
Elevation  of  reference  point— 2623.2.  from  levels  by  P.  E  Hicks. 
Use- —  IrriRation. 
Depth  of  well— 535  feet. 
Diameter  of  casing — 16  inches. 

Other  numbers  used — State  Div.  E.  and  I.  No.  37.  Redlands  Quad.;  P,  E.  Hicks.  No.  Y-3;  Location 
No.  18268. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

1911— 
Dec 

"343,8 
■■3400 

1927— 
Jan.     6 

337  7 
340  4 

342  8 
344  9 

1929— 
Jan.     1     

346  3 

Oct.    6 

April  19 

346  6 

1922— 
Spring 

1928— 
April  23 

Oct.     6 

*  Measurement  from  Division  of  Water  Resources. 
Me3su^ement^  from  P.  E.  Hicks  except  as  noted. 

E-139-H-32,  TRIPLE  FALLS  WATER  COMPANY,  NO.  2.     MAP  7 

Location  and  description — 0  23  miles  north  of  Carter  Street.  20  feet  west  of  Second  Avenue.  Yucaipa. 
Reference  point— Iloor  of  pump  house,  at  ground. 
Elevation  of  reference  point — 2842.1.  from  levels  by  P.  E.  Hicks. 
Use  —Irrigation. 
Depth  of  well— 650  feet. 
Diameter  of  casing — 16  inches 

Other  numbers  used— P.  E.  Hicks.  No.  Y-29;  State  Div.    E.  and  I.  No.  30,  Redlands  Quad.;  Loca- 
tion No.  18263. 


Date 

Dist,  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1921— 
April     

•2270 

l'230  5 
234  3 

1927— 
Mar.22 

234  2 
233  7 
239  0 

237  7 
247,2 

1929— 
May    3.- 

244.0 

269.1 

May    2 

1931— 
.\ov.  12 

H*» 

1926— 

Oct.     6 

Mi 

Mar.  23     

1928— 
April  25 

Dec.    3 

m*- 

m 

Oct.     6 

*  Measurement  from  Anderson. 
!>  Measurement  from  Division  of  Water  Resources. 
Measurements  from  P.  E.  Hicks  and  W.  P.  Rowe  except  as  noted. 


SOUTH    COASTAL,   BASIN    INVESTIGATION 


541 


E-139a-H-33,  SECTION  30  MUTUAL  WATER  COMPANY.     MAP  7 

Log  Available 

Location  and  description — 0  37  iniles  south  of  Carter  Street.  40  feet  east  of  Second  Avenue,  ^'ucaipa. 
Reference  point — Top  of  concrete  pump  base,  at  Rround. 
Elevation  of  reference  point — -2Slb*^).  from  levels  by  P,  E-  Hicks. 
Use      IrritAHtion. 
Depth  of  well— 420  feet 
Diameter  of  casing — ^Ib  inches- 
Other  numbers  used— P.  E.  Hicks  No.  V-2a;  State  Div.  E.  and  I.  No.  31.  RcJlands  Quad  ;  Location 
No,  K'^2b4. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1921— 
AprilH 

204  0 

"208  0 
215.7 

1927— 
Mar.22 

'■213.0 
212.7 
227.5 

219.3 
237.9 

1929— 
May    3.. 

223,2 

May    2 

1930— 
April30 

1926— 

Oct.     6 - 

Mar.  17 

1928— 
April  25          -  -     -- 

233  4 

Deo.    3                  .  . 

Oct.     12 

255  7 

Oct.     6 - 

»  Measurement  from  W.  P.  Rowe. 
Measurements  from  P.  E.  Hicks  except  as  noted. 


E-139C-H-33,  O.  EVANS  (FORMERLY  PAUL  BENOIT).     MAP  7 

Location  and  description — 300  feet  north  of  Oak  Glen  Road,  0.1  miles  east  of  Sixth  Avenue,  Vucaipa. 

In  miJJlc  ut  reservoir. 
Reference  point — Top  of  casing,  l.*^  feet  above  ground. 
Elevation  of  reference  point — ^2948.4.  from  levels  by  P.  E.  Hicks. 
Use — Aban Joncd . 
Depth  of  well— 500  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used— P.  E.  Hicks,  No.  Y-37;  Location  No.  18274. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1926— 
May  IS 

-432.7 

"■437  5 
439  8 

1928- 
April25  

439  3 
443  4 

1929— 
May    3 

445  3 

Ot.     6 

1927— 

Mar.  18  

Oct.     6 

•  Measurement  from  W.  P.  Rowe. 
Measurements  from  P.  E.  Hicks  except  as  noted. 


E-140-H-33,  G.  A.  ATWOOD.     MAP  7 

Location  and  description — 50  feet  north  of  Glen  Road.  0.45  miles  east  of  Tench  Avenue,  east  of 

Yucaipa. 
Reference  point — Top  of  casing,  1  foot  above  ground. 
Elevation  of  reference  point — 3107.7,  from  levels  by  P.  E.  Hicks. 
Use — Irrigation. 

Diameter  of  casing — 16  inches. 
Other  numbers  used— P.  E.  Hicks,  No.  Y-40;  Location  No.  18285A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1927— 
April  19 

46.6 
46.8 

52.3 
63  5 

1929— 
May    3 

53.9 
65.2 

1931— 
April  4... 

55.6 

Oct.     6 

1930— 
May    2 

Oct.  12 

64-2 

1928— 

April  25 

May    3 

Measurements  ft'om  P.  E.  Hicks. 
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DIVISION    OF    WATER    RESOTTRCES 

TURNER  RANCH  WELL.     MAP  7 


E-140C-H-33.  YUCAIPA  WATER  COMPANY,  NO 

Log  Available 

Location  and  description  -  0  I  ■>  miles  south  of  Oak  (.jlcn  RoaJ.  1  10  miles  ca^t  of  Tenth  Avenue,  east 

i>f  ^'ucaipa      South  -ast  eorner  of  reservoir. 
Reference  point^ — -Top  of  floor,  at  K^ound.  i 

Elevation  of  reference  point--3^38.3.  from  leveU  hy  P   l'..  1  lieks. 

Use — Irrigation,  ' 

Depth  of  well— 160  feet. 
Diameter  of  casing — 20  inches 
Other  numbers  used— P.  E.  Hicks,  No.  Y-22;  State  Div.  E.  and  I    No.  40.  RedlandsQuad.;  Locacioi 

No.  18295. 


J 

Date 

Dist.  R  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922— 
May    5 

•6  0 

•44  G 

MO  0 
21  3 

1928— 

April  25 

Oct.     li 

1929— 
May    3_ 

19  1 
28  3 

19  7 

1930— 
May    2 

"1 

1926— 
Mar.  21 

1931— 
April  4 

f 

28.  f* 

1927— 
Mar.  22 

Oct.   12 

27.3 

Oct.     6 -.-- 

s 

»  Measurement  from  Division  Water  Resources. 
*•  Measurement  from  W.  P.  Rowe. 
Measurements  from  P.  E.  Hicks  except  as  noted. 


E-141-I-33,  YUCAIPA  WATER  COMPANY,  NO.   !— WELL  NO.  9.     MAP  8 

Log  Available 

Location  and  description — 70  feet  south  of  Avenue  F  and  0  1  5  miles  east  of  Tenth  Avenue.     In  Hog 

Canyon,  southeast  of  Yucaipa. 
Reference  point — Top  of  casing,  at  ground. 

Elevation  of  reference  point — 2812  b.  from  levels  by  P.  E.  Hicks. 
Use — Irrigation 
Depth  of  well— 145  feci. 
Diameter  of  casing — 16  inches. 
Other  numbers  used — P.  E.  Hicks.  No.  ^'-2^;  State  Div,  E.  and  I.,  No  41.  Redlands  Quad.;  Location 

No,  18288. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1926— 
May    6 

•61.3 
"64  0 

56  9 
583 
54  4 

1928— 
April  23 

57  9 

58  0 

00  4 

1930— 
April  30 

61  t 

Oct.    4 

Oct.     0.         ... 

Oct.   12     . 

M  2 

1927— 
Jan.  31 

1929— 
May    3. 

April  15 - 

Dec.  30 

■  Measurement  from  W.  P.  Rowe. 
Measurements  from  P.  E.  Hicks  except  as  noted. 
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E-I45b-I-34,  BEAUMONT  IRRIGATION  DISTRICT,  NO.   20.     MAP  7 

Log  Available 

Location  and  description— 6700  feet  north  along  Oak  Glen  Road  from  junction  with  Hog  Canyon, 

50  fcxt  southwest  of  road,  north  of  Beaumont. 
Reference  point — At  ground, 

Elevation  of  reference  point — 42*^1  2.  from  levels  by  P.  E.  Hicks. 
Use — Irrigation. 
Depth  of  well— 153  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used — P.  E.  Hicks,  No.  B-20;  Location  No.  18347. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

r- 

1927- 
April  30 

9.4 

11.7 
10.3 

1929— 
Aprille 

11.7 

1930— 
April   9 

11.9 

1928- 

April  26 

Dec.  28 

Measurements  from  P.  E.  Hicks. 


E-146-I-34,  BEAUMONT  IRRIGATION  DISTRICT  NO.  6.     MAP  8 

Location  and  description — 400  feet  east  of  Oak  Glen  Road.  550  feet  north  of  Hog  Canyon  Road,  600 

feet  northw  est  of  circular  concrete  reservoir,  west  side  of  creek,  north  of  Beaumont. 
Reference  point — Floor  of  pump  house,  at  ground. 
Elevation  of  reference  point — 3643.7,  from  levels  by  P.  E.  Hicks. 
Use — Irrigation. 

Diameter  of  casing — 16  inches. 
Other  numbers  used — P.  E.  Hicks  No.  8-6;  Location  No.  18338. 


Date 

Dist.R.P, 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1927— 
Jan.  24 

79  7 

25  6 

14,0 

103.2 

1928— 
April  26        - 

"14.0 
82.0 

1929— 
April  16 

45  0 

Dec.    4 

1930— 
April   9 

April  30 

Oct     5 

83.4 

•  Pump  running. 
Measurements  from  P.  E.  Hicks. 


E-147b-K-21,  ANAHEIM  UNION  WATER  COMPANY.     MAP  5 

Location  and  description— 0.5  miles  north  of  A.  T.  &  S  F.  Ry.  and  40    feet  east   of  Yorba  Street, 

Prado.  Lone  casing  120  feet  south  of  24-inch  well. 
Reference  point — Top  of  casing,  west  side,  1 .5  feet  above  ground. 
Elevation  of  reference  point — 493.6,  from  levels  by  G.  K.  Sanborn. 
Use — Not  used . 

Diameter  of  casing^l2  inches. 
Other  numbers  used— O.  Co.  F.  C.  D.  No.  P-46;  Bailey  No.  3716D;  Location  No.  16789B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930- 

4  2 
5.2 
7  0 

5.2 

1931— 
Feb.    9 

4  1 

5  4 
"6.1 

7  1 
6.7 
■6  3 

1932— 
Jan.     3- 

■5  3 

Aug.  21 

May  21 

Jan.  29 

•5.9 

Sept.  25 

Dec.    9 

Aug.  26              

Oct.  22 ■. 

Dec.    1 - 

■  Measurement  from  Riverside  County  Land  Owners  Association. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 
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E-147C-L-21,  MR.  HOLCOMB.     MAP  5 


Location  and  description     1000  feci  north  of  A  T,  &  S    F   Ry.  and  ^>00   feet  cast  of  Yorba  Street. 

PriiJo. 
Reference  point   -Top  of  casing.  0.5  feet  above  ground. 
Elevation  of  reference  point^502  7.  from  levels  by  G   K.  Sanl-K^rn. 
Use— Irrigation. 
Dianneter  of  casing— 7  inches. 
Other  numbers  used— Bailey  No.  3721D:  Location  No.  lb789C. 


Date 

ni>t.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.R.P. 

to  wat?r 

surface,  feet 

Dat3 

Dist.  K.  P.    : 
to  water 
surface,  feet  .1 

1930- 
Oct.  23 

6  8 

7  0 

1931— 
Msr.  24 

June  30  .  .. 

.5  9 
8,8 
9  3 
10  1 
9.4 
8.1 

1932- 
Jan.     3.... 

7  3 

Nov.  13 

Jan.  29 

8  3 

July  31 

* 

Sept.  17 

■ 

Nov,  16 

Dec.  17 

1 

I 

Measurements  from  Riverside  County  Land  Owners  Asisociation. 


E-148-K-22,  ANAHEIM  UNION  WATER  COMPANY  (FORMERLY  MR.  LE  GAYE).     MAP  5 

Location  and  description — On  lop  of  hill.  0  45  mil.-s  norihwost  of  Croydon  Street,  on  hne  of  Rincon 

Street,  produced,  0  12  mibs  south  of  ranch  road,  northwest  of  Corona, 
Reference  point — Top  of  casing,  ai  grc»und 

Elevation  of  reference  point — bl'i  S,  fnjm  Iijvcls  by  G   K,  Sanlxirn. 
Use  —  Domestic . 
Depth  of  well— lt)0  feet. 
Diameter  of  casing^ — b  inches 
Other  numbers  used — Bailey  No   371  5B.  Location  No   lb7'^'^. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Disl.  U.  P. 

to  water 

surfice,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922- 
July   19 

MOO  0 
■111  3 
'112.1 

1927- 
Dec.  16 

1930— 
Nov.22 

"111  3 
113  7 

1931— 
April  30 

113  7 

Oct.   17 

lis  4 

1924— 

Dec.  17. 

US  7 

Oct.  31 

1932— 
Jan.  29 

1925— 

lis  4 

Sept.  29 

I 


•  Measurement  from  Division  of  Water  Resources. 
Measurements  from  Riverside  County  Land  Owners  Association  except  as  noted. 


E-149d-K-22,  NORTH  CORONA  LAND  COMPANY.     MAP  5 

Location  and  description — 0.2  miles  south   of  Fourth  Street.  450  feci  west  of  Croydon  Avenue.  800 

feet  southeast  of  Orange  Heights  No    2,  Norco 
Reference  point — Top  of  casing,  at  ground. 

Elevation  of  reference  point— 570  7.  from  levels  by  G   K,  SanK^rn. 
Use — Not  used. 
Depth  of  well— 145  feet 
Diameter  of  casing^20  inches. 
Other  numbers  used — Bailey  No   3711E;  Location  No.  lo8I7C. 


» Oranj^e  Heights  No.  2  pumping. 
Measurements  from  Riverside  Company  Land  Owners  Association. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1931— 
Mar.  27 

49  9 
61.7 
•52  1 
•63  0 

1931- Cont. 
Aug.    2 

•S4.0 
•62  5 
61.6 

1932— 
Jan    29 

49  S 

April  27 

Nlay  16  

Dec.     1 

June  30 

SOUTH    COASTAI.   BASIN    INVESTKJATION 
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E-149i-K-22,  NORTH  CORONA  LAND  COMPANY,  NO.  5.     MAP  5 

Log  Available 

Location  and  description — 350  feet  north  of  Bluff  Street  and  275  feet  west  of  Pine  Avenue,  Norco. 

6  feet  cast  of  abandoned  12-inch  well. 
Reference  point — Top  of  concrete  Hoof,  at  ground. 
Elevation  of  reference  point — 587.9,  from  levels  by  G.  K.  Sanborn. 
Use— Irrigation. 
Depth  of  well — 168  feet. 
Diameter  of  casing — 26  inches. 
Other  numbers  used — Bailey  No.  371 1  A;  Location  No.  16817H. 


Date 

'i 

Dist.R  r. 

to  watT 

surface,  feet 

Date 

Disl.  R.I'. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

*1923- 
July  19 

•55.0 
"56.0 

1925— 
Oct.     2          

•55  7 
"54.7 

1931— 
April    1 -- 

55. 6 

1927— 
Dec.  IG 

Dec.    2 

55.8 

1924— 
Oct.  30 

19.'!2— 
Jan.  29 

55.6 

*  Measurement  from  Division  of  Water  Resources. 
Measurements  from  Riverside  County  Land  Owners  Association  except  as  noted. 


E-150-K-22,  JOHN  BALDEN.     MAP  5 

Location  and  description — ^On  hill  0.55  miles  west  of  Croydon  Street.  1000  feet  south  of  Auburndale 

Road  (River  Street),  northwest  of  Corona. 
Reference  point — Top  of  2"  x  6"  at  base  of  pump,  1  foot  above  ground. 
Elevation  of  reference  point — 602.4,  from  levels  by  G.  K.  Sanborn. 
Use — Doma-atic. 
Depth  of  well— 134  feet. 
Diameter  of  casing — 15  inches. 
Other  numbers  used — Bailey  No.  37I0F;  State  Div.  E.  and  I.  No.  90.  Corona  Quad.:  Location  No. 

16808. 


Date 

Di.st.  li.  r. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Di.st.  R.  P. 

to  water 

surface,  feet 

1922— 
July    9 

•88,0 
•88.6 
•89.1 

1927— 
Dec.  17... 

1931— 
April  30 

•88.4 

89.6 
90.0 

1931-Cont. 
Sept.   4 

91  0 

Nov.    2 

90.2 

1924— 

Dec.  17 

89.7 

Oct.  31 

1932— 
Jan.  29. 

June  17 

1925— 

Sept.  29 

89.2 

•  Measurement  from  Di\Tsion  of  Water  Resources. 
Measarcments  from  Riverside  County  Land  Owners  Association  except  as  noted. 


E-150b-K-22.  REX  CLARK.     MAP  5 

Location  and  description^! 400  feet  southwest  of  .'\uburndale  Road  (River  Street)  and  50  feet  north- 
west of  Croydon  Street,  northwest  of  Corona, 
Reference  point — Top  of  casing,  at  ground, 

Elevation  of  reference  point^567.0,  from  levels  by  G.  K.  Sanborn. 
Use— Not  used. 
Depth  of  well— 211  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used — Bailey  No.  3714A;  Location  No.  16818A. 


K            Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

f  Mi- 
Mar.  24 

49.6 
51  0 
52.3 

1931-Cont. 

Oct.     2 

Dec.    1 

52.7 
52  1 

1932— 
Jan.  29 

49.9 

June    2 

Aug.    2 

Measurements  from  Riverside  County  Land  Owners  Association. 
35 — 93350 
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DIVISION    OF    WATER    RESOURCES 


E-lSl-K-22,  MRS.  LIVINGSTONE.     MAP  S 

Location  and  description — 0.85  miles  Vest  of  Smith  Avenue,  150  feet  north  of  Rincon  Street,  rwil 

west  of  (xirona. 
Reference  point — Southwest  corner  of  top  of  4"  x  4"  at  top  of  curbing,  2  0  feet  ahovc  ground. 
Elevation  of  reference  point — 527.8,  from  levels  by  G.  K.  Sanborn, 
Use — Irri^iation. 
Depth  of  well— 184  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— Bailey  No.  371 5F;  O  Co  F.  C  D.  No  P-<»;  Location  No.  16809. 


ir! 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feel 

Date 

1 

Di.t.R.P.>. 

to  water  . 

surface,  Itl^ 

1930— 
May    9 

13.4 
11)  3 
18  8 
19-7 

1931— 
Jan.     2 

17.4 
15  2 
17.9 
21  0 
■22  9 
•23.9 

1931— Cjnt. 
Oct.  22. 

23.7 

July  31 

Mar,    9 

Nov.  16 

23.9 

Sept.  25 

.May    7 

Dec.  17 

•20  7 

Nov.  20 

June  24 

1932— 
Jan.     4 

Aug.    2 

Sept,  17 

•19  2 

Jan.  29 - 

•22  0 

»  Measurement  from  Riverside  County  Land  Owners  Association. 
Measurements  from  Orange  County  Flood  Control  Dbtrict  except  as  noted. 


E-151f-K-22,  JOE  GENO.     MAP  5 

Location  and  description — 1500  feet  soucheasc  of  Croydon  Street  and  2400  feet  southwest  of  RiV 

Street  (Auburndale  Road),  northwest  of  Corona. 
Reference  point — Top  of  wooden  clamp,  2.2  feet  above  ground. 
Elevation  of  reference  point — 555.2,  from  levels  by  G.  K.  Sanborn. 
Use — Domestic. 
Depth  of  weU^37  feet. 
Diameter  of  casing — 2  inches. 
Other  numbers  used — Bailey  No   3714B;  Location  No    16819. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  fe«t 

1931— 
April  30 

31  9 
32.2 
32.9 

1931-Cont. 
Sept.  17 

33  6 
33  5 

1932— 
Jan.     4 

32.7 

June    2 

Dec.    2 

Auk.    2 

Measurements  from  Riverside  County  Land  Owners  Association. 


E-153-K-22,  CHARLES  ANDREWS.     MAP  5 

Location  and  description — 400  feet  south  of  Second  Street,  250  feet  west  of  Pacific  Avenue,  south  of 

Norco       3  5'  X  4  5'  pit,  29  feet  deep. 
Reference  point — Top  of  3'  x  4'  across  pit.  0.7  feet  above  ground. 
Elevation  of  reference  point — 590.7.  from  levels  by  G  .  K.  Sanborn. 
Use — Irrigation  and  domestic. 
Depth  of  well — 5b  feet. 
Diameter  of  casing — 8  inches. 
Other  numbers  used — Bailey  No,  3713B,  Location  No.  16828A. 


Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feel 

1931— 
Mar.  27 

31.7 

1931-Cont. 
July    1 

32  2 

1931-Cont. 
Sept.   4 -.- 

32,1 

. 

Measurements  from  Riverside  County  Land  Owners  Association. 


SOUTH    COASTAL   BASIN    INVESTIGATION  547 

E-I56-K-23,  NORTH  CORONA  LAND  COMPANY.     MAP  5 

Location  and  description — 250  feet  south  of  Sixth  Street.  200  feet  west  of  Corona  Avenue.  Norco. 
Reference  point — Top  of  wooden  elamn.  0  5  feet  above  around. 
Elevation  of  reference  point — <t41  1 ,  from  levels  by  G.  K.  Sanborn. 
Use — Domest  ic. 
Depth  of  well — 64  feet. 

Other  numbers  used — Bailev  No.  3b6A;  State  Div.  b.  and  I.  No.  85.  Corona  Quad.;  Location  No. 
16856. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  watrr 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922- 
July  18 

•54  0 
•50.9 

1925— 
Oct.     2 

•50  8 
'50.4 

1931— 

Mar.  25 

June    3 

Sept.   4... 

Dec.    2 

52.6 

1924— 
Nov.    1 

1927— 
Nov.  26 

52.7 
52  9 
52.9 

•  Measurement  from  Division  of  Water  Resources. 
Measurements  from  Riverside  County  Land  Owners  .Association  except  as  noted. 


E-156b-K-23,  H.  L.  CLARK.     MAP  5 


.^ifli 


I/OcaCion  and  description — 80  feet  north  of  Fifth  Street.  300  feet  west  of  Valley  View  Avenue.  Norco. 

Reference  p»oint — Top  of  casing.  3,0  feet  above  ground. 

Elevation  of  reference  point — 629.6.  from  levels  by  G.  K.  Sanborn. 

Use — Not  used. 

Depth  of  well — 45  feet. 

Diameter  of  casing— 7  inches. 

Other  numbers  used — Bailey  No.  366B;  Location  No.  I6856B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1931— 
Mar.    5 

42.7 
42.9 

1931-Cont. 
Sept.   4._. 

43.0 

1931— Cont. 
Dec.    2 

43  0 

June    3 

Measurements  from  Riverside  County  Land  Owners  Association. 


E-157-K-23,  MR.  PARKS.     MAP  5 

Location  and  description — 1250  feet  south  of  Fourth  Street.  450  feet  east  of  Hamner  Avenue,  Norco. 

Reference  point — Top  of  casing.  2.5  feet  above  ground. 

Elevation  of  reference  point — 61 1 .2,  from  levels  by  G.  K.  Sanborn. 

Use — Not  used. 

Depth  of  well — 76  feet. 

Diameter  of  casing — 7  inches. 

Other  numbers  used— Bailey  No.  367A;  Location  No.  16847. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922- 
Julv  18 

■35  0 
•31.6 

1925- 
Oct.     2 

1927— 
Nov.  26 

•31.5 
•32.7 

1931- 
Mar.25... 

34.9 

35.1 

1924— 

Sept.   4 

35.1 

Oct.  31 -.- 

Dec.    2 

35.2 

•  Measurement  from  Division  of  Water  Resources. 
Measurements  from  Riverside  County  Land  Owners  Association  except  as  noted. 


548 


DIVISION   OP   WATER    RESOURCES 
E-159-K-23,  CHARLES  JOHNSON.     MAP  5 


Location  and  description — 90  feet  east  of  Valley  View  Road,  0.19  miles  north  of  F-'irsi  Street,  J^  i 

cast  of  Hamncr  Avenue,  south  of  Norco. 
Reference  point— Top  of  casing,  at  ground. 

Elevation  of  reference  point— -OZ?. 3,  from  levels  by  C.  K.  Sanborn, 
Use    -Not  used, 
Depth  of  well— 65  feet. 
Diameter  of  casing — 8  inches. 
Other  numbers  used — Bailey  No.  3618A;  Location  No.  I6849A. 


Dale 

Dist.  n.p. 

to  water 
surface,  feet 

Date 

Dist.  U.  P. 

to  water 
surface,  feet 

58  0 

Date 

Dist.R.P; 

to  water 

surface,  M 

1931— 
April   1          

55  9 
56.6 

1931- Cont. 
Sept.   4 

1931  -Cont. 
Dec.    2 

67.9 

July     1 

Measurements  from  Riverside  County  Land  Owners  Association. 


E-165d-K-24,  ALVORD  MUTUAL  WATER  COMPANY  NO.   1.     MAP  8 

Location  and  description^l200  feet  northwest  of  Magnolia  Avenue,  1700  feet  southwest  of  Taylor 

Street,  southwest  of  Arlington. 
Reference  point — Top  of  concrete  pit,  at  ground. 
Elevation  of  reference  point — 669.4.  from  levels  by  G   K.  Sanborn. 
Use — Irrigation. 
Other  numbers  used — Bailey  No.  3614E;  Location  No.  16919. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dbt.  11.  P. 

to  water 

surface,  feet 

1931— 
Oct.     2 

6.2 
6.9 

1931-Cont. 
Nov.30 

5.1 

1932— 
Jao. 

5 

a  3 

Nov.    3 

Measurements  from  Riverside  Coan'y  Lin.d  Owners  Aisociation. 


E-169a-K-24,  MRS.  MARIE  A.  BRESSON.     MAP  8 

Location  and  description — 1280  feet  northeast  of  Polk  Street  and  675  feet  southeast  of  Magnolia 

Avenue.  20  feet  west  of  city  limits.  Arlington. 
Reference  point — Top  of  casing.  10  feet  below  Rround,  in  pit.  to  and  including  May  27.  1921  ,  ihcn 

top  of  Mange  of  suction.  9  feet  below  ground. 
Elevation  of  reference  point — 722.2,  to  and  including  May  27.  1921 ;  then.  723.2;  from  levels  by  i '   K 

Sanborn. 
Use — Irrigation. 
Depth  of  well — 145  feet. 
Diameter  of  casing — 12  inches.  ' 

Other  numbers  used — Bailey  No  3613C;  Gage  Canal  Co.  No.  A-20;  Location  No.  16939.\. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1920- 
Dec.  14 

■3  8 

•3.1 
•2.8 
•2  8 

1931— 
Oct.     2 

10  5 
9.8 
9.2 

19.12— 
Jan. 

5 

9 

Nov.   3  .      . 

J. 

1921— 

Dec.    2 

m 

Jan.     6  .          .  .  . 

1 

Feb.  16 

f 

May  27 

•  Measurement  from  Gage  Cannl  Company. 
Measurements  from  Riverside  County  Land  Owners  Association  except  as  noted. 
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E-169C-K-24,  DALEY  WATER  COMPANY,  INC.,  NO.  2.     MAP  S 
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Ix»cation  and  description — 1355  feet  southeast  of  Magnolia  Avenue  and  1260  feet  southwest  of  Polk 

Strci't,  25  feci  nonhwest  of  Well  No.  1.  southwest  of  Arlington. 
Reference  point —Top  of  T.  suction  pipe,  3,1  feet  above  ground. 
Elevation  of  reference  point — 712.1.  from  levels  by  G,  K.  Sanborn. 
Use — Irrigation- 
Depth  of  well— 1 1 1  feet. 
Diameter  of  casing — 15  inches. 
Other  numbers  used — Bailey  No,  361 3F;  Location  No.  16939C. 


Date 


1031— 
Oct.     2. 


Dist.  R.  P. 

to  water 
surface,  feet 


Date 


1931-Cont. 
Nov.   3... 


Dist.  R.  P. 

to  water 

surface,  feet 


*18,0 


Date 


Dist.  R.  P. 

to  water 
surface,  feet 


•  Pumping 
Measurements  from  Riverside  County  Land  Owners  Association. 


E-170-J-25,  F.  H.  KOCHSMEIER.     MAP  8 

Location  and  description — 60  feet  south  of  Jurupa  Avenue,  0.2  miles  east  of  Van  Burcn  Street,  north 

of  Arlington.     Dug  well.  5'  x  5'. 
Reference  point — Top  of  2'  x  6'  crosspiece  over  well  under  flooring,  at  ground. 
Elevation  of  reference  point — 760.  from  aneroid  by  D.  W.  R. 
Use— Domestic- 
Depth  of  well— 56  feet 
Other  numbers  used — G.  K.  Sanborn  No.  1 ;  Location  No.  16953. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1631- 

April  14 

49.2 

53  3 

54  3 
51.0 
51  5 

lS31-C:nt, 
Sept.  30 

50.7 
51.4 
51.9 
50.8 

1932— 
Jan.   13 

May  14 .--. 

Oct.     7 

50  5 

June  13 

Nov.  23 

July  14 

Dec.  26 

Aug.  15  . 

asbfl 


Measurements  from  Riverside  Basin  Water  Users  Council. 


E-171-J-25,  W.  P.  McCASKEY.     MAP  8 

Location  and  description — 100  feet  east  of  Van  Buren  Street,  0.1  miles  south  of  Jurupa  .'\venue, 
north  of  Arlington.     Dug  well. 

Reference  point — Top  of  wooden  platform  over  pit.  at  ground. 

Elevation  of  reference  point — 744.2,  from  levels  by  Davidson  and  Fulmor. 

Use — Domestic. 

Depth  of  well — 70  feet. 

Otner  numbers  used — Gage  Canal  Co.  No.  A-33i  State  Div.  E.  and  I.  No.  153.  Elsinore  Quad.;  Loca- 
tion No.  16944. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1920- 
Dec.  14 

24.0 

24.6 
25.1 
25.8 

1922- 
Sept.  13 

•21.8 
•29.0 

1927— 
Dec.  20 

•27.2 

1»21- 
Jan.    6 

1925— 
Oct.   13.. 

F«b.  15...     . 

May  27 

■  Measurement  from  Division  of  Water  Resources. 
Measurements  from  Gage  Canal  Company  except  as  noted. 
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DIVISION   OP   WATER   RESOURCES 


E-172-J-25,  F.  H.  GUYER.     MAP  8 


I 


Location  and  description — 180  feet  north  of  Arlington  Avenue,  400  feet  cast  of  Van  Burcn  Strod^ 

Arlington      South  of  concrete  reservoir. 
Reference  point  —Top  of  2"  x  12"  hanger  on  edge,  to  and  including  May  27,  1021 ;  then,  lop  of  ca^^ing 

in  center  of  pit,  at  ground. 
Elevation  of  reference  point — 735.  from  aneroid  by  D.  W.  R. 
Use —Irrigation  and  domestic. 
Depth  of  well— 10  feet 
Diameter  of  casing — -6  inches. 
Other  numbers  used — G.  K.  Sanborn  No.  2;  Gage  Canal  Co.  No.  A-31 ;  Location  No.  Ife045A. 


Date 

Dist.  H.  P. 

to  wattT 

surface,  ftft 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Dal* 

Dist.  R.  P. 

to  water 

surface,  feet 

1920— 
Dec.  13 

»6,2 

«6  3 
•B  1 
•6.2 

1931- 
April  14 

5.3 
50 
6  8 
5  9 

1931     Cont. 
Oct.     7 

6  9 

May  14 

Nov.  23 

At 

1921— 

Aug.  15 

Dec.  26 

7  i 

Jan.     6 

Sept.  20--            

1932— 
Jan.   13 - 

Feb    15 

May  27 

6.B 

»  Measurement  from  Gage  Canal  Company. 
Measurements  from  Riverside  Basin  Water  Users  Council  except  as  noted. 


E-l72b-J-25,  WILLIAM  BUTCHER  (FORMERLY  G.  J.  JOHNSON),     MAP  8 

Location  and  description — 40  feet  north  of  Arlington  Avenue  and  40  feet  cast  of  intersection  of  Arling- 
ton Avenue  and  Monroe  Street.  Arlington. 

Reference  point — ^Top  of  6"  x  8"  horizontal  hanger,  to  and  including  May  27,  1921;  then,  top  of 
2'  X  8'  cross  piece  near  air  line  on  pump  shaft.  0.5  feet  above  ground. 

Elevation  of  reference  point — 745,  from  aneroid  by  D.  W.  R.  , 

Use — Abandoned. 

Depth  of  well— 30  feet. 

Diameter  of  casing — 6  inches. 

Other  numbers  used — Gage  Canal  Co.  No.  A-32;  G.  K.  Sanborn  No.  3;  Location  No,  16955A. 


Date 

Dist.  R.  r. 

to  water 

surface,  feel 

Date 

Dist.  R.  P. 

to  water 

surface,  feel 

Date 

Dist.  R.  P. 

to  water 

surface,  feel 

1920— 
Dec.  13 

•12  4 

■12.6 
•12.8 
"11.7 

1931- 
April  14   

14  2 
13.4 
15.3 

1932— 
Jan.   13 

IS  5 

July   14 

1921— 

Oct.     7  

Feb.  15 - 

May  27 

»  Measurements  from  Gage  Canal  Company. 
Measurements  from  Riverside  Basin  Water  Users  Council  except  as  noted. 


E-173e-K-25,  ARLINGTON  MUTUAL  WATER  COMPANY,  NO.   L     MAP  8 

Location  and  description — I  330  feet  to  1803  6.  feet  southeast  from  center  line  of  Monroe  Street,  and' 
415  feet  northwest  of  center  line  of  California  Street.  Arlington.  18  wells  in  open  pit  4.3'  x  473.6'i 
lb  feet  deep.  Tf  1 

Reference  point — Top  of  10'  x  10'  on  outside  of  pump  house,  at  southeast  corner,  at  ground.  '  i 

Elevation  of  reference  point — 750.2,  from  levels  by  G.  K.  Sanborn. 

Use  —Not  used. 

Other  numbers  used — G.  K.  Sanborn  No.  7;  Bailey  No.  356A;  Location  No.  16956. 


Date 

Di.-it.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.R.Ji 

towatar^ 

surface,  M|^ 

1931- 
April  14  .   . 

5.S 
4.7 
5  4 

1931 -Cont. 
Sept.  20 

6  4 
4.7 
5.3 

1932— 
Jan.   13 

5.1 

May  14 

Nov.   3 

June  13 

Dec.  26 

Measurements  from  Riverside  County  Land  Owners  Association. 
Note. — Ail  casings  arc  open  and  cut  off  at  bottom  of  pit. 
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E-174-K-25,  W.  A.  ERRINGTON.     MAP  8 

Location  and  description — 105  feet  southwest  of  Van  Buren  Street.  6  feet  northwest  of  California 

Street,  Arlington 
Reference  point — Top  of  2  "  x  6"  vertical  pump  frame,  3  feet  above  ground,  to  and  including  May  27, 

I02I ;  then,  top  of  cut  in  Pomona  pump  at  ;iir  line.  0.5  feet  above  ground. 
Elevation  of  reference  point — 765,5.  to  and  including  May  27,   K)21;  then,  763;  from  aneroid  by 

D.  VV.  R 
Use — Irrigation. 
Depth  of  well — ^  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used^G    K.  Sanborn  No.  8;  Gage  Canal  Co.  No.  A-26;  Location  No.  16947. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

siirfac?,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1920- 
Dec    14 

•14.3 

1921— 
Jan.     6 

■14  4 

"14.4 
•14,3 

1931— 

April  20 -. 

May  14 

19  3 

Feb.  15 

May  27 

18.4 

June  13 

19  0 

^ug.  15 - 

22.0 

•*  Measurement  from  Gage  Canal  Company. 
Measurements  from  Riverside  Basin  Water  Users  Council  except  as  noted. 


E-174e-K-25,  A.  HARRIS.     MAP  8 

Location  and  description — 300  feet  southwest  of  Jackson  Street,   150  feet  northwest  of  Magnolia 

Avenue,  Arlington. 
Reference  point — Top  of  casing,  level  with  concrete  block.  1.4  feet  above  ground. 
Elevation  of  reference  point — 734.6,  from  levels  by  Gage  Canal  Co. 
Use— Domestic. 
Depth  of  well— 72  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used— Gage  Canal  Co.  No.  A-24;  State  Div.  E.  and  I.  No.   151.  Elsinore  Quad.; 

Location  No.  16^'>57B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1920- 
Dec.  17 

21.6 
21.5 

1922- 
Sept.  13 

•21,5 
■37.3 

1925- 
Oct.   13 

•36.7 

1921— 
Feb.  15.... 

1924— 
Oct.   10.... 

1927— 
Dec.  20 

•25  0 

*  Measurement  from  Division  of  Water  Resources. 
I  Measurements  from  Gage  Canal  Company  except  as  noted. 


E-175-K-24,  CITIZENS  DOMESTIC  WATER  COMPANY,  NO.   1.     MAP  8 

Location  and  description— 1  50  feet  north  of  Hole  Avenue  and  260  feet  northwest  of  Magnolia  Ave- 
nue. Arlington. 
Reference  point — -Top  of  cut  in  pump  at  H-inch  hole.  0.2  feet  above  pump  base,  1  foot  above  ground. 
Elevation  of  reference  point — 757.2,  from  levels  by  G.  K.  Sanlxirn. 
Use — Irrigation. 
Other  numbers  used — Bailey  No.  3613A;  Location  No.  16948. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1931— 
Oct.     2 

30.7 

1931-Cont. 
Nov.  30. 

30,6 

1932— 
Jan.     5 

30.1 

Measurements  from  Riverside  County  Land  Owners  Association. 


5;j2  division  op  water  resources 

e-176-k-24,  ellis  m.  lund.    map  8 

Location  and  description — 00  feet  northwest  of  Indiana  Avenue  and  *>0  feet  northeast  of  I  ylcr  Ave- 
nue. ArlinRton. 
Reference  point — Top  of  casing.  2  5  feet  above  ground. 
Elevation  of  reference  point — 764  2.  from  levels  by  G.  K.  Sanborn. 
Use — IDome*iiic, 
E)epth  of  well— 125  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used — Bailey  No.  3613D;  Gage  Canal  Co.  No.  A-17.  Location  No.  16949D 


Date 

Dist.  R.P. 

to  wat^r 

surface,  feet 

•37.4 

»36  9 
•36  3 

Date 

Dist.  R.  P. 

to  water 

surface,  feel 

44,9 
43  7 

Date 

DUl.R.P._ 

to  wattr  j 

surface,  hM 

1920-- 
Dec.  12 

1931- 

Oct.     2 

Nov.30 

1932— 
Jan.     5 

43  3 

1921— 
Jan.     6 

May  26 

»  Measurement  from  Gage  Canal  Company. 
Measurements  from  Riverside  County  Land  Owners  Association  except  as  noted. 


E-178-J-25,  PAUL  G.  MARTINI  ET  AL.       MAP  8 

Location  and  description — 45  feet  west  of  Hillside  Avenue  and  20  feet  south  of  Central  Avenue, 

Riverside. 
Reference  point — Top  of  platform,  at  ground,  to  and  including  Decembi:r  20,  1927;  then,  top  of  iron 

clamp.  0  5  feet  above  platform  and  ground. 
Elevation  of  reference  point — 778.5,  to  and  including  December  20,  1927;  then.  7790;  from  levels 

by  State  Div.  E.  and  I. 
Use — Domestic. 
Depth  of  well — 40  feet. 
Other  numbers  used — G.  K.  Sanborn  No.  U  ;  State  Div.  E.  and  L  No    149.  Elsinore  Quad.;  Location 

No.  16974B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surfacf.  f'  f't 

1922- 

•29  5 
•30  8 

1935— 
Oct.   13 

1927— 
Dec.  20         

•29.3 
■33.2 

1931— 
April  14 

39. S 

Oct.     7 

38  t 

1924— 
Oct.   10 

1932— 
Jan.   13 

38.9 

•  Measxirement  from  Division  of  Water  Resources. 
Measurements  from  Riverside  Basin  Water  Users  Council  except  as  noted. 


E-179C-K-25,  J.  L.  PADEN  AND  J.  F.  HOOK.     MAP  8 

Location  and  description — 600  feet  southeast  of  Arlington  Avenue  and  200  feet  southwest  ol    I.  I- 

ferson  Street,  northeast  of  Arlington. 
Reference  point — ^Top  of  concrete  at  base  of  pump,  at  ground. 
Elevation  of  reference  point — 766.  from  aneroid  by  D.  W.  R. 
Use — Not  used. 
Diameter  of  casing — 7  inches 
Other  numbers  used — G,  K,  Sanborn  No.  10;  Location  No.  16975B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1931— 
April  14 

19  3 

19  5 

20  0 

1931-Cont. 
Oct.     7 

204 

19  3 

20  4 

1932— 
Jan.   13.. 

20.3 

June  13 

Nov.  23 

Aug.  15 - 

Dec.  26 -_- 

Measurements  from  Riverside  Basn  Water  Users  Council. 


r.ki, 


ID 


I 
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Location  and  description — 40  feet  southwest  of  Gibson  Street .  200  feet  southeast  of  A.  T.  &l  S  F.  Ry., 

ArlinRton. 
Reference  point  ^Top  of  casinR.  1  foot  above  ground. 
Elevation  of  reference  point — 833.6.  from  levels  by  G.  K.  Sanborn. 
Use — Domestic. 
Depth  of  well— 75  feet. 
Diameter  of  casing — 6  inches. 
Other  numbers  used — Bailey  No.  35I8A;  G.  K.  Sanborn  No  9;  Location  No    169fe8A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

out.  R.  P. 

to  wat"r 

surface,  feel 

Date 

Cist.  R.  P. 

to  wattr 

surface,  feet 

mi- 
April  14 

67.8 
63.0 
68.1 

1931-Cont. 

Oct.     7 

Nov.    3 

68  0 
67.2 
68.2 

1932— 
Jan.   13. 

68  2 

Aug.  16 

Dec.  26       

Measurements  from  Riverside  County  Land  Owners  Association. 


E-184-J-25,  AMANDA  C.  THOMASON.     MAP  8 

Location  and  description — 14>  feet  south  of  Jurupa  Avenue,  from  intersection  at  end  of  Grand  Ave- 
nue. Riverside. 
Reference  point — Top  of  iron  clamp  on  2'  x  12'  over  casing.  1.5  feet  above  ground. 
Elevation  of  reference  point — 7^2.7.  from  levels  by  G.  K.  Sanborn. 
Use— Abandoned. 
Diameter  of  casing — 6  inches. 
Other  numbers  used — G.  K.  Sanborn  No.  13;  Location  No.  16983A. 


.;locta 


Diil 

toi 
scrffti 


9i 


cstol, 


Date 

1 

Dist.  R.  P. 

to  water 

siu^ace,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

w  ■ 

1931- 

April  15 

61.8 
61  0 

1931— Cont. 
Nov.  23 

60  9 

1932— 
Jan.    13 

60.6 

Measurements  from  Riverside  Basin  Water  Users  Council. 


E-184C-J-25,  EMMA  HELLER  ET  AL.       MAP  8 

Location  and  description — 225  feet  southwest  of  Rubidoux  Avenue  and  225  feet  southeast  of  Grand 
Avenue.  Riverside. 

Reference  point — Top  of  casing,  0.1  feet  above  ground,  to  and  including  Dscember  20.  1927;  then,  top 
of  iron  clamp.  0.4  feet  above  ground. 

Elevation  of  reference  point — 801.0,  to  and  including  December  20.  1927;  then.  801.3;  from  levels 
by  G,  K.  Sanborn, 

Use — Not  used. 

Depth  of  well— 1 14  feet 

Dicuneter  of  casing — 7  inches. 

Other  numbers  used — State  Div.  li.  and  L  No.  147.  Elsinorc  Quad.,  G.  K.  Sanborn  No.  19;  Loca- 
tion No   16993. 


J 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Di..it.  R.  P. 

to  water 

surface,  feet 

1922- 
Scpt.  13 

■55.8 
■54.8 
■'56.5 

1927- 
Dec.  20 

1931— 
April  16 

■58  1 

G1.2 
61  4 
61  7 

1931-Cont, 

Sept.  20. ._ 

Oct.     7 

62.3 

62.3 

1924— 

Nov.  23 

61.6 

Oct.  20 

1932— 
Jan.   13 

1925— 

Aug.  14        

61.5 

Oct.   13 

*  Measurement  from  Division  of  Water  Resources. 
Measurements  from  Riverside  Basin  Water  Users  Council  except  as  noted. 
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DIVISION    OP    WATEK   RESOURCES 


E-18S-J-2S,  MRS.  HALLIE  B.  HORNE  ET  AL.      MAP  8 


Location  and  description — 0.51  miles  west  of  Palm  Avenue  anJ  150  feet  north  of  Sierra  Avi:iu|i|| 

si)uth\\cst  of  Riverside. 
Reference  point — Top  of  8"  x  8"  at  base  of  pump.  0  5  feet  above  ground. 
Elevation  of  reference  point — 78b,  from  aneroid  by  D.  W.  R. 
Use — IrriRalion 
Depth  of  well— 250  feet 
Diameter  of  casing — 10  inches. 
Other  numbers  used — G.  K.  Sanborn  No.  18;  Location  No,  16984. 


Dote 


1931— 
April  20 
May  14 
July  IS 


Di.<t.  It.  r. 

to  water 

surface,  feet 


41  0 
41  0 
41  7 


Date 


931-Cont. 
Oct.  7... 
Dec.  26.. 


Dist.  R.  P. 

to  water 

surface,  feet 


42  8 
42  1 


Date 


1932— 
Jan.  13. 


Ditt.R.Pr 
to  water ,' 
surface,  ffli 


Measurements  from  Riverside  Basin  Water  Users  Council. 

E-187-K-2S,  C.  M.  HOOPER.     MAP  8 

Location  and  description — 600  feet  northeast  of  Jefferson  Street,  300  feet  northwest  of  Mai 

Avenue.  s(juthwest  of  Riverside.  * 

Reference  point — Top  of  10"  x  10"  hanger  beam,  northwest  side,  at  discharge,  to  and  including  Ncn$ 

ember  4.  1P22:  then,  bottom  edge  of  vertical  pulley.  1  foot  below  ground. 
Elevation  of  reference  point — 794  0.  to  and  including  November  4.  1922;  then.  794.3;  from  levels  ll)^ 

State  Div,  E.  and  I. 
Use — Not  used-  ' 

Other  numbers  used— Gage  Canal  Co.  No.  A-8;  State  Div.  E.  and  I.  No.  148;  Elsinore  Quad.;  Lock- 

tion  No    16986. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  watT 

surface,  feet 

Date 

Dist.  R.  P, 

to  water 

surface,  feet 

1920— 
Dec.  12 

26,0 

25  0 
25  6 
25  1 

24  7 

1921- C.nt. 
June  29 - 

25.3 
25  6 
26.0 
26,1 

•25 

1924— 
Oct.  10 

■25  3 

Aug.    4 

1925— 
Oct,  13 

1921— 

Oct.   12 

Jan.     6 

Nov.    4       

•29  6 

Feb.  15 

1922- 
Sept.  13 

1927— 
Dec.  20 

Mar.  24 -.. 

May    3           _.   .  . 

■25.8 

»  Measurement  from  Division  of  WaUr  Resources. 
Measurements  from  Gage  Canal  Company  except  as  noted. 


E-191-J-26,  IN  SANTA  ANA  RIVER.     MAP  8 

Location  and  description— At  Rubidoux  Bridge  over  Santa  Ana  River,  west  of  Riverside.     Middle 

of  second  hcnt  from  east  (Uxjking  downstream).  Riverside. 
Reference  point — Floor  of  bridge  to  and  including  (October  12,  1*^25;  then,  center  of  north  railing,  3.4 

feet  above  floor. 
Elevation  of  reference  point — 785.6,  to  and  including  October  12,  1*^)25;  then.  789,0;  from  levels  by 

Davidson  &  [-"ulmor. 
Use^Tcst  well. 
Other  numbers  used— Riverside  Cement  Co.  No.  158;  State  Div.  IZ.  and  I.  No.  41,  Ulsinorc  Quad.; 

Location  No.  17000. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P, 

to  water 

surface,  feet 

Date 

DUt.R.F. 

to  water 

surface,  feet 

1922— 
Aug.  10 

•13.8 

•19  4 

24  6 
24.fi 
24  7 

1928— 
Jan,  24 

24  6 
24  5 
24  7 
24  B 
24.5 
24  2 
24.6 

1929— 
Jan.     7  . 

24  8 

June    1 

Mar.  IB 

25  1 

1925— 

July    2  .     .. 

April   8 

25.1 

Oct.   12 

Aug.    4 

1927— 

Sept.  17 

Nov,  13 

.^ug.  11 

Deo,    3 

Sept.   7 

Dec.  12 

•  Measurement  from  Division  of  Wat«r  Resources. 
Measurementfi  from  Riverside  Cement  Company  except  as  noted. 
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E-192-J-26,  POLYTECHNIC  HIGH  SCHOOL.     MAP  8 

^cation  and  description —*^00  feet  cast  of  Magnolia  Avenue  and  300  feet  north  of  Terracina  Drive. 

Riverside.      Teuuesquite  .\rroyo- 
Reference  point — I  lole  punched  in  steel  ca:>ing.  0.5  feet  above  concrete  floor  and  ground. 
Elevation  of  reference  point — 843.6,  from  levels  by  G.  K.  Sanborn. 
Use — Not  used 

Diameter  of  casing — 10  inches. 
Other  numbers  used — G.  K.  Sanborn  No.  22;  Riverside  Cemjnt  Co.  No.  154;  Location  No.  17012. 


Date 


1»28- 
Feb.  28 
Mar.  9 
,  AprUn 
.  Sq)t.21 
.Not.  9 

1929— 

Jan.  2 

Mar.  5 

April  5 


Dist.  R.  P. 

to  water 

surface,  feet 


59  S 

60  7 
60.1 
68  4 
64  3 


62.2 
60.9 
61.6 


1929 -Cont, 
May  4-. 
Aug.  8.. 
Oct.  14.. 
Nov.  25.. 

1930— 
Jan.  29.. 
April  30.. 
Sept.    9.. 
Nov.    7.. 


Dist.  R.  P. 

to  water 

surface,  feet 


60.8 
69,3 
68.6 
67.8 


64.9 
63  3 
73.5 
69.5 


Date 


1931— 

Jao.  7 

Mar.  9 

April  8 

.Iiine  9 

July  8 

Aug.  7 

Oct.  6 

Dec.  18 


Dist.  R.  P. 

to  water 

surface  feet 


60.9 
65.2 
6(9 
66  6 
71.8 
74.7 
70,3 
07.7 


Measurements  from  Riverside  Cement  Company. 


E-192a-J-26,  EDWARD  F.  GRASER.     MAP  8 

Location  and  description — 200  feet  southwest  of  Tequesquite  Avenue.  30  feet  northwest  of  Alvarado 

Street,  produced,  and  0.4  miles  west  of  Pine  Street.  Riverside. 
Reference  point — Top  of  casing,  5  feet  above  ground 
Elevation  of  reference  point — 769.4,  from  levels  by  G.  K.  Sanborn. 
Use — Domestic. 
r  Depth  of  well— 49  feet 
Diameter  of  casing — 7  inches. 
Other  numbers  used — G.  K.  Sanborn  No  20;  Location  No    17002. 


Date 


1931- 
April  16 
May  14 
Aug.  19 


Dist.  R.  P. 

to  water 

sm-face,  feet 


7.5 
7  2 


Date 


1931~Cont, 
Oct.  7.. 
Dec.  26.. 


Dist.  R.  P. 

■to  water 
surface,  feet 


9.2 
8.1 


Date 


1932— 
Jan.   13. 


Dist.  R.  P. 

to  water 

surface,  feet 


Measurements  from  Riverside  Basin  Water  Users  Council. 


E-193b-K-26,  EARL  FRUIT  COMPANY.     MAP  8 

Location  and  description — 80  feet  southeast  of  A.  T.  &  S.  F.  Ry.  and  660  feet  northeast  of  Jane 

Street,  Riverside. 
Reference  point — Top  of  base  of  pump  at  '/^-inch  hole  on  cast  side,  3  feet  below  floor  of  pump  house 

and  ground. 
Elevation  of  reference  point — 873,  from  aneroid  by  D.  W.  R. 
Use — Irrigation. 

Diameter  of  casing — 10  inches- 
Other  numbers  used — G.  K.  Sanborn,  No.  16;  Location  No    1701  5.-\. 


Date 

Dist.  R,  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1931- 

April  15.     .  . 

102  2 
103.0 

193l-C-nt. 
Oct.     7 

103.8 

1932— 
Jan.   13 

103  7 

July  15.. 

Measurements  from  Riverside  Basin  Water  Users  Council. 
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DIVISION    OP   WATER   RESOURCES 


E-194-K-26,  McCORMACK  PUMPING  ASSOCIATION.     MAP  8 


Location  and  description — 15  feet  south  of  Indiana  Street  and  15  feet  west  of  Washington  Street 

s*)uihwcst  of  Riverside. 
Reference  point    -Top  of  2*  x  6'  flooring  on  east  side  of  pump.  0.5  feet  above  ground. 
Elevation  of  reference  point — IbO.  from  aneroid  by  D.  W.  K. 
Use  —  IrriR.'iiion. 
Depth  of  well      165  feet. 
Diameter  of  casing— ^12  inches. 
Other  numbers  used — G.  K.  Sanborn  No.  14;  Location  No.  1700b. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dbt.  R.  P. 

to  water 

surface,  feet 

Date 

Cb>t.R.pJ 

towalwf' 

surface,  Im| 

1931- 
April  15      -. 

107.4 
107,6 
108,0 

1931  -Cont. 
Sept.  20 

108.7 
108  7 
108.6 

1932— 
Jan.   13 

108! 

.Tunc  13 

Oct.     7 

Julv   15 

Nov.  23  . 

4 

i 

Measurements  from  Riverside  Basin  Water  Users  Council. 

E-196-I-26,  E.  J.  MILLS.     MAP  8 

Location  and  description^200  feet  north  of  Hendry  Street  and  40  feet  west  of  North  Market  Sli 

Ri\xrsidi;.     4'  x  4'  dug  pit  at  foot  of  steep  bank.  , 

Reference  point — Horizontal  flange  on  suction  pipe  under  5-inch  ell,  2.3  feet  below  top  of  brick  retal^ 
ing  wall. 

Elevation  of  reference  point^802  5,  from  levels  by  G.  K.  Sanborn. 

Use — Oomcsiic  and  irrigation. 

Depth  of  well— 14  feet. 

Other  numbers  used — Riverside  Cement  Co.  No.  92;  G.  K.  Sanborn  No.  23;  Location  No.  I7030A. 


} 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P.* 

to  water   . 

surface.  f^K 

1927— 

4  0 
3,5 

4  8 
4.1 

3  7 
3  8 
4,5 
6,3 

5  6 

1929- 
Feb.    7.. - 

4,9 

4  9 

5  4 
7,5 

6.5 
6.2 
6.0 
6.8 
9,4 
8  5 

1931— 
Feb.    6 

1 

7» 

Sept.    7     _ 

April   5  .  _  _ 

April    8 

7,3 

Oct.     7 

June  21 

May    5 

10  0 

Dec.  12 

Oct.   14 

June  11 

7  4 

1930— 
Jan.  29 

Sept.  15 

10  3 

1928— 

Oct.  16 

9  t 

Jan.  17 

Dec.  18 

8  7 

Mar.   9 

Mar.  29 

June  15            

June    3 

Sept.  28 

July     5 

Dm.    4     

Oct.     8 

Dec.    9 

Measurements  from  Riverside  Cement  Company. 


E-196e-J-26,  CITY  OF  RIVERSIDE— MULBERRY  WELL.     MAP  8 
Log  Available 

Location  and  description — 150  feet  southeast  of  Mulberry  Street  and  150  feet  southwest  of  Ilighdl 
Street.  Riverside. 

Reference  point— 2-inch  pipe  in  concrete  pump  base  at  top  edge  of  lower  pump  flange,  0.5  feet  al  .vi.- 
BrounJ, 

Elevation  of  reference  point — 865.8;  from  levels  by  City  of  Riverside. 

Use     Not  used. 

Depth  of  well— 300  feet. 

Diameter  of  casing — 16  inches 

Other  numbers  used— State  Div.  E.  and  I.  No.  159,  Elsinore  Quad.;  Location  No.  17031A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surfaoe,  feel 

1926— 
Oct.  16 

■71  8 
•76  6 

1930- 
July  10 

89,3 
94  6 
03  0 

1931— 
May  15 

I 

Julv  28 

June  20 

MpB 

1927— 

Aug.  27  .     .     . 

July   16 

ak!w 

Dec.  28 

Aug.  18 

flfiS 

Dec.  14 

HS^B 

» 

*  Measurement  from  Division  of  Water  Resources. 
Measurements  from  City  of  Riverside  except  as  noted. 
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E-20ld-I-27,  A.  H.  SMITH.     MAP  8 

Location  and  description — 0.26  miles  west  of  Iowa  Avcnu:;.  30  feet  north  of  Marlborough  Avenue, 

Riverside. 
iReference  point  —Hoie  in  north  side  of  casing.  0.2  feet  bulow  bass  of  pump  and  0,3  feet  above  ground. 
Elevation  of  reference  point— 90b  2,  from  levels  by  G.  K.  Sanborn. 
Use — Irrigation. 
iDepth  of  well— !40  feet 
Diameter  of  casing — 12  inches. 
Other  numbers  used — G.  K.  Sanborn  No.  48;  Location  No.  17O50A. 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface. feet 

1631- 

,    May  U 

81.8 
85.0 

1931-Cont. 
Oct.     7 

85,2 
84.0 

1932— 
Jan.   13 

83.9 

(    Sept.  20 

Dec.  26 

i^ 

Measurements  from  Riverside  Basin  Water  Users  Council. 

t 

iM'U 


E-202-J-26,  CITY  OF  RIVERSIDE— OTTAWA  SOUTH  WELL.     MAP  8 

Location  and  description — 290  feet  east  of  Ottawa  Street,  215  feet  south  of  Tenth  Street.  Riverside. 

^0  feet  s<.)uth  of  Ottawa  north  well. 
Reference  point — Floor  of  pump  house,  at  ground. 
Elevation  of  reference  point — 941,1.  from  levels  by  City  of  Riverside. 
Use  —Not  used. 

Diameter  of  casing^l2  inches. 
Other  numbers  used — Location  No.  17042A, 


oiBi 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

W16— 

April  22             

150,0 

1930- 
Jiilv  10  .. 

153  0 
156,0 

1931— 
May  15  . 

156  4 

Aug.  27 

155.0 

Aug.  18 

158.0 

Dec.  14 

157.0 

Measurements  fron  City  of  Riverside. 


E-206-J-27,  GLENWOOD  INVESTMENT  COMPANY.     MAP  8 

Location  and  description — 295  feet  east  of  Canyon  Crest  Avenue  and  195  feet  south  of  Linden  Street, 

Riverside. 
Reference  point — Ground,  to  and  including  December  14,  1927;  than,  base  of  pump.  0.8  feet  above 

ground . 
Elevation  of  reference  point — 1043.8,  to  and  including  Decembsr  14,  1927;  then,  1044.6;  from  levels 

by  G.  K.  Sanborn. 
Use — Irrigation  and  domestic. 
I  Depth  of  well— 329  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used— State  Div.  E.  and  I.,  No,  144,  Elsinore  Quad  ;  G,  K,  Sanborn  No.  43;  Location 

No.  170olA. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

W22— 
Sept 

•190 
•205 

1925— 
Oct.   12 

1927— 
Dec.  14 

•210 
•220 

1931  — 
May  14 

214  2 

M24- 

Jnly  28 

Dec.  26... 

1932- 
,Tan.   13 

214,8 
213  6 

I 


■^  Measurement  from  Division  of  Water  Resources. 
Measurements  from  Riverside  Basin  Water  Users  Council  except  as  noted. 
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DIVISION   OP   WATER   RESOURCES 
E-223-J-30,  J.  H.  STEWART.     MAP  8 


Location  and  dcscription^IOO  fcft  northeast  (if  S  P-  R  R  ,  200  feet  northeast  of  San  Timoteo  Can- 
yon Ro;id,  0  76  miles  southeast  of  Redlands  tVjulcvard.  southeast  of  Redlands. 

Reference  point — Top  of  casing,  0  4  feet  below  ground,  to  and  including  June  6.  1929;  then,  toptf 
concrete  pump  base,  0  ^  feet  aliove  ground  T 

Elevation  of  reference  point  lO^^I  8,  to  and  including  June  6.  1920;  then.  16^2.7;  froiti  levels  by 
P.  E  Hicks, 

Use — Irrigation 

Diameter  of  casing — 20  inches 

Other  numbers  used — ^P.  E.  Hicks,  No.  S-78;  Location  No.  17251A.  j 


Dale 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dbt.  K.  P. 

to  water 

surface,  feet 

Dale 

Dist.  R.  P. 

to  water 

surface.  M 

1927— 
June 

4  .     .  -- 

33  0 

32  5 
32  3 

32  1 
32  2 
32.5 
31.9 

192»- 
Jan.     4 

31  8 
32.1 

32  0 
32.7 
48  8 
36.4 

34.9 

32  9 

33  0 
32  7 

1930 -C-nt. 

June    3 

Nov.    4 

SS.t 

Sept. 

2 

2 

/(pril  18 

441 

Nov. 

June    6 

Dec.    2 

40.1 

4 

1931— 
Jan.     9 

1928— 

Oct.     7 

Jan. 

Dec.    6 

3t.4 

3 

I           

1930— 

Feb.     7 

34.9 

Sept. 

Mar.    a 

34  2 

Dec. 

6 

April   4 

33  6 

Mar.    6 

May    6 

35.3 

.April    7.. 

Dec.    8 

44  6 

May    6  

Meusiirements  from  P.  E.  Hicks. 


E-223C-J-30,  J.  H.  STEWART.     MAP  8 

Location  and  description — 150  feet  southwest  of  San  Timoteo  Canyon  Road.  0  77  miles  southeast 

of  Redlands  Boulevard,  southeast  of  Redlands. 
Reference  point — Top  of  \v(X)den  clamp  on  casing,  0.8  feet  above  ground. 
Elevation  of  reference  point — 1712.3,  from  levels  by  P.  E.  Hicks. 
Use — Abandoned . 
Diameter  of  casing — 3  inches. 
Other  numbers  used — P.  E.  Hicks,  No  S-23 ;  State  Div.  E.  and  I..  No.  169,  Elsinorc  Quad  ;  Location 

No.  17251. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

tomter 

surface,  feat 

1919— 
Sept. 12 

61.3 
01.7 

58,1 

58  6 
58.9 

1924— ' 
Nov.29 

1925— 

June  22 

Aug.  11 

Sept.  IS 

59.2 

59.7 
•59  6 
59  0 
58.4 

"■SS  9 
58  4 

1927— 
Mar.  16 

S7.I 
N>9.8 

>«9.3 
59.4 

"■sg.i 

1 

Nov.    4 

1922— 
July     7     

Oct.     8.... 

1928— 
Jan.     4... 

Feb.    2 

1923— 

Oct.  28 

April24 

May  le 

July  25 

1926— 

Feb.    4 

June    3 

1929- 
April  18 

'^  Cloudburst  in  canyon  prior  to  this. 
*■  Measurement  from  P.  E.  Hicks. 
Mt  asurements  from  W.  P.  Rowe  except  as  noted. 


SOUTH    COASTAL   BASIN    INVESTIGATION 
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E-225-J-31,  G.  O.  TRAUZETTEL   (FORMERLY  W.  R.  CHENEY).     MAP  8 

tion  and  description — 1 '>0  feet  southwest  of  San  Timotco  Canyon  Rmd  at  [II  Casco.  %  mile 
northwest  of  Reser\'oir,  Ob  miles  northwest  of  El  Casco  School,  southeast  of  Rcdlands. 
fiference  point — Top  of  concrete  pump  base,  0.8  feet  above  ground. 
"evation  of  reference  point — 1872.4,  from  levels  by  P.  E.  Hicks. 

"Not  used. 

Depth  of  well— 200  feet. 
Oiameter  of  casing — 7  inch^. 

Other  numbers  used — P.  E.  Hicks.  No,  S-21 ;  State  Div.  E.  and  I.,  No.  203.  Elsinore  Quad.;  Location 
No.  17281. 


=^ 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1926— 
Dec. 

vm~ 

Mar. 
April 
July 
Aug. 
.Oct. 
Nov. 
Dec. 

9 

47.1 

50.8 
51  1 
•  52.2 
62.4 
52.9 
52.7 
53  4 

1928— 

Jan.     4 

Mar.    1 

53  3 
51  2 
49  3 
51.5 
52.5 

53  4 

53.8 

54  5 

54  9 

55  3 
55.6 

1930— 
Feb. 
April 
June 
Sept. 
Oct. 
Dec. 

1931— 
Feb. 
April 
Mav 
June 
Sept. 
Nov. 
Dec. 

3 

55  6 

7 

1 

7 

3 

54  8 

May    1 

54  4 

Sept.    1 

2 

54.6 

Oct.     3... 

Dec.    6 

4 

2 

54.3 

2 

54  4 

2  . 

1929— 
Feb.     1 

7.... 

4 

8 

2 

52  9 

G 

April  18 

53  2 

. 

July     9 

6 

52.1 

■ 

Oct.     7 

5 

52.4 

Dec.    6 

8 

53.9 

6 

54.2 

8 

54.4 

Measurements  from  P.  E.  Hicks, 


E-225b-J-31,  J.  H.  STEWART.      MAP  8 

R-  at  EI  Casco.  and  0  55  miles  northwest  of 


Lea 


-jriBi 


Location  and  description — 500  feet  northeast  of  S.  P.  R 

El  Casco  School,  southeast  of  Redlands. 
Reference  point — Top  of  casing.  0  b  feet  above  ground. 
Elevation  of  reference  point — 1878  3,  from  levels  by  P,  E.  Hicks. 
Use — E)omestic. 
kDlameter  of  casing — 7  inches. 
Other  numbers  used— P.  E.  Hicks,  No.  S-20;  Location  No.  17281B. 


J 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface, feet 

1921- 

April  14 

34.6 
•33  5 

34.6 

35  3 

"SS  5 
34  6 
36.1 

36  5 
38  0 
3V  1 
37.2 

1927— Cont. 
Aug.    2 

38.0 
38.4 
38  3 
38.5 

38  5 
38  3 
38.3 
38  3 
38.4 
38.7 
39.1 
39,3 

39.4 
39.9 
39.7 

1929^0  3nt. 
Aug.    3...  

39.9 

Oct.     3 

Oct.     8 

Oct.     7 

Dec.    6 

40  2 

Nov.    2          

40.2 

1924— 

Dec.    6 

1930— 
Feb.    3 

Sept.  16 

1928— 
Feb.    2 

40-1 

1925- 
Aug.  11 

April   7 

40  0 
39.9 

Sept.   2 

40  3 

1926— 

Nov.    5... 

40  4 

June    4 

July     2 

1931— 

Aug.  13 

Aug.    1  

Dec.    9 

Oct.     3 

Dec.    6 

40.4 

Mar.    6 

40  2 

1927— 

1929— 
Feb.     1  

39.9 

Feb.    3 

40.0 

Mar.    7 

Sept.    8 

40.5 

April    1 

April  18 

Nov.    6       

40.5 

May    4 

June    6.. -. 

Dec.    8 

40.3 

*  Measurement  from  Westerbrook. 
^  Measurement  from  W.  P.  Rowe. 
Measurements  from  P.  E.  Hicks  except  as  noted. 
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DIVISION    OF    WATKK    RESOURCES 
E-225C-J-3I,  EL  CASCO  SCHOOL.      MAP  8 


li 


Location  and  description  — 250  feet  south  of  San  Timoteo  Canyon  Road  at  EI  Cas.;o  School,  0.5  r 
southeast  <if  El  Ciisco  and  1,13  miles  northwest  of  whi're  Sin  Timoteo  Canyon  Road  crosses  S.] 
R   R  .  s<>uthi;ast  of  RcJlands 

Reference  point      Top  of  casinR  nlatf.  2.0  feet  above  ground 

Elevation  of  reference  point  -1919  0,  from  levels  by  P.  R  I  licks. 

Use — ^s'ot  uscJ 

Diameter  of  casing — 7  inches.  . 

Other  numbers  used— P.  E.  Hicks,  No.  S-19;  l-ocation  No   17292. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Di<t.R.K 

towtt«r 
aurfsc«.M 



1921— 
April    4 

40  r> 

•40  0 

43.0 

44  0 

39.6 

'■42  4 
43  9 
43.6 

1927— 
Feb. 
Mar. 
May 
Sept 
Nov. 

102S— 
Jan. 
Mar. 
May 
Sept. 
Nov. 

1929— 
Jan. 
Mar. 
June 
Sept. 
Nov. 

3 

45  1 

44  2 

45  4 

46  2 
46  5 

46,7 

46  9 

47  0 
47  4 
47  5 

47.7 
47  4 

46  8 

47  1 
47  2 

mo- 
Jan. 
Mar. 
May 
June 
Aug. 
Oct. 
Dec. 

1931— 
Jan. 
Feb. 
Mar. 
April 
May 
July 
Sept. 
Oct. 
Dec 

6 

w 

46 

4« 

t- 

Oct.     4 

7 

5 

t- 

4 

6..; 

» 

1923 

2 

3 

i. 

Oct    31 

2 

4  

2 

4 

1924 

2 

Ill 

9 

ita 

1 

h 

1925 — 

1 

1   

7 

1 

6 

1926 — 

4 

4 

6 

Aug.  13 

6 

Dec.    8 

2 

8 - 

6 

6 

4«!5^ 

6 

8 

40.6 

4 

»  Measurement  from  Westerbrook. 
'^  Measiu-ement  from  W.  P.  Howe. 
Measurements  from  P.  K.  Hicks  except  as  noteii. 


E-227-J-31,  CHAS.  SINGLETON.     MAP  8 

Location  and  description — 2300  feet  southwest  of  San  Timoteo  Canyon  Road  where  it  crosses  S.  P 
R  R  .  I  n  miles  southeast  of  El  Casco  School,  250  feet  north  of  f-;-227c-J-31,  and  600  feet  soulhwesi 
of  I'.-227d-J-3I .  northwest  of  l-icaumont.     Windmill. 

Reference  point — Top  of  casing.  1.2  feet  alx>vc  ground. 

Elevation  of  reference  point — 2052.6.  from  levels  hy  P.  H.  Hicks. 

Use — [Domestic 

Depth  of  well— 1 10  feet 

Diameter  of  casing — 12  inches. 

Other  numbsrs  used — P.  E.  Hicks,  No.  S-I7:  Location  No.  173nA. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feel 

1921— 
April  14 . 

71.2 

70  2 
71.8 

72  0 

73  8 

73.8 
74.8 

1928-Con?. 
Oct.     3 

75  0 
74  8 

74.9 
75,2 
74.7 

74  5 
74.3 

76  0 
73  9 
74.1 

75  1 

1930 -Cont. 
Aug.    4 

74.7 

Sept.    2 

75.9 
74.5 

74.6 

1925— 

1929— 
Fob.    1 

Oct.     4 

Aug,  11 

Dec.    2 

1931— 

Feb.     7... 

April    4 

1926— 

April  18 

Aug,  11 

Aug.    2 • 

75.0 

Oct.     7 

76.2 

1927— 

Dec.    6 

Jure    6 

75.7 

April   4 

1930- 

Jan.     0 

Feb.    3 

Aug.  12 

76.1 

Oct.     7 

Oct.     6 

75.7 

Nov.    6 

77.1 

1928— 

Dec.    8 

74.4 

May    1 

Mar.    5 

Aug.    1 

Meaaurcmento  froir 

P.  E,  Hicks, 

SOUTH    COAST AIj    BASIN    INVESTIGATION 
E-227C-J-32,  E.  A.  PEARSON.     MAP  8 


561 


Location  and  description — 400  feet  northeast  of  San  Timoteo  Canyon  Road  where  it  crosses  S. 

R,  R..  I-l  ^  miles  southeast  of  EI  Casco  School,  northwest  of  Beaumont.     4'  x  4'  dug  pit. 
Reference  point — Top  of  curb,  at  ground. 

Elevation  of  reference  point — UW)  6.  from  levels  by  P.  E.  Hicks. 
Use — Domestic. 
Depth  of  well— 17  feet 
Dther  numbers  used — P.  E,  Hicks,  No.  S-15;  Location  No.  17312. 


Ikl 

llB 


Date 


1821- 

Oct.  3 

June  4 

Dec.  9 


Dist.  R.  P. 

to  water 

surface,  feet 


•16.2 


tl3.0 
11.6 


Date 


1927— 
Dec.  31 

1928— 
May    1 
Oct.     3 


Dist.  R.  P. 

to  water 
surface,  feet 


14  9 
18.1 


Date 


1929— 
April  18 
Dec.    6 

1931— 
Dec.    8 


Dist.  R.  P. 

to  water 

surface,  feet 


15.0 
17.7 


17.2 


»  Measurement  from  Westerbrook. 
b  Measurement  from  W.  P.  Rowe. 
Measurements  from  P.  E.  Hicks  except  as  noted. 


E-229-I-32,  DARREL  BURNS.     MAP  8 
Log  Available 

Location  and  description — 1700  feet  west  of  Seventh  Street  and  1900  feet  south  of  Avenue  "L," 

southwest  of  Yucaipa. 
Reference  point — Top  of  pump  base,  0.8  feet  above  ground. 
Elevation  of  reference  point — 2287.1,  from  levels  by  P.  E.  Hicks. 
lUse — irrigation. 
Depth  of  well— 125  feet. 
Diameter  of  casing — 12  inches. 
Other  numbers  used — P.  E.  Hicks,  No.  Y-74i  State  Div.  E.  and  I.,  No.  210.  Elsinore  Quad.;  Location 

No.  17330. 


MI 
sW 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

1927- 

Jan.  31 

48.2 
43.0 
50.1 
71.0 
69.1 
64.4 

1928— 
Feb.    3 

6V.2 
52.2 
54.0 
71.8 
70.9 
71.0 
69.9 

1929— 
Jan.     4 

68.1 

May  10 

April   2 

Feb.    8 

65.3 

July     1 

April  25 

Mar.   5 

63.1 

Oct.     4 

Sept.   5 - 

April  19 

59.9 

Nov.   3 

Oct.     8  . 

1931- 
April  4       

Dec.    6 

Dec.    5  . 

62.7 

Dec.    8 

66.7 

Measurements  &oin  P.  E.  Hicks. 


E-230b-J-32,  J.  S.  HASKELL.     MAP  8 

Location  and  description — 125  feet  southeast  of  San  Timoteo  Canyon  Road.  1.45  miles  southwest 
of  El  Casco  Bridge.  300  feet  east  and  400  feet  north  of  southwest  corner  of  Sec.  26,  T.2S.,  R.2W., 
S.  B.  B.  &l  M.,  southeast  of  Redlands.     Singleton  Ranch,  casing  in  water  trough  in  feed  yard. 

Reference  point — Top  of  casing.  1 .3  feet  above  ground. 

Elevation  of  reference  point — 2114.5,  from  levels  by  P.  E  Hicks. 

Use — Stock. 

Depth  of  well— 600  feet. 

Diameter  of  casing— 10  inches. 

Other  numbers  used — P.  E.  Hicks  No.  S-74;  State  Div.  E.  and  I.,  No.  136.  Elsinore  Quad.;  Location 
No.  17333. 


1               Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1   W22- 

'      Sept.  14 

Flowing 

1927— 
Dec.  15 

Flowing 

1932- 
Aprill3 

Measurements  from  Divimon  of  Water  Resources. 
36—93350 
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DIVISION    OF    WATER    RESOURCES 


E-232-J-32,  DWIGHT  B.  COOPER.     MAP  8 
Log  Available 
200  feet  cast  of  State  1  lighway.  1   mile  southeast  along  State  Hifl^v 


Location  and  description 

from  Avenue  "l.."   south  of  Yucaipa. 
Reference  point^I'op  of  casing,  at  ground. 

Elevation  of  reference  point — 2387.  i ,  from  levels  by  P.  B.  Hicks. 
Use^lrrigation. 
Depth  of  well— 285  feet. 
Diameter  of  casing — 12  inches 


Other  numbers  used— P.  E.  Hicks  No.  Y-S6;  Location 

No   1734  ID 

. 

T  r 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  p. 

to  water 

surface,  feet 

= 

1925— 
May  16 

•150  0 

1-152.7 

•152.7 

•152.1 

•■-158  0 

■■-157.6 

1-164.2 
•1-157.0 

1928-Cont. 
Mar.    2 

1-156  8 

•1-158.8 

1-164.6 

1-165.2 

1-165.5 
1-165.8 
1-166.7 
1-170.6 

1-171  7 
1-171.8 

1930-C 

July 
Nov. 

1931- 
Jan. 
Feb. 
Mar. 
May 
Juue 
Oct. 
Nov. 
Deo. 

ont. 
8 

nni 
•-mJ 

i-ITiJ 

'>r(4.4 

<>174.l 
i>175.4 
1-179.8 

1-177.6 
1-177.3 

May  16 

5 

l>- 

1926— 

Oct.    16 

6 

Dec.  11 

Dec.  19       

1929— 
Feb.    4 

1927— 

9 --. 

V' 

Jan.  28 

6 

',', 

Mar.  18 

Mar.    4 

6 

Nov.   2 

April  19                  .  . 

8 

Dec.    6 

8 

1930— 
Jan.     4     

9 

1928— 

7 

Jan.   10 

Feb.    3 

Mar.   3 

•^  Measurement  from 
b  Measurement  from 

W.  P.  Rowe. 
P.  E.  Hioks. 

E-232a 

-J-32,  G.  O.  TRAUZETTEL.     MAP  8 

1 

Location  and  description — 1.45  miles  southeast  of  .Avenue  "L"  along  State  Highway  and  250  I 

suuthwijst  of  State  Highway,  south  of  Yucaipa. 
Reference  point — Top  of  concrete  pump  base,  at  ground. 
Elevation  of  reference  point — 2267.2,  from  levels  by  P.  E.  Hicks. 
Use — Irrigation. 
Depth  of  well— 208  feet. 
Diameter  of  casing— 12  inches. 
Other  numbers  used — P.  E.  Hicks  No.  Y-59;  State  Div.  E.  and  I.  No.  175.  Elsinore  Quad.;  I 

No.  17341. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.H.M 
surfaoeJlH 

1926- 
Mar.  26  . 

•30  3 

31.8 
30  5 
31.9 
38.6 
39  3 
38.6 

37.1 
36.6 
38.6 
45  2 

1928    Cont. 
Oct.     2 

48.7 
50  0 

49  9 
50.5 
52  2 

55  5 
55.5 

56  2 

56  5 
55.9 

1930— Cont. 
May    6 _ 

54.9 

Dec.    4 

July     8 

55. 9 

1927— 

1929- 
Jan.     3 

Nov.    4... 

57.8 

Feb.     1 

1931— 
Jan.     6 

April   6       .      _  -.. 

May  12 

April   6   . 

58.0 

Oct.    3 

May    9 -. 

Feb.    9 

575 

Nov.    2 

.Sept.   4              .  ... 

May    6 

56.7 

Dec.  15 

Nov.    6 

June    8 

57.1 

Deo.    3 

60  0 

1928— 

1930— 
Jan.     4 

Sept.    7 

60.0 

Feb.    3.. 

Oct.     8 

60.4 

Mar.   6 

Dec.    7 

59.9 

April25 

Mar.    3 

Aug.    2. 

•  Measurement  from 
Measurements  fron 

Division  of  W 
P.  E.  Hioks  c 

ater  Resources, 
xcept  as  noted. 

.  DitL 
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E-232b-J-32,  CHARLES  SINGLETON.     MAP  8 
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Location  and  description — 2300  feet  southwest  of  State  Highway.  1500  feet  south  of  Burns  Avenue, 
500  feet  north  of  private  road  at  point  0  65  miles  northwest  from  end  of  Moreno  Avenue,  south  of 
't'ucaipa. 

Reference  point — Top  of  casing.  1.2  feet  alxjve  ground. 

Elevation  of  reference  point — 2288  0.  from  levels  by  P.  E.  I  licks. 

Use — IDomestic 

Depth  of  well — 1  52  feet. 

Diameter  of  casing — 10  inches. 

Other  numbers  used — P.  E.  Hicks  No.  "^'-55;  State  Div.  E.  and  1.  No.  209,  Elsinore  Quad.;  Location 
No.  17341A 


Date 


1919— 

Nov.   4 

1921— 
April  15 
Oct.     4. 

1924- 
Dec.    9. 

1925— 

Aug.    2. 

1926— 
Sept.  17. 
Dec,    9. 


Dist,  R,  P. 

to  water 

surface,  feet 


•55  7 


56.2 
>>50.2 


54.7 
56,2 


■57  9 
57.4 


Date 


1927— 

Mar.  1 

April  2 

May  6. 

July  6 

Sept.  3. 
Dec.  17 

1928— 

Jan.  12. 

Mar.  5. 

April  2. 

May  1. 

Sept.  3. 

Nov,  2 

1929— 
Jan.   17. 
Mar.  14. 
May  16. 


Dist.  R.  P. 

to  water 

surface,  feet 


57.4 
56.9 
67.0 
58.4 
60  8 
62.7 


61.7 
61.4 
61.6 
62.5 


70  3 
71.6 


Date 


1929— Cont. 
July  15.. 
Sept.  16.. 
Nov.    5.. 

1930— 

Jan.  6.. 

Mar.  19.. 

May  6.. 

July  8.. 

Oct.  1.. 

Dec,  2.. 

1931— 

Feb.  9.. 

April  7.. 

Aug.  5.. 

Oct.  9.. 

Dec.  7.. 


Dist.  R.  P. 

to  water 

surface,  feet 


73.1 
74.7 
75.4 


76  0 
76.1 
76,3 
76.2 

77  8 

78  3 


78.6 
78  5 
80  2 
80.9 
81.0 


aiie! 


»  Measurement  from  W.  P.  Rowe. 
t»  Measurement  from  Westerbrook. 
Measurements  from  P.  E.  Hicks  except  as  noted. 


E-232e-I-32,  CHESTER  BURNS.     MAP  8 

-0.25  miles  south  of  Avenue  "L"'  and  220  feet  east  of  Third  Street  extended. 


Location  and  description- 
south  of  Yucaipa. 
Reference  point — Bottom  of  iron  pump  base,  0.4  feet  above  ground. 
Elevation  of  reference  point — 2483.9,  from  levels  by  P.  E.  Hicks. 
Use — Irrigation. 
Depth  of  well— 480  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used— P.  E.  Hicks,  No.  Y-I02;  Location  No.  17350 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P, 

to  water 

surface,  feet 

1927- 
Mar.    1 

226.3 
206.6 
206.5 
207.7 
209.5 
210.2 
209.0 

1928— 
Jan.   12 

208.6 
208,8 
208.5 
209.9 
210,6 
210.9 
210.7 

1929— 
Feb.    8 

210  9 

April  19 

Feb.    3 

Anril  19 

211.0 

May    1 

April   2... 

Oct.   12 

214  4 

1931— 
May    6._ 

July    6.. 

Aug.  17 

Oct.    7 

Oct.     8 

Dec,    6 

215.3 

Dec,    5 

MeasuremeDts  from  F.  E.  Hicks 


5G-t  DIVISION    OF   WATER   RESOURCES 

E-233-J-32,  MORENO  MUTUAL  IRRIGATION  COMPANY,  NO.  5.     MAP  8 

Location  and  description — 1120  feet  southwest  of  State  Highway  and  670  feet  southeast  of  Mo 

Avenue,  cxttndcd.  south  of  Yucaipa.     915  feet  west  of  Well  No.  3. 
Reference  point^  Top  of  casing,  0.7  feet  above  ground. 
Elevation  of  reference  point— 2248.5.  from  levels  by  P,  E.  Hicks. 
Use — IrrifiiUion. 
Depth  of  well— 2S8  feet. 
Diameter  of  casing— 16  inches. 
Other  numbers  used — P.  E.  Hicks  No.  Y-96;  Location  No.  17342. 


fl 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

T 

DUt.  R.  P. 

to  water 

surface,  feet 

1925— 
Aug.  12 

15.4 

15.6 
17.2 
16. G 

19  7 
15  0 
•16.9 
20.4 
■31.6 
■53  3 
34  0 
27.3 

1928— 

23  8 

21  4 

20.6 

45.3 

i>116  3 

62.3 

•133.2 

■142.5 

■82.8 

63.1 

61  5 
■58  4 
■65  8 
■131.7 
133.7 
141  2 
i>138  2 
>>136.2 
•141.2 

1930— 
Jan.   20 

i 
138.t 

Feb.  16  . 

Feb.  18 

134. 

1926 — 

Mar.    5 

Mar.  19 

60. 

Aug.  13 

April  17 

April  9 

61. 

Dec.    9 

May  16 

May    6 

56. 

Dec.  17 

June    4  .   -  -       

June    4 

'131. 

July   16 

July     8 

141. 

1927— 

Oct.   16 

Aug.    5 

70. 

Jan.  31 

Nov.  16 

Sept.    3 

142. 

Mar.    1 

Dec.  19 

1929— 
Jan.     4 

Oct.     1 

143 

AprU   2 

Nov.    4 

146 

May    1              .       - 

1931— 

June    3 

Oct.   18          

Mar.    5 

145.7 

Nov.  19 

April  19 

Feb.    9 

>>130.2 

Dec.  15          

May  16 

Mar.    5 

'■125.2 

July     3       

April   7 

132.2 

Aug.    5 

May    7 

•66.6 

Sept.   4 

Dec.     7 

68.3 

Oct.     4 

Deo.    3 - 

^ 

■  Pumping  nearby, 
b  Pumping. 
Measuremeotfi  fron 

J  P.  E.  Hicks. 

1 

E-23Jd-J-32,  C.  E.  HARRISON.     MAP  8  TTl 

Location  and  description — 2300  feet  northeast  of  State  Highway,  1200  feet  southeast  of  road  up  can- 
yon to  northeast  from  State  Highway  at  Moreno  Avenue.  1100  feet  north,  1600  feet  west  of  vtith- 
east  corner  of  Sec.  24.  T.  2S..  R.  2W.,  S.  B.  B.  &  M,.  south  of  Yucaipa. 

Reference  point — Top  of  casing.  1.5  feet  above  ground. 

Elevation  of  reference  point — 2333.8.  from  levels  by  P.  E.  Hicks. 

Use — Not  used. 

Diameter  of  casing— 10  inches. 

Other  numbers  used — P.  E.  Hicks  No.  Y-62;  State  Div.  E.  and  I.  No.  174.  Ebinorc  Quad.;  Location 
No-  17352. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feat 

1919— 
Sept.  29       

•65.7 
•65.8 

■66  7 

■65  2 

•62  7 

■64.6 
•65  1 

•65  6 
•65  5 
•66  1 
•65  3 

1926— 
Feb.    4 

•65.8 
•654 
■66  5 
•'66  8 

•66  5 
■65.6 

'ee  0 

1>70.5 
■i'71.4 
•no. 8 

'■69.4 
b68  8 
•70  1 
i>72  4 
'■75.1 
■■76  3 

1929— 
Jan.     3 

'■76.8 

Mar.  18 

'■76. S 

Sept.  17 

May  16 

'■77.  S 

1921— 

Dec.    9 

Sept.  16 

'■79.8 

June  25 

1927- 
Jan.    13 

Nov.    6 

■■79.7 

1922— 

1930— 
Jan.     4 

July     7 

Mar.  18 

"■SOI 

May    6             .  .  . 

Mar.    3 

'■79.8 

1923— 

Sept.  16 

May    5          

'■79.2 

July  25 

Nov.  19              .  ... 

Sept.  3 

i>80.7 

Dec.  15 

Nov.   4 

'■81.2 

1924 — 

1928- 
Feb.     6 

Dec.    4 

>>81.4 

Nov.29 

1931— 
Jan.     6 

Dec.  13 

Mar.  17              .     .. 

•■81  2 

1925— 

April  24 

Mar.    6 

i>80  7 

May  16 

May    7 

"SO.? 

June  22 

Sept.  19 

June    8 

►81.2 

Sept.  15 

Nov.  16 

Sept.    7 

"82.4 

Cot  28 

Nov.    g 

t«2.« 

Dec.    7 

•42,6 

•  Measurement  from  W.  P.  Rowe. 
>>  MoasuremeDt  from  P.  E.  Kcks. 


Mtfl 
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E-233e-J-32,  MORENO  MUTUAL  IRRIGATION  COMPANY,  NO.  3.     MAP  8 

Log  Available 

Location  and  description — 360  feet  southwest  of  State  Highway.  !  140  feet  southeast  of  Moreno  Ave- 
nue, extended,  south  of  Yueaipa. 

Reference  point — Top  of  casing,  at  ground. 

Elevation  of  reference  point — 2269.5,  from  levels  by  P.  E.  Hicks. 

Use — Irrigation. 

Depth  of  well— 385  feet. 

Diameter  of  casing — 16  inches. 

Other  numbers  used — P.  E.  Hicks  No.  Y-66;  State  Div.  E.  and  I.  No.  206.  Elsinorc  Quad.;  Location 
No    17352A. 


Date 


Dist.  R.P. 

to  water 

surface,  feet 


Dale 


Dist.  R.  P. 

to  water 

stirface,  feet 


Date 


Dist.  R.  P. 

to  water 

surface,  feet 


..!    I 


1924- 
Dec.    9. 

1827- 
Feb.  7. 
Aug.  5. 
Sept.  3 
Oct.  4. 
Nov.  30 
Dec.  15 

1828— 
Jan.  9 
Feb.  3 
Mar.  5 
April  17 
May  16 
JuDe  4. 
July    3 


32.3 
81  2 
•123.6 
•124.1 
43.0 
38.4 


.34  5 

32.8 

31.4 

MI9  5 

79  1 

■128  8 

•136.6 


1928— Cont, 
July  6-. 
Aug.  3.. 
Sept.  3.. 
Oct.  2.. 
Nov.  6-. 
Dec.  19.. 

1929— 
Jan.  4-. 
Feb.  8.. 
Mar.  18.. 
April  19.. 
May  16.. 
July  3.. 
Aua.  19.. 
Oct.  4. 
Dec.  17-. 


*91  9 
139  8 
143  0 
140.7 
88.8 
73  9 


'71.3 

61.4 

78.7 

■122.8 

133.7 
92.5 
98.1 
77.4 
85.2 


1930— 
Jan.  20 
Feb.  18, 
Mar.  19 
April  9 
May  6 
June  4 
July  8. 
Oct.  1. 
Nov.  4 
Dee.    4 

1931— 

Jan.  6 

Feb.  9 

Mur.  5 

April  7 

May  7 


69.6 
62.9 
57.2 
54.0 
54  5 
69.8 
81  9 
91.0 
85  1 
73  2 


71  1 
58.9 
54.7 
71.2 
71.8 


»  Pumping. 

'Shutdown  July  4,  1928. 
"  Pumping  nearby. 
Measurements  from  P.  E.  Hicks. 


sol  road  ifi 
MIS  if! 


:  I 


111* 
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DIVISION    OF   WATER    RESOURCES 


E-233f-J-32,  MORENO  MUTUAL  IRRIGATION  COMPANY,  NO.  6   (FORMERLY  KADOTA 

FIG  FARMS).     MAP  8 

Location  and  description — 1600  feet  northeast  of  State  Highway  from  point  0  43  miles  southeast  oft 

Moreno  Avenue.  160  feet  south  and  810  feet  east  of  the  north  onc-quartcr  corner  of  Sec-  25.  T.2S^ 

R  2W,.  S  B.  B  &  \i  .  south  of  Yucaipa. 
Reference  point  — 1.5  feet  ahovc  concrete  hass  and  grounJ.  to  and  including  July  25.  1921;  then, 

foot  above  concrete  base  and  Rround,  to  and  including  April  29,  1929;  then,  top  of  casing  at  < 

crctc  base  and  ground 
Elevation  of  reference  point — 23006.  to  and  including  July  25.  1923;  then,  2300  I,  to  and  includU 

April  •^.  l'-)2'-».  then.  2299,1;  from  levels  by  P.  E.  Hicks. 
Use— Not  used. 

Diameter  of  casing^l6  inches. 
Other  numbers  used— P.  E  Hicks  No  Y-63;  Location  No   17352B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feat 

1921— 
April  14 

265 
"28,3 
27  0 

•26.7 

■26,7 
■26.7 

•27.6 
•27.8 

29.0 

27.9 

1927— 
.Mar.  16 

•26  9 
28.7 
30  9 

''34  0 
32.6 

31.9 
^30. 7 
i>34.3 

36  3 

38  2 
.39  3 
38.7 

38.6 
37.6 

39  1 
40.2 

40  9 
40.6 
40  9 

1930- 
Jan. 
Mar. 
Mav 
July 
Oct. 
Nov. 
Deo. 

1931— 
Jan. 
Mar. 
.May 
June 
Aug. 
Oct 
Dec. 

m2- 

Jan. 
Feb. 

4 -... 

41.01 

June  25 

May  12 

3 

5 

40.S 

Oct      3 

July  15 

39.3' 

Oct.     3         

8 

40.4 

J  992 

Dec.  15 

1928— 
Jan.     9 

1 

42  2 

July    7 

4 

42  3 

4 

42  1 

1923— 

6 

May  16 

Mar.   5 

July  25 

.May  16 

41  9 

July    3 

5 

408 

1924— 

Sept.  3 

7 

41  4 

Nov.  29 

Not.   2 

8 

42  0 

Dec.  19 

5 

43  5 

1929- 
Jan.    3 

8 

44  1 

1905 

7 

43  8 

Aug.  12 

1 

Mar.    6 _ 

May  16          

N3  3 

Dec.    9 

July  15 

11 

>>42  7 

Aug.  19 

Oct.     4 

Dec.  17          

»  Measurement  from  W.  P.  Rowe. 
^  Measurement  from  \V.  P.  Rowe  and  P.  E.  Hicks. 
Mea.surements  from  P.  E.  Hicks  except  as  noted. 


E-233m-J-32,  J.  S.  HASKELL.     MAP  8 

Location  and  description— '4  miles  southeast  of  San  Timotco  Canyon  Road  and  2  miles  southwest 
of  E\  Casco  Bridge,  northwest  of  Beaumont.  In  Black  Canyon,  at  Haskell  east  line,  1  mile  east  of 
ranch  house. 

Reference  point-^Top  of  pipe.  0  5  feet  above  ground.  _  . 

Elevation  of  reference  p>oint — 2284.  from  aneroid  by  D,  W.  R. 

Use^Tcst  well 

Depth  of  well— 35  feet. 

Diameter  of  casing — I  ^4  inches 

Other  numbers  used — P  F   Hicks  No  S-82;  Location  No   17353. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Dale 

Dist.  R.  P. 

to  water 

surface,  foeti 

1930- 
May    5 

29,8 
25.2 
20  0 
26  7 
27.3 

1931— 
Feb.    9         

26  4 

27  1 
27.4 
27.9 

1931— Conl. 
Oct.    8 - 

38M 

.April   7 

Deo.    7 

28  J| 

Aug.    5 

1932— 

Oct.     1 

Aug.    5 

m 

Dec.    4  .  . 

28.(S 

McasuremcDts  from  P.  E.  Hicks. 


Ill-V  ICUXn 


ifamiln, 
Bundirthi 


Dal! 
tow 
ssrinii 
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E-234-J-32,  SINGLETON  RANCH.     MAP  8 
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LocAtion  and  description — 2  4^  miles  southeast  of  EI  Casco  Bridge.  200  feet  southwest  of  siding 
southwest  of  S  P.  R  R,.  700  feet  north  and  1100  feet  west  of  southeast  corner  of  Sec.  35,  T.2S., 
R  2\V,,  S  B.  B.  &  M  .  southeast  of  Redlands. 

Reference  point — Top  of  casing.  3.1  feet  above  ground. 

Elevation  of  reference  point — 219Q.5.  from  levels  by  P.  E.  Hicks. 

Use — Abandoned . 

Diameter  of  casing — 12  inches. 

Other  numbers  used — P.  E.  Hicks  No.  S-4;  State  Div.  E.  and  1.  No.  171.  Elsinore  Quad.;  Location 
No,  17344. 


\l  = 


Date 


m 
I. 


« 


W21— 

April  14 
July  13 
Oct.     3 

1022— 
July    7 

1923— 

May  16 
July  25 

1924— 
Sept.  16 
Dec.  IS 

1925- 

May  16 
Aug.  II 
Oct.  28 

1926— 
Feb.    4 
June    4 


Dist.  R.P. 

to  water 

surface,  feet 


19  1 
-20  2 
''20  4 


"18  4 
•18.6 


19.8 
19.2 


"19  2 
'19  5 
•19.6 


•19,. 'i 
M8.5 


Date 


1926- Cent. 
Aug.  11.. 
Dec.  10.. 

1927— 

Feb.  3.. 

June  4.. 

Aug.  5-. 

Oct.  3.. 

Nov.  2.. 

Dec.  5.. 

1928— 
Feb.  2.. 
AprU  24. . 
July  19.. 
Oct.  2.. 
Dec.    5.. 

1929— 
Jan.     3.- 
Mar.  21.. 
May    2.. 


Dist.  R.  P. 

to  water 
surface,  feet 


•18.6 
•1/0 


17.7 
'17.9 

18.4 
'18  9 
•19.1 
•19  0 


'18.9 
•18,9 
■19  3 
"19  6 
"19.7 


•19.6 
•19.6 
•19.7 


Date 


1929-Cont. 

June  1.. 

Aug.  5.. 

Nov.  6.. 

Deo.  3.. 

1930— 

Jan.  4-. 

Mar.  3.. 

May  5.. 

Julv  8. . 

Sept.  3.. 

Oct.  1 . . 

Dec.  4.. 

1931— 

Feb.  9-. 

April  7.. 

June  8.. 

Aug.  5.. 

Oct.  8,. 

Nov.  9.. 

Dec.  7.. 


Dist.  R.  P. 

to  water 

surface,  feet 


•19.8 
•20,2 
•20.7 
20,8 


20  8 
20,7 
20  0 

20  5 

21  2 
21  4 
21,6 


21.6 
21.6 
21.8 
22.5 
23.0 
23.1 
23  0 


n.lnili*' 


»  Measurement  from  W.  P.  Rowe. 
*>  Measurement  from  Westerbrook. 
«  Measurement  from  W.  P.  Rowe  and  P.  E.  Hicks. 
Measurements  from  P.  E.  Hicks  except  as  noted. 


E-236-J-33,  C.  L.  COVINGTON. 
Log  Available 


MAP  8 


Location  and  description — 10  feet  north  of  Woodland  Avenue.  0,35  miles  east  of  State  Highway. 

northwest  of  Beaumont. 
Reference  point — 3-inch  plank,  at  ground,  to  and  including  November  2,  1928;  then,  top  of  casing, 
I         0.3  feet  above  ground. 
[Elevation  of  reference  point — 2348  2,  to  and  including  November  2.  1928;  then.  2348,5;  from  levels 

by  P,  E  Hicks, 
Use — Irrigation, 
.  'Depth  of  well— 220  feet, 
I  .Diameter  of  casing — 12  inches. 

Other  numbers  used — P.  E.  Hicks  No.  B-95;  Location  No,  17362, 


Date 


1927— 

Oct.  5. 

Nov.  1 

1928— 
Jan.  10 

Mar.  2 

April  2 

June  2, 

Sept.  5 

Nov.  2, 


Dist.  R.  P. 

to  water 

surface,  feet 


76  0 
75  4 
75,8 
77.1 
79.6 
80.7 


Date 


1929— 

Jan,  7. 

Mar.  5, 

April  16 

Sept.  4, 

Nov.  6, 

ig.'^o— 

Jan.  4, 

Mar.  3, 

June  4, 

Sept.  3 

Nov.  4 


Dist,  R,  P. 

to  water 

surface,  feet 


81  1 
80,7 
81,1 
83,1 
83,3 


83,7 
83.4 
82.9 
84.4 
84.9 


Date 


1931— 

Jan.  6 

Mar.  5 

April  7 

June  8, 

Sept.  7, 

Oct.  8, 

Nov.  9 

Dec.  7. 


Dist.  R.  P, 

to  water 

surface,  feet 


85.0 
84.5 
84.4 
85.1 
86  4 
86.7 
86.8 
86.8 


Measurements  from  P.  E,  Hicks. 
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E-236b-J-33,  A.  GRANT.     MAP  8 

Location  and  description — 2400  feet  north  of  Woodland  Avenue.  3700  feet  cast  of  State  HtgHwfly 

along  WooJIund  .Avenue,  northwest  of  Beaumont. 
Reference  point — fop  of  casing,  0.5  feet  above  ground. 
Elevation  of  reference  point— 2489.4.  from  levels  by  P.  E.  Hicks. 
Use — Abandoned. 
Depth  of  well  — 1 12  feet. 
Diameter  of  casing — 10  inches. 
Other  numbers  used— P.  E.  Hicks  No  B-70;  Location  No   17J72. 

>■ 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feel 

Date 

Dbt.R.P. 

towa»«r 

surface,  fe^ 

1926— 
Dec.  11 

47,9 

40  0 

.31,5 
34,6 
39  4 
43,8 
45,8 

1928- 
Jan.   10            

46  2 
46  4 

46  8 

47  3 

48  2 
48  5 
48,7 

1929- 
Feb.    2 

48.( 
48.( 
4g.t 
49.6 

■,- 

Feb.    2 

Mar.    5 

1927— 

April   2 

April  16 

- 

Mar     1 

June    2 

Oct.   12 

April  6 

Sept.   5 

May    6 

Nov.    2 

,:- 

Dec.    4 

Sept.    1 

Nov.  30 

■^ 

Measurements  from  P.  E.  Hicks 

E-236C-J-33,  A.  GRANT.     MAP  8                                                   1 

Location  and  description— 1 800  feet  north  of  Woodland  Avenue.  3200  feet  cast  of  State  Highway  aloA 
WooJland  Avenue,  northwest  of  lieaumont.                                                                                                K> 
Reference  point — Top  of  plank  pump  base.  0.2  feet  above  top  of  casing.                                                  fl 
Elevation  of  reference  point— 2438  8,  from  levels  by  P.  E.  Hicks.                                                           ^H 
Use — Domestic-                                                                                                                                                         ^|H 
Diameter  of  casing — 10  inches,                                                                                                                            ^n 
Other  numbers  used— P.  E.  Hicks  No.  B-71 ;  State  Div.  E   and  I.  No.  20>.  Elsinore  Quad  ;  LocatiSlI 
No.  17372A.                                                                                                                                                          V| 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.R.P. 

to  water 
surface,  feet 

Date 

Dist.R.E,l 
surface,  A^fl 

mil 

1626— 
Sept.    1 

161,7 
161,6 

161  8 
161,5 

1927 -Cont. 
May    6 

162,5 
163  6 
163  1 
164,6 
105. 0 

1928— 

Jan.  10 

Mar.    2 

171  2 

Im 

IVY 

Dec.  11 

July     6 

i-n 

Aug.    4 - 

Sept.    1---  

May    1          ... 

nt 

1927— 

mo- 
Jan.     4 

Feb.    3 

Nov.    1  - 

April   6 

Measurements  fron 

P.  E.  Hicks. 

i 

L 
1- 
k 

'■m\\p 
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E-236d-J-33,  N-fR.  TODD.     MAP  8 
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Location  and  description — 200  feet  north  of  Roach  Avenue.  700  feet  east  of  State  Highway,  north- 
west of  l^caumont. 

Reference  point —  I'op  of  lone  casing.  I  foot  above  ground. 

Elevation  of  reference  point — 2432.1,  from  levels  by  P.  U..  Hic!<s. 

Use — Dt)mcstic. 

Diameter  of  casing — 10  inches. 

Other  numbers  used — P.  E.  Hicks  No.  B-74:  State  Div.  E.  and  I.  No.  172.  Elsinore  Quad.;  Location 
No.  17373. 


tola 

mini 


iicHigfinyi 


l;ta; 


Date 


S- 

1921— 

April  14 

1922— 
July     7 

1924— 

Sept.  24 
Nov.  29 
Dec.  23 

1925— 

May  16. 
June  22, 
Aug.  11. 
Sept.  15. 
Oct.  28. 


Dist.  R.  P. 

to  water 

surface,  feet 


•151,0 
i'151,2 


•151  0 
'■150,4 
tlSOS 


i>150,7 
•■ISO, 8 
blSI.O 
tlSl.l 
i'15I,2 


Date 


1926— 
Feb.  4.. 
May  25.. 
Sept.  17.. 
Oct.  6.. 
Dec.  10-. 

1927— 
Jan.  13.. 
Mar.  15.. 
May  4.. 
July  6.. 
Sept.  1.. 
Nov.    1.. 

1928— 
Jan.  10.. 
Mar.  5.. 
May  16.. 
June  4.. 
Aug.  2.. 
Oct.     5.. 


Dist.  R.  P. 

to  water 

surface,  feet 


i'151.4 
i>151.1 
i>151.6 
1-151.6 
•152  1 


i>151.9 
i>151.7 
•151.6 

•bl52.1 
•152.9 

•t>153.9 


•154.1 
•i>154  0 
Bbi54.4 

i>154,7 
•tlSSS 
»»156.5 


Date 


1929— 

Jan.  3 
Mar.  21 

June  1 

Aug.  5 
Oct.  12 
Dec.  17 

1930— 

Feb.  4 
April   8 

Aug.  6 

Oct.  1 

Dec.  4 

1931— 

Feb.  9 
April    7 

June  8, 

Aug.  5 

Oct.  8 

Dec.  7 


Dist.  R.  P. 

to  water 

surface,  feet 


•i>157.5 
'■157,8 
•i>158,5 
•i-isgi 
•''159  6 
•160.1 


•160,4 
•160.5 
•160.8 
•161  2 
•161.8 


•162.0 
•162.1 
'162,3 
•162  7 
•163.3 
•163.6 


•  Measurement  from  P.  E.  Hicks, 
b  Measurement  from  W.  P.  Rowe. 


^ 


E-237-K-33,  J.  D.  HUSTON.     MAP  8 


Location  and  description — 1600  feet  south  of  San  Timoteo  Canyon  Road,  0.41  miles  east  of  where 
San  Timoteo  Canyon  Road  crosses  S.  P.  R.  R..  2  miles  west  of  State  Highway,  west  of  Beaumont. 

Reference  point — Top  of  casing.  20  feet  above  ground. 

Elevation  of  reference  point — 2336.8.  from  levels  by  P.  E.  Hicks. 

Use — EXsmest  ic . 

Depth  of  well — 72  feet. 

Diameter  of  casing — ^10  inches. 

Other  numbers  used — P.  E.  Hicks  No.  S-2;  State  Div.  E.  and  I.  No.  138.  Elsinore  Quad.;  Location 
No.  17376. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1921— 

July  16.. 

•49,6 

•46  2 
'45,8 

•45.4 

•45  6 

1925— 

Aug.  11... 

Oct.  28 

•45.9 
•45.9 

•45,9 
MS,  9 

Me.  8 

"45.8 
M5., 
"46.1 

1927-Cont. 
July     6 

''46.0 

Sept.    1 

Dec.    5 

1928— 
April   3  .   . 

>>46.0 

1922— 
July    7 

1926— 
Feb.    5 

•''45.7 

Sept.  19 

Dec.  10 

1927— 
^lar.    7 

'■45. 5 

1923— 

M5  7 

May  16 

Aug.    1 

Nov.    1 

•'46.0 

>>45  9 

1924- 
Nov.  29 

April   7 

May    4 

1929— 
Jan.     3 

MS  7 

Mar.    3  .   -  . 

HS.'i 

"  Measurement  from  W.  P.'Bowc. 
*•  Measurement  from  P.  E.  Hicks. 
<^  Measurement  from  Division  of  Water  Resources. 
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E-239-J-33,  E.  M.  HADDOX.     MAP  8 


Location  and  description— 1 , 5  miles  west  of  Nancy  Avenue.  2300  feci  north  of  Orchard  Street.  < 

tended,  near  east  line  of  Sec,  1^.  T,2S..  R.IW,.  S.  B.  B.  &  M.,  northwest  of  Bcaunwnt. 
Reference  point — Top  of  casing.  \Sl  feet  above  Rround. 
Elevation  of  reference  point — 2658.9,  from  levels  by  P.  E.  Hicks. 
Use — Abandoned. 
Depth  of  well     343  feet. 
Diameter  of  casing — \2  inches. 
Other  numbers  used— P.  E.  Hicks  No.  Y-81 ;  Location  No.  17381  A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Dale 

1 

DUl.  R.  P. 

to  water 

surface,  feat 

1927- 

3  5 
3.2 

3.7 
3.7 
4.5 
5  5 
5.7 

1930— 
Jan.     4   - 

5.7 
4,3 
3.7 
4,6 
5.9 
6.2 

1931- 

Jan.     6 

Mar.    5 

5.8 

Dec.  31 

Mar.  19 

S.4 

May    5 

April    7 

S.7 

1929— 

July     8 

June    8 

6  1 

April    9 

Sept.    3 

Sept.    7 

Oct.     8 

7.2 

May  16 

Nov.    4 

7.4 

July     3 

Dec.    7 

7.0 

Sept.    4 -- 

Nov.    6 

MeasuremeDts  from  P.  E.  Hicks. 


f 


E-240-J-33,  ED  HANNON.     MAP  8 

Location  and  description — 100  feet  south  of  Woodland  Avenue.  0  67  miles  west  of  Union  Avenu^ 
1.4  miles  east  of  State  Highway,  northwest  of  Beaumont.  * 

Reference  point — Top  of  casing.  1.9  feet  above  ground. 

Elevation  of  reference  point — 2590.5.  from  levels  by  P.  E.  Hicks. 

Use— Abandoned, 

Diameter  of  casing— 10  inches. 

Other  numbers  used — P.  E.  Hicks  No.  B-69;  State  Div.  E.  and  I.  No.  216.  Elsinore  Quad.;  Locati( 
No.  17383. 


Date 

■  Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dbt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 
to  water    . 
surface,  fe^ 

1921— 

■305.7 

»305  7 
l>306,5 

■306  0 

■306  1 

■305  8 

■305.6 

•306  0 

•bSOe  5 

"'■307.2 

"'■307  9 

1928— 
Feb.     2 

•i>308.Q 
i>307.9 
•308  6 
•309,3 
•310.0 

■311.1 
'•311  5 
'-3 12  0 
b312  6 
'>313.3 
'■313.7 

1930— 
Feb. 
April 
June 
Oct. 
Nov. 

I93I— 
Jan. 
Feb. 
May 
June 
Aug. 
Sept. 
Oct. 
Dec. 

4 

f 
"314.1, 

April    3 

9  . 

"■314.8 

1926 

4 

<>314.l£ 

Oct.     7 

Aug.    3 

1 

<>31S.lf 

Dec.  11 

Oct.     5 

4 - 

"sis.iy 

1927— 
Jan.  28 

1929— 

6 

'■315.7' 

Mar.    1 

Mar.    4 

9 

■■su.aJI 

April    6 

7 

■■aie.is 

May    6 

Aug.    3 

8 

•■Slt.lV 

Oct.   12 

5 

>>3I6.«T 

Aue     4 

Dec.    3 

7 

i>3i2.8  Y ; 

Oct.     5 

8 

mT.i 

Dec.    5 

7 

"317. « 

*  Measurement  from  W.  P.  Rowe. 
^  Measurement  from  P.  E.  Hicks. 
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uu 

Itiw 

afei 

.... 

1 
i 
1 
( 

i 

E-240C-J-33,  T.  H.  KUJANECK.     MAP  8 

Log  Available 

l.x>cation  and  description — 2400  feet  north  of  Woodland  Avenue,  2300  feet  west  of  L'nion  Avenue. 

northwest  of  Beaumont 
l^eference  point — Top  of  casing.  0  S  feet  above  ground 
iSIevation  of  reference  point — 2tiS9  0,  from  levels  by  P.  E.  Hicks. 
ijse — Abandoned 
l>epthof  well— 181  feet 
Bjiameter  of  casing — 12  inches. 

lOther  numbers  used — P.  E.  Hicks  No.  B-78;  State  Div.  E.  and  I.  No,  214,  Elsinore  Quad,;  Location 
No,  17392. 


11926- 

Sept.  1 
Dec.  11 

1 1927- 

Feb.  3 

Mar.  1 

April  6 

Jure  3 


67,7 
ti2.fi 


62  2 
58,2 
51,1 
51  5 


Date 


1927— Con' 
Sept.  1- 
Nov.    1- 

1928— 
Jan.   10. 
Mar.    2. 
May    1. 
July     2. 


Dist.  R.  P. 

to  water 
surface,  feet 


52  5 
52.0 


52,9 
55,7 
58.1 
59,1 


Date 


1928— Cbnt. 
Sept.  5.. 
Oct.  5.. 
Dec.    4.. 

1929— 
Feb.    2.. 
April  16.. 


Dist.  R.  P. 

to  water 

surface,  feet 


59  7 
59.9 
60.3 


60.7 
81.0 


Measurements  from  P.  E.  Hicks. 


Im  Ara 


I:Lki 


Rstll 
unit 
SQifitt: 


E-240d-J-J3,  GANTT  BROTHERS.     MAP  8 

Location  and  description — 500  feet  north  of  Woodland  Avenue  and  500  feet  west  of  LJnion  Avenue, 

northwest  of  Beaumont. 
Reference  point — Top  of  casing.  0.5  feet  above  ground. 
Elevation  of  reference  point — 2676.2,  from  levels  by  P.  E.  Hicks. 
Use — Irrigation, 
Depth  of  well— 235  feet. 
Diameter  of  casing — 10  inches. 

Other  numbers  used — P.  E.  Hicks  No.  B-88;  State  Div.  E,  and  I.  No.  215,  Elsinore  Quad,;  Location 
■     No.  17392A. 


Date 


1926— 
Dec.  17 

1927— 

Feb.  3 
April  30 

June  3, 

Aug.  4 

Sept.  1, 

Nov.  1 

Dec.  5 


Dist.  R.  P. 

to  water 

surface,  feet 


90.1 


88  6 
87.9 

89  0 
91.4 
95.0 
94,8 
92,3 


Date 


1928— 
Jan.   10 

Mar.  2 

May  1 

June  2 

July  2 

Sept.  5 

Oct.  5 

Dec.  4 


Dist.  R.  P. 

to  water 
surface,  feet 


91,4 
90.6 
90,3 
93,1 
95  6 
97-7 
96,5 
94,3 


Date 


1929— 

Jan.  7 

Mar.  4 
April  17 

1930— 

April  9 

Oct.  1 

1931— 

April  7 


Dist.  R.  P. 

to  water 

surface,  feet 


93.6 
93.0 
92  8 


96.1 
104  3 


100  1 


Measurements  from  P.  E.  Hicks. 


572 


DIVISION   OP   WATER   RESOURCKS 


E-241-J-3VL.'^T,ISMITH.     MAP  8 

Location  and  description — 2500  feet  south  of  Roach  Avenue.  1  mile  west  of  Nancy  Avenue,  extci 

k>00  feet  northwest  of  State  Hichway.  northwest  of  Beaumont.     Deep  pit. 
Reference  point  — Top  of  concrete  base  under  pump,  at  ground. 
Elevation  of  reference  pmint — 2491,2,  from  levels  by  P.  E.  Hicks. 
Use — L>omc.siic. 
Depth  of  well— 328  feet. 
Other  numbers  used — P.  E.  Hicks  No.  B-75;  Location  No.  17394. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

«urfac«,  fM| 

192!>- 
July     3     . 

208  5 
•208.9 

209  5 
209.8 

1930— 
Jan.     4 

210.0 
210.9 
210.5 

'210  9 
211  2 

■211.4 
211.9 

1931— 

211.A 
212.f 
212.? 
212.7 

rt- 

Feb.    4-     . 

Feb.    9 

V 

Nov     6 

April   8 

April   7 

Dec    17 

r- 

Aug.    5 

Oct.     1. 

^,- 

Dec.    4 

;i 

a  Measurement  from  W.  P.  Rowc. 
Measurements  from  P.  E.  Hicks  except  as  noted. 


E-241a-K-33,  P.  ESCALLE.     MAP  8 

Location  and  description — 300  feet  north  of  S.  P.  R.  R..  in  San  Ti mot eo  Canyon,  1300  feet  soulhw^ 
of  State  Highway  near  center  line  of  Sec.  5,  T.3S.,  R.IW.,  S.  B.  B.  &  iM..  west  of  Beaumont.  4'  x  "' 
dug  pit. 

Reference  point — Top  of  concrete  curb.  0.7  feet  above  ground. 

Elevation  of  reference  point — 2453.1.  from  levels  by  P.  E.  Hicks. 

Use — Not  used. 

Depth  of  well— 170  feet. 

Other  numbers  used — P.  E.  Hicl<s  No.  S-1 ;  Location  No.  1739>. 


Date 


1921— 
AprU  14 

1926— 
Dee.  10 

1927— 
Dec.  31 


Dist.  R.  P. 

to  water 

surface,  feet 


162.9 
163.0 
163.6 


Date 


1928— 
April  26 
July     2 
Oct,     2 
Dec,    5 


Dist.  R.  P. 

to  water 

surface,  feet 


164.3 
le.l.O 
165.3 
165  7 


Date 


1929— 
Jan,     3. 


Dist.  R.  I 

to  water 

surface,  fott 


•165.9 


»  Well  nearly  dry.    Water  covers  only  portion  of  bottom. 
Measurements  from  P.  E.  Hicks. 
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Ml 

Ion 


E-24Z-K-33,  NELLIE  M.  WORMLEY.     MAP  8 

[Location  and  description — 0.6  miles  east  of  S.  P.  R.  R.  and  250  feet  north  of  Jackrabbit  Trail  {San 
Gorgonio  Dri\'c).  west  of  Beaumont. 

Reference  point — Top  of  concrete,  at  ground. 

jElevation  of  reference  point — 24J2.7,  from  levels  by  P.  E.  I  licks. 
[(Use — Irrigation. 

Depth  of  well— nOO  feet. 

Diameter  of  casing — 16  inches. 

Other  numbers  used — P.  E.  Hicks  No.  B-76;  Location  No.  173%. 


Date 


M2fr- 
Dec.  10 

1927- 

Feb.  3. 

Mar.  7 

April  7 

Mav  4, 

Sept.  1. 


Dist.  R  P. 

to  water 
surface,  feet 


103.6 


101  7 
100.7 
100.8 
104  1 
114.5 


Date 


1927— Cent 
Oct.  7. . 
Nov.  1. 
Dec.    5. 

1928— 
Jan.   16-. 
Feb.    2.. 
Mar.    2.. 
April   3-. 


Dist.  R.  P. 

to  water 

surface,  feet 


110.1 
10.5.0 
102.5 


101.5 
101. 1 
100.8 
100.7 


Date 


192S-Cont, 

May  1 . . 

Oct.  2.. 

Nov.  1.. 

1929— 

Jan.  3.. 

Feb.  4.. 

Mar.  4.. 


Dist.  R.  P. 

to  water 

surface,  feet 


104  1 
107  6 
104.2 


102  5 
102.1 
101  9 


mitt: 
esumonl  f 


Measurements  from  P.  E.  Hicks. 


E-243-J-33,  H.  C.  LEE.     MAP  8 

Location  and  description — 2600  feet  north  of  Orchard  Street,  1 100  feet  west  of  Nancy  Avenue,  ex- 
tended, upper  well  in  canyon,  north  of  Beaumont.     4'  x  5'  dug  pit. 
Reference  point — Top  of  2-inch  cover,  at  ground. 
Elevation  of  reference  point — 2954.6,  from  levels  by  P.  E.  Hicks. 
Use — Not  used. 
Depth  of  well— 50  feet. 
Other  numbers  used — P.  E-  Hicks  No.  B-45;  Location  No.  17401. 


1926- 
Dec.  14. 


1927— 

Mar.  23. 


Dist.  R.  P. 

to  water 

surface,  feet 


36.5 


32. « 


Date 


Oct.     5. 


Dist.  R.  P. 

to  water 

surface,  feet 


Date 


1929— 
AprU  17. 


Dist.  R.  P. 

to  water 

surface,  feet 


36.3 


Measurements  from  P.  E.  Hicks. 


E-243g-J-33,  J.  H.  McGEE.     MAP  8 

Location  and  description — 250  feet  west  of  Nancy  Avenue,  1300  feet  north  of  Orchard  Avenue,  north 
of  Beaumont. 
.  Reference  point — Top  of  casing,  1.1  feet  above  ground. 
\  Elevation  of  reference  point — 2854.5,  from  levels  by  P.  E.  Hicks. 

Use — Abandoned . 

Depth  of  well— 180  feet. 

Diameter  of  casing — 12  inches. 
'  Other  numbers  used — P.  E.  Hicks  No.  3-55;  Location  No.  17401G. 

> 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1926— 
Dec.  14 

37.5 

36,7 
35  7 
35.8 

1927- Cent. 

Aug.    4 

Oct.     5 

Nov.    1 

35.8 
38.4 
37.9 

37.4 
37  3 
37.3 

1928- Cont. 
Sept.   5  . 

42.7 

Nov.    2 

40.6 

1927— 

1929— 
Jan.     5 

Mar.   2 

1928— 
Jan.  10 

AprU    6               .  .   . 

39  7 

June    3 

Feb.    2 

39.5 

Mar.    2 

Mar.    4 

40.0 

May    1 

Aprill?  . 

39.2 

Measuremeots  from  P.  E,  Hicks. 
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DIVISION    OP    WATER    RESOURCES 
E-245-K-33,  A.  L.  ELLIS.     MAP  8 


Location  and  description — 300  feet  west  of  Elm  Avenue  anJ  250  feet  south  of  I4th  Street.  Bcaumortt, 

Reference  point     Top  of  casing.  3.5  feet  above  ground. 

Elevation  of  reference  point— 2608.4,  from  levels  by  P.  E.  Hicks. 

Use — Not  usc-d 

Diameter  of  casing— 10  inches. 

Other  numbers  used — P.  E.  Hicks  No.  B-59;  Location  No.  17415. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist,  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  faM 

1926— 
Dec.  13 

■280.6 

280  9 

281  I 
281  2 
281.5 
281.8 

1928— 
.Tan.   10 

Feb.    2 

282  0 

281  8 

282  3 

282  7 

283  1 
283.2 

283.1 
283.4 
283.6 

284  4 

1930— 
Feb,  18 

28$.l 
285.4 
28«.l 

287.C 
288.1 

April   9 

1927— 

April  26 _. 

Oct.     1 

Jan.  24  . 

Sept.   5 

1931- 

Mar.    7 

Nov.    1 

AprilSO 

Dec.    4         

Sept.   2 

1929— 
Jan.     3 

Oct.    8             

Nov.    1 

Feb.    4. 

April  17 

Oct.  12 

Measurements  from  P.  E.  Hicks. 


E-246-K-33,  MAY  M.  GRAY.     MAP  8 

Location  and  description — 900  feet  west  of  Elm  Avenue  and  800  feet  northeast  of  State  Hif^w 

Beaumont. 
Reference  point — -Top  of  concrete  pit,  0.4  feet  above  ground. 
Elevation  of  reference  point — 2'i71  I.  from  levels  by  P.  E.  Hicks. 
Use — Not  used. 

Diameter  of  casing — 12  inches 
Other  numbers  used — P.  E.  Hicks  No  B-bO;  Location  No.  I74I6. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.R.B 

tomta» 

surface.  Ml 

m 

1927— 
Mar.    7 

243  6 

244  3 

244  6 
244.8 

245  0 
245.1 
245.2 
245  5 
245.5 
245.7 

1929— 
Jan.     3 

245  7 
245  4 
245.7 
245  5 

245  9 

246  I 
246.3 

1930— 
Feb.  10 

2M 
2M 

m 
a 
24«;t 

24a.S 

246.t 
246.9 
247-1 

April  30 

Feb.    4 

Aug.    4 

Mar.   4 

Sept.   3 

t- 

Oct.    4 

April  16 

k' 

1928— 

Aug.    5 

Oct.   12 

1931— 
Jan.     6 

8?, 

Jan.  10 

Dec.    3 

Mar.   2 

April   7 

Apra26 

■June    8 

Aug.    3 

Ill 

Oct.    5 

Oct.     8 

Dec.    4 

Dec.    7 

Measurements  from 

P.  E.  Hicks. 

■dm 
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E-249-J-34,  W.  O.  HALIDAY.     MAP  8 


Scr«i,B 


Location  and  description— 2200  feet  north  of  Orchard  Street  and  450  U 

exicnJcJ.  north  of  Beaumont. 
Reference  point — -Fop  of  concrete  under  6"  x  8"  timber.  0,5   feet  below  ground 
; ,  April  8.  \^>27 ,  then,  top  of  pump  base.  0,6  feet  above  ground, 

_m  Elevation  of  reference  point — 2942-3,  to  and  including  April  8,  \^)27i  then,  2943.4 

P.  E,  Hicks. 
Use— Irrigation. 
Depth  of  well— 94  feet. 
Diameter  of  casing^lS  inches. 
Other  numbers  used— P.  E.  Hicks  No.  B-42;  Location  No.  17421C. 


t  wc-sL  t>f  Beaumont  Avenue, 

to  and  including 

from  levels  by 


Date 


Dist.  R.  P. 

to  water 

surface,  feet 


Date 


Dist.  R.  P. 

to  water 

surface,  feet 


Date 


Dist.  R.  P. 

to  water 

surface,  feet 


1 


II  Sate  Hf 


1926— 
Dec,  14 

1927- 

April  8 

1928— 

April  3 

Julv  2 

Sept.  5 

Nov.  2 

Dec.  4 


59.4 


60  4 
81.0 
62.2 
62.8 
62.3 


1929— 
Jan.  5 
Feb.  2 
Mar.  4 
April  17 
June  1 
Aug.  3 
Oct.  12 


62.4 
62.4 
62.9 
62.7 
63.4 
64.7 
64. S 


1930— 
April   9 
Oct.     1 

1931— 
AprU  7 


64.8 
61.7 


Dill 

loK 

sukti 


Measurements  from  P.  E.  Hicks. 

E-2S4b-I-34,  BEAUMONT  IRRIGATION  DISTRICT  NO.  9.     MAP  8 

Log  Available 

Location  and  description — 1.35  miles  riortheast  along  Oai<  Glen  Road  from  Orchard  Street.  1300  feet 

east  of  Oak  Glen  Road  on  east  side  of  crcel<  in  Edgar  Canyon,  nortii  of  Beaumont. 
Reference  point — Concrete  floor  of  pump  house.  0.6  feet  above  ground. 
Elevation  of  reference  point — 3229.0.  from  levels  by  P.  E.  Hicks. 
Use — Irrigation. 
Depth  of  well— 176  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used — P.  E.  Hicks  No.  B-9;  Location  No.  17430B. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

^927- 
Jan.  24 

11.6 
11.6 
11.6 

1928— 
Dec.    4 

1929— 
April  16 

14.8 
19  0 

1930- 
April    9 

40  9 

April   6 

Nov.  30 

Measurements  from  P.  E.  Hicks. 

E-254f-J-34,  BEAUMONT  IRRIGATION  DISTRICT  NO.  3.     MAP  8 

Location  and  description — 1.0  miles  northeast  along  Oak  Glen  Road  from  Orchard  Street,  380  feet 
southeast  of  Oak  Glen  Road,  100  feet  northwest  of  creek  in  Edgar  Canyon,  north  of  Beaumont. 
First  well  at>ove  workshop. 

Reference  p>oint — -Top  of  concrete  base.  0.4  feet  above  ground. 

Elevation  of  refertftice  point — 3077.2.  from  levels  by  P.  E.  Hicks. 

Use — 1  rrigation. 

Diameter  of  casing — 12  inches. 

Other  numbers  used — P.  E.  Hicks  No.  B-3;  Location  No.  17431. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1927- 
Jan.  24 

160.5 
153.3 
182.8 

1928- 
Deo.    4 

172.0 
161.9 

1930— 
April   9 

151  8 

April  30. 

1929— 
April  17                 .  . 

Oct.     5 

MeasutemeDts  from  P.  E.  Hicks. 


i7G 


DIVISION    OF    WATKU    RESOURCES 


E-2b5-L-21,  UNITA  CAMPIO.     MAP  5 


Location  and  description — 1900  feet  west  of  Center  Street  and  100  feet  south  of  State  Highuay, 

PraJo.      }'  X  4'  tJug  well. 
Reference  point—  Norlhwcsi  corner  of  pit.  2.3  feet  above  ground. 
Elevation  of  reference  point— 494.9.  from  levels  by  G.  K.  Sanborn. 
Use— Domestic, 
Depth  of  well — 19  feet. 
Other  numbers  used— Bailey  No.  3720E;  O.  Co.  F.  C.  D.  No.  P-1;  Location  No.  15860A. 


Date 

Diat.  R  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Dale 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
May    9 

16  6 

17  1 
17  5 
17  1 

1931— 
Jan.     5  .   .  

16.8 
IC  9 
■17  4 
18.1 

1931-Cont. 
Sept.  n.: 

18  3 

July  15       

.April   6 

Dec.    1 

■17.7 

Sept.   4 

June    2.       .  

1932- 
Jan.  29 

Dec.  18 

July  23 - 

•17  5 

1  Measurement  from  Kivertjide  County  Land  Owners  Association. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 


E-267-L-21,  EXCELSIOR  DAIRY.     MAP  5 

Location  and  description — 750  feet  east  of  Center  Street.  40  feet  north  of  A.  T.  &  S.  F.  Ry.,  Prado, 

Reference  point — lop  of  concrete  pump  b;ise,  3.5  feet  below  ground. 

Elevation  of  reference  point — 185.4,  from  Icvt-K  h\-  t^,   K   Sanlxsrn. 

Use — Irrigation. 

Depth  of  well— 57  feet. 

Diameter  of  casing — 16  inches 

Other  numbers  used — Bailey  No.  3721E;  Location  No.  15870A. 


Dale 


1930— 
July  22 

1931— 
Mar.  25 
April  27 


Dist.  R.P. 

to  water 

surface,  feet 


0,0 


0  4 
0.3 


Date 


1931— Cont 
June  30  . 
■Sept.  3.. 
Oct.  31.. 
Dec.    1.. 


1.3 
2  0 


Date 


1932— 
Jan.     3. 
Jan.  29- 


Dist.  R.  P. 

to  water 

surface,  feet 


0.7 
1.1 


Measurements  from  Riverside  County  Land  Owners  Association. 


E-268-L-21,  O.  G.  MEREDITH.     \L\P  5 

Location  and  description — 0.35  miles  east  of  Center  Street,  1000  feet  eaSt  and  100  feet  south  of  tui 

to  south  in  highway  through  Prado.  Prado. 
Reference  point — Top  of  casing.  1.5  feet  aix>ve  ground. 
Elevation  of  reference  point — 531.1.  from  levels  by  G.  K.  Sanborn 
Use — Domestic. 
Diameter  of  casing — 7  inches. 
Other  numbers  used — Bailey  No.  3721N;  State  Div,  E,  and  I,  No,  81,  Corona  Quad,;  Location  No. 

1 5880 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922— 
July  13 

•33  0 
•29  0 
•34  5 

1927— 
Dec.  16 

•33  8 

34  2 
30  6 
37.8 
36.0 

1931— 
Feb.    9 

3SJ 

35.1 
37.1 
39.: 
38.1 
Sealed, 

mo- 
April   7 - 

May    7 

1924— 

July    9 

Oct.  27 

Sept.  11 

July  15. 

Oct.  22 

1925— 

Sept.  25 

Nov.  16             

Sept.  20 

bee.    1  .  .  .    . 

•  Measurement  from 
Measurements  from 

Division  of  W 
Orange  Coud 

ater  Resources. 

ty  Flood  Control  District 

except  as  note 

d. 

SOUTH    COASTAI^   BASIN    INVESTIGATION 


E-268b-L-21,  R.  B.  WARDLOW.     MAP  5 


577 


Location  and  description — 100  feet  south  of  A.  T.  &  S.  F.  Ry,.  50  feet  east  of  Yorba  Street.  Prado. 

Reference  point — I'op  of  casing. -cast  siJe.  0.5  feet  above  ground. 

Elevation  of  reference  point — 512.6.  from  levels  by  G.  K.  Sanborn., 

Use — l>:)mcstic. 

Diameter  of  casing — 7  inches. 

Other  mimbers  used— Bailey  No.  3721G;  O.  Co.  F.  C.  D.  No.  P-4;  Location  No   I5S80B. 


Date 


T 

«"  April  22 
May  21 
.lulv  26, 
Sept.  19. 
Nov.  12. 
Dec.  IS, 


Dist.  R.  P. 

to  water 

surface,  feet 


13  3 
12,9 
14,4 
10.3 
15  3 
14.6 


Date 


1931— 
Jan.  2, 
Mar.  9, 
Mar.  24, 
May  7, 
June  24, 
July     9, 


Dist.  R.  P. 

to  water 

surface,  feet 


14  2 

13  8 

•15.1 

14.  B 

17  0 

18  5 


Date 


1931— Cont. 
Sept.  25.. 
Oct.  31.. 
Dec.     1.. 

1932— 
Jan.     3.. 
Jan.  29.. 


Dist.  R.  P. 

to  water 

surface,  foet 


18.2 
■17.8 

•17.1 


•16  0 

•16  8 


^ 


»  Measurement  from  Riverside  County  Land  Owners  Association. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 

E-269a-L-22,  MR.  YERBO.     MAP  5 


Location  and  description — 500  feet  south  of  .\.  T.  ^  S,  F.  Ry..  3S00  feet  west  of  Railroad  .\venue 

anJ  Smith  Street.  2000  feet  northeast  of  Yorba  Street,  northeast  of  Prado. 
Reference  point — Bottom  of  pump  base  at  floor  and  ground. 
Kevation  of  reference  point — 527,8,  from  levels  by  G.  K.  Sanborn. 
Use — irrigation. 
Diameter  of  casing — 8  inches. 
Other  numbers  used — Bailey  No   3722H;  Lxication  No.  1  5890.\. 


Date 


1S30— 
.  Nov.  15- 


Dist.  R.  P. 

to  water 

surface,  feet 


Date 


1931— 
May  16 
Aug.  18 
Oct.   17, 
Dec.    1, 


Dist.  R.  P. 

to  water 

surface,  feet 


18.5 
24,7 
25.5 
23  9 


Date 


1932— 
Jan.    9. 
Jan.  29. 


21.1 
24.1 


i 


Measurements  from  Eiverside  Coupty  Land  Owners  Association. 

E-270-L-21,  R.  B.  WARDLOW.     MAP  5 


Location  and  description — 0.4  miles  south  of  State  Highway  and  0.8  miles  west  of  State  Highway 

and  "^'orba  Street  intersection,  west  of  Corona. 
Reference  pK>int — Topofcasing.  1.3  feet  above  ground. 
Elevation  of  reference  point — 612.0,  from  levels  by  G.  K.  Sanborn. 
Use — Domestic. 

Diameter  of  casing — 14  inches 
Other  numbers  used — State  Div.  E.  and  I.  No.  80.  Corona  Quad, ;  Bailey  No.  3728A;  O.  Co  F  C   D 

No.  P-b;  Hoy  No.  52:  Location  No.  158<?2. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Diet.  R.  P. 

to  water 

surface,  feet 

JJuly  13 - 

•90,5 
•94.3 
•97.0 

1927— 
Dec.  17 

■96  6 

98  7 
99.9 
99,8 

1931— 
Jan.  20 

100  4 

1930— 
June  17 

Mar.  10 

99  3 

HpQi — 

April    1.. 

>>99  1 

■  Oct.     9 

Sept.  19 

Sept    3 

bjoi  6 

^B9.<;^ 

Dec.  10 

Oct.  31 

■Si-pt.  28 

Dec.  17 

bl02  2 

1932— 
Jan.  29 

•■102  6 

w 

*  Measurement  from  Division  of  Water  Resources. 
*•  Measurement  from  Riverside  County  Land  Owners  Association. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 

37 — 93350 


578 


DIVISION   OF    WATER    RESOURCES 


E-272-L-22,  WILLIAM  FISHER,     MAP  5  , 

Location  and  description — 550  feet  south  of  Rincon  Street,  0.31  miles  west  of  Smith  Avenue,  nortl^*'''' 

west  of  Corona. 
Reference  point — Northwest  corner  of  2"  x  4"  sill  around  pit  at  ground,  to  arKi  including  July  21 

1^50.  ihcn.  top  of  8"  x  8"  across  pit,  1.5  feet  above  ground. 
Elevation  of  reference  point — 535  5,  to  and  including  July  21,  1930,  then.  537.0;  from  levels  by  G.  K. 

Sanborn. 
Use — 1  rrigation. 
Depth  of  well— 48  feet 
Diameter  of  casing— 12  inches. 
Other  numbers  used— Bailey  No.  3722B;  O.  Co.  F.  C.  D.  No   P-3;  Location  No.  I  5900 A. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

1930— 
May  26 

■20  4 
■21.1 
26  6 
32.6 

1931- 
Mar.  24 

203 
22.8 
29.5 
30.6 
31.2 

1931-Cont. 

Oct.   17 

Nov.    2 

July  21 

May  16 

Oct.  27      

June  30 

Dec.  17 

Nov.  22 

Aug.  18 

1932— 
Jan.     4 

Sept.  30 

Jan.  29 

DUt.  R.  P. 

to  wat« 

surface,  M 


31.6 
31.1 
26.1 


27.> 
30.1 


•  Measurement  from  Orange  County  Flood  Control  District. 
Measurements  from  Riverside  County  Land  Owners  Association  except  as  noted. 

E-273a-L-22,  ROBERT  McCLINTOCK.     MAP  5 

Location  and  description — 800  feet  west  of  Smith  .\venuc.  0,3  miles  north  of  Sixth  Street  and  IQD 

feet  north  of  State  Highway.  Corona. 
Reference  point — PIur  hole  in  pump  head,  0.8  feet  above  floor  and  ground. 
Elevation  of  reference  point — ^2  1.  from  levels  by  G.  K.  Sanborn. 
Use — I  rrigation 
Depth  of  well— 217  feet 
Diameter  of  casing — lb  inches 
Other  numbers  used — Bailey  No   3727B;  Location  No.  1S901A. 


I'm 
Mm 


Date 

DUt.  R  P. 

to  water 

surface,  feet 

Date 

DUt.  R.  P. 

to  water 

surface,  feet 

Date 

DUt.  R.P 
surfaeeHli 

1930- 
Nov.  13          .  . 

137  4 
137,8 

1931— 
April  27 

136.2 

136,2 
137  S 

139  7 

140  6 

1931— Cunt. 
Nov.    2 

131. 

II 

Nov.  22 

Mav  16     

Dee.  17 

1932— 
Jan.   29 

Sept.   3 

!-a 

Oct.    17 

Measurements  from  Riverside  County  Land  Owners  Association. 

E-274-L-22,  MRS,  OTIS.     MAP  S 

Location  and  description — 100  feet  south  of  Rincon  Street.  1200  feet  cast  of  Smith  .Avenue.  CoiOl 
Reference  point — Top  of  concrete  pipe  casing,  0  8  feet  above  ground. 
Elevation  of  reference  point — 555,4.  from  levels  by  G,  K.  Sanborn. 
Use — Not  used. 

Diameter  of  casing — 8  inches. 

Other  numbers  used— O  Co  F  C   D.  No   P-8:  State  Div.  E.  and  I.  No.  93.  Corona  Quad.:  Bai 
No.  3723E;  Location  No   15<)10A. 


Einali 

Ml 


Date 


DUt.  R.  P. 

to  water 

surface,  feet 


Date 


DUt.  R.  P. 

to  water 

surface,  feet 


Date 


1922— 
July  19 

1924— 
Oct.  31 

1925— 
Oct.     2 


M9  0 
■26  9 
•'28 


1927— 

Dec.  17. 

1930— 

May  9 

July  22. 
Sept.  12, 

Dec.  1. 


•27.3 


28  7 
31.2 

'34 

«34 


1931— 
Jan.  2 
Mar.  9 
April  27 
^lay  16 
June  24 
Nov,  16 


*  Measurement  from  DivUion  of  Water  Resources. 
*■  Measurement  from  Riverside  County  Land  Owners  Association. 
•Dry. 
Measurements  from  Orange  County  Flood  Control  DUtrict  except  as  noted. 


litnlotliir. 


nlhStreflsr*.' 


SOUTH    COASTAL    BASIN    INVESTIGATION 


E-274C-L-22,  W.  W.  NICKLE.     MAP  5 


579 


Location  and  description — 100  fecc  south  of  Railroad  Avenue,  700  feet  east  of  Smith  Street.  Corona. 

3'  X  4'  pit. 
Reference  point — Top  of  casing,  0.7  feet  above  ground,  to  and  including  Septeml^er  15.  1931;  then, 

top  of  }"  X  5"  clamps.  2.2  feet  above  ground. 
Elevation  of  reference  point — 592.*^.  to  and  including  September  15,  1931 ;  then.  594.4;  from  levels  by 

G   K   Sanborn. 
Use — Domestic. 
Depth  of  well— 79  feet. 
Other  numbers  used— Bailey  No.  3723Ki  Location  No.  1  5910D. 


Date 


1931— 
Mar.  24. 
Nov.  16- 


Dist.  R.  P. 

to  water 

surface,  feet 


68.2 
77.5 


Date 


1931-Cont. 
Dec.  17.. 


Dist.  R.  P. 

to  water 

surface,  feet 


75.0 


Date 


1932— 
Jan.  20. 
Jan.  29. 


Dist.  R.  P. 

to  water 

surface,  feet 


75.7 

75.7 


Measurements  from  Riverside  County  Land  Owners  Association. 


E-27S-L-22,  A.  F.  CALL  ESTATE,  PUMP  NO.  67.     MAP  S 

Location  and  description — 100  feet  east  of  Sherman  Street  and  1080  feet  south  of  Railroad  Avenue, 

Corona.      30  feet  south  of  pump  house.      South  well  of  three. 
Reference  point — Top  of  ,'-^-inch  measuring  pipe  in  casing.  1  foot  above  ground. 
Elevation  of  reference  point — 628.8,  from  levels  by  G.  K.  Sanborn. 
Use — I  rrigation. 

Diameter  of  casing — 12  inches. 
Other  numbers  used — Bailey  No.  3726B  ;  Location  No.  I  591 1 . 


Date 


1931— 
Oct.   16 
Nov.  16. 
Dec.  16 


Dist.  R.  P. 

to  water 

surface,  feet 


103.3 
103.3 
102.1 


Date 


1932— 
Jan.     1. 
Mar.    1. 


Dist.  R.  P. 

to  water 

surface,  feet 


101.6 
100  3 


Date 


1932— Cent. 
April   1... 
AprUie... 


Dist.  R.  P. 

to  water 

surface,  feet 


110.8 
99.8 


Measurements  from  owner. 


E-276-L-22,  CORONA  FOOTHILL  LEMON  COMPANY— LINCOLN  STREET  WELL.     MAP  5 

Log  Available 

Location  and  description — 50  feet  west  of  Lincoln  Avenue.  400  feet  north  of  West  Sixth  Street,  Corona, 

Reference  point — Top  of  1-inch  hole  in  pump  base,  at  ground. 

Elevation  of  reference  point — 677.8,  from  levels  by  G.  K.  Sanborn. 

Use — Irrigation. 

Depth  of  well— 204  feet. 

Diameter  of  casing — 16  inches. 

Other  numbers  used — Bailey  No.  3726G;  Location  No.  15912. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1930— 
Dec.    1 

141.0 

140.3 
139.4 
145.7 

1931— Cont. 
Aug.    1.     . 

148  7 
145.9 
151.5 
145.4 

1932— 
Jan.     1 

144  4 

Oct.     1 

Feb.     1 

143.6 

1931— 

Nov.    1 

Mar.    1          .  . 

142.8 

Feb.     1 

Dec.    1 

April  16 

143  S 

April    1 

June    1 . 

Measuremepts  from  owner. 


580                                          DIVISION   OF   WATER   RESOURCES 

E-276C-L-22,  JAMISON  ESTATE.     MAP  5 

Log  Available 

Location  and  description — 50  feet  west  of  Lincoln  Avenue  and  0.29  miles  south  of  Olive  Street.  Coram 

Reference  point — Hole  in  east  side  of  casinR  under  base  of  pump,  at  ground. 

Elevation  of  reference  point — 797.4,  from  levels  by  G.  K.  Sanborn. 

Use — Irrii;ation. 

Depth  of  well— 376  feet. 

Other  numbers  used  —Bailey  No.  37J5A:  Location  No.  15913. 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  to 

1931— 
April  9 

190.0 

1931— Conl. 
June    4 

190.8 

1931— Conl. 
Dec.    2 

193.1 

- 

Measurements  from  Riverside  County  Land  Owners  Association. 

r 

E-276e-L-22,  CORONA  FOOTHILL  LEMON  COMPANY— LOWER  RANCH  WELL.     MAP 

Log  Available 

Location  and  description — 0.65  miles  south  of  West  Sixth  Street  and  0.35  miles  west  of  Lincol 

yXvcnue.  south\vc*;t  of  Corona. 
Reference  point — Top  of  casing,  at  ground. 
Elevation  of  reference  point — 773.  from  aneroid  by  D.  W.  R. 
Use — Not  used. 
Depth  of  well— 33  3  feet. 
Diameter  of  casing — 16  inches. 
Other  numbers  used — Location  No.  15912C. 


<h 


Date 


1927— 
April  23 
June  1. 
July  10 
Aug.  8. 
Sept.  12. 
Oct.  4. 
Nov.  14. 

1928— 
Jan.  23. 
Mar.  13. 
May  15. 
July   16. 


Dist.  R.  P. 

to  water 

surface,  feet 


204.0 
202  7 
201.7 
201.3 
200  7 
200  4 
199.9 


199  1 
198.8 
199.5 

200  6 


Date 


1921!— Cont. 
Sept.  I,. 
Oct.  16.  _ 
Nov.  16.. 

1929— 
Jan. 

Mar.  16.. 
May  1.. 
July  16,. 
Sept.  I.. 
Oct.  16.. 
Nov.  1.. 
Dec.  16.. 


Dist.  R.  P. 

to  water 

surface,  feet 


201  4 

233.2 
211.3 


210  1 

208.5 
207,9 
208  4 
220,2 
214  9 
215.0 
221.5 


Date 


1930— 
Jan.  16 
Mar.  16 
June  16 
July  1 
Dec.    1 

1931— 
Jan.   16 
Feb.     1 
Mar.    1 
April    1 . 


Dist.  R.  P 

to  water 

surface,  ffli 


213 
211 
210 
210 
215 


214 
213, 
216. 
215. 


Measurements  from  owner. 


E-279-L-22,  C.  A.  NEWTON.     MAP  5 

Location  and  description — 25  feet  north  of  Harrington  Street.  300  feet  east  of  Goodwin  Street,  nor 

of  Corona.     East  one  of  two  wells  in  deep  pit. 
Reference  point — Top  of  sill  around  8'  x  4'  pit  at  cast  end,  0  5  feet  below  ground. 
Elevation  of  reference  point — 561.5,  from  levels  by  O.  Co.  F.  C.  D.,  from  local  B.  M. 
Use — Irrigation. 

Diameter  of  casing — 14  inches. 
Other  numbers  used— O.  Co.  F.  C.  D.  No.  P-37;  Bailey  No.  3723G:  Location  No.  15920. 


Date 


1930— 
June  23 
July  29 
Aug.  25 
Oct.  16 
Dec.  18 


DUt.  R.  P. 

to  water 

surface,  feet 


27.0 
30  3 
32  3 
30  0 
27.9 


Date 


1931— 
Jan.  2 
Mar.  9, 
May  16 
July  9 
Aug.  18 


Dist.  R.  P. 

to  water 

surface,  feet 


27.9 
25.8 

•29  2 
32.7 

•33.0 


Date 


1931— Cmt. 
Sept.  11.. 
Nov.  16.. 

1932— 
Jan.    4.. 
Jan.  29.. 


'30 

•29 


■  Measurement  from  Riverside  County  Land  Owners  Association. 
Measurements  from  Orange  County  Flood  Control  District  except  as  noted. 


liOlivtSiin-c, 


SOUTH    COASTAL   BASIN    INVESTIGATION 


E-280-L-22,  CORONA  HEIGHTS  WATER  COMPANY.     MAP  5 


581 


x>cation  and  description — 825  feet  north  of  Railroad  Street.  345  feet  north  of  A.  T.  &  S.  F.  Ry., 

and  OhO  feet  west  of  Cota  Street,  northwest  of  Corona. 
Icference  point — Top  of  2-inch  plank  over  concrete  pit.  3  feet  below  ground. 
Uevation  of  reference  point — 568.3,  from  levels  by  G.  K.  Sanborn. 
Jse — Irrigation. 
itpth  of  well— 100  feet. 
Mameter  of  casing — 12  inches. 
)ther  numbers  used — Bailey  No.  3724Y:  Location  No.  15921. 


Date 


1929- 

Oct  28 

1931- 

Mar.  24 
Sept.  4. 


Dist.  R.  P. 

to  water 

surface,  feet 


37.0 


29.3 
36.1 


Date 


1 931 -Cent, 
Oct.  1.. 
Nov.  2.. 
Dec.    2.. 


Dist.  R.  P. 

to  water 

surface,  feet 


36.7 
36  9 
35.3 


Date 


1932— 
Jan.     4. 
Jan.  29. 


Dist.  R.  P. 

to  water 

surface,  feet 


33.6 
33.1 


M  »m.  Ml) 


niksiaotUi 


Location  and  description — 350  feet  east  of  Buena  Vista  Street  and  1  50  feet  south  of  Second  Street, 
extended.  Corona. 

Reference  point — Top  of  2-inch  measuring  pipe  into  casing,  0.5  feet  above  ground. 

Elevation  of  reference  point — 635.9,  from  levels  by  G.  K.  Sanborn. 

tlse — Irrigation. 

Depth  of  well— 1  50  feet. 

.  Ptameter  of  casing — 12  inches. 

Other  1 


Dkll 


Measurements  from  Riverside  County  Lanti  Owners  Association. 

E-280d-L-22,  CORONA  FOOTHILL  LEMON  COMPANY.     MAP  5 


her  numbers  used — Bailey  No.  3726E;  Location  No.  1  5921D. 


Date 


1928- 
May  15 

July  16 

Sept.    1 

Oct.   16 

,  Dec.  16 

1929- 
,Feb.    1, 

April  16. 

June    1 

■  Aug.    1 

■  Oct.   16 
Dec.  16 


Dist.  R.  P. 

to  water 

surface,  feet 


87.1 
89.7 
91-8 
91.2 
90.7 


89.2 
87,9 
90  1 

92  5 

93  7 
94.4 


Date 


1930— 

Feb.  16 

April  I 

June  16 

Aug.  1 

Oct.  1 

Dec.  1 

1931— 
Jan.  16 
Mar.  1 
April  16 
June  1 
July     1 


Dist.  R.  P. 

to  water 

surface,  feet 


91.7 

90.3 

91.1 

93 

95.2 

94.1 


92.7 
91.2 
92  0 
93.8 
95.6 


Date 


1931 -Cint 
Aug.  1.. 
Oct.  1.. 
Nov.  1.. 
Dec.    1.. 

1932— 
Jan.  1,. 
Feb.  1.. 
Mar.  1.. 
.Ipril  1.. 
April  16,. 


Dist.  R.  P. 

to  water 

surface,  feet 


97.0 
99.5 
100.0 
98.3 


96.8 
95.7 
94.7 
84.6 
9S.0 


iJiinSiKt' 
BM. 


Measurements  from  owner. 

E-281-L-22,  B.  CHAPIN.     MAP  S 

,tion  and  description — 125  feet  west  of  Hamner  Avenue  and  400  feet  north  of  intersection  of 
Cota  Street  and  Hamner  Avenue,  south  of  Norco, 
Reference  point — Top  of  6'  x  6'  across  pit,  at  ground, 
Qevation  of  reference  point — 577.i>.  from  levels  by  G.  K.  Sanborn. 
Use — Dom  Stic. 
Depth  of  well — 54  feet. 
Diameter  of  casing — 12  inches. 

Other  numbers  used — Bailey  No.  3724G;  State  Div.  E.  and  I. 'No.  78,  Corona  Quad.;  Location  No. 
.       1 5930, 


Date 

1 

Dist.  R.  P, 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R,  P. 

to  water 

stirface,  feet 

1 
1 

*922- 

April  13 

•15.0 
•25.2 

1931— 
Mar.  26 

31.5 
31  8 
32.6 

1931— Cont. 
Oct.     1 

33  7 

■  Dec.  15 

June    3 

Deo,    2 

34.1 

4 

Aug.    2 

1932— 
Jan,     4 

4 

IS 

33.8 

*  Measuremeot  from  Division  of  Water  Resources. 
Measuremeots  from  Riverside  Couoty  Land  Ofmers  AssociatioD  except  as  Doted. 


582  DIVISION   OP   WATER   RESOURCES 

E-281f-L-22,  ORANGE  HEIGHTS  WATER  COMPANY,  NO.  1-B.     MAP  5 

Location  and  description — 50  feet  cast  of  Hamner  Avenue.  400  feet  north  of  River  Street  (Auburn' 

dale  Road),  north  of  Cbrona.     80  feet  north  of  No.  I-A. 
Reference  point — Top  of  casing.  1  foot  above  ground. 
Elevation  of  reference  point — 587. b.  from  levels  by  G.  K.  Sanborn. 
Use — Irrigation. 
Other  numbers  used— bailey  No.  37247;  Location  No.  HQJOF. 


^Hut' 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feel 

1929— 
Oct    28 

44  3 

44  3 
43.6 

1931— 
Mar.  26 

■47.2 
43.0 
•49  4 

1931-Cont. 
Aug.    1 

■57.8 

Sept.  3 

'58,  S 

1930— 
Nov.  14 

Oct.     2 

SI. 2 

Nov.  21         - 

»  No.  1-A  pumping. 
Measuremeots  from  Riverside  County  Land  Owners  Associatior. 


E-282C-L-22,  CORONA  FOOTHILL  LEMON  COMPANY,  NO.  3.     MAP  5 

Log  Available 

Location  and  description — 175  feet  west  of  Merrill  Street,  128  feet  north  of  Third  Street,  Corona- 
Westerly  well  of  three. 
Reference  point — ^^-inch  hole  in  top  of  pump  base,  2.5  feet  below  ground. 
Elevation  of  reference  point — 631.5,  from  levels  by  G.  K.  Sanborn. 
Use — Irrigation  and  domestic. 
E>epthof  well— lb7  feet 
Diameter  of  casing — 18  inches. 
Other  numbers  used— Bailey  No.  3725G;  Location  No.  15931C. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

s 

1924— 
Nov.  10 

88  2 

88  3 

86  4 
87.8 

86  2 
83  8 

87  9 

89  2 
91  8 
94  6 
95.6 
96.2 
95.3 

96  0 

90  7 
90  9 
93  9 
85  8 
89.3 
88.0 
90  0 
90  6 
85.1 

1927— 
Fob.     7 

82  0 
78.3 
81  8 

83  9 
86  2 
86  2 

80  8 

79  0 
77.7 
83  0 
79  2 
86  2 
88  3 

83  5 
83.0 

81  3 
79.7 

84  5 
88.3 
90  4 

1929- C'nt. 
Oct.    16 

86.1 

got 

80.8 

85.1 
82.4 
87.( 
97.5 
98.5 
86.5 

84.S 
83.3 
95.7 
97.5 
97.1 
99.5 
92.5 
104.« 
90.4 

89.0 
87.( 
86.1 

Dec     1 

April  22 

Nov.    1 

May    9 

Dec.  16           

ifcn 

1925— 

Julv   10 

1930— 
Jan.   16 

Jan.    6                .  - 

Sept.  12 

Feb.    2 

Oct.     4 

ttn 

Mar.    1     

Nov.  14 

April    1 

April   1 

1928— 
Jan.  23 -- 

July     1 

Miy    1 

Sept.    1 

Nov.    1 

Aug.  12 

Mar.  13  . 

Dec.    1 

Sent.  2  .. 

April  16 

1931— 
Jan.   16 

Oct      1 

May  15              .     .. 

... 

Nov.    1 

July  16 

Dec.    1 

Sept.    1       

Mar.    1 

if 
H 

Got.   16 

April    1 

1926 — 

Dec.  16 

Jan.  23 

1929— 
Feb.     1  

Aug.    1 

— 

Feb.    6 

Sept.    1 

Mar.   9 

Oct.     1 

April  16 

Nov.    1 

May    2 

May    1 

Dec.    1 

July   16 

1932- 
Jan.     1 

July    4  .  .  . 

Sept.    1 

Oct    23 

Feb.     1 

Mar.    1 

Measuremeots  from  ovner. 


ry 


SOUTH    COASTAL   BASIN    INVESTIGATION 


583 


E-282f-L-22,  N.  G.  McCURDY— LAUNDRY  WELL.     MAP  S 

l^iOcation  and  description — 111  feet  cast  of  Main  Street  and  23  feet  north  of  Second  Street.  Corona. 

Ileference  point — Top  of  iron  plate.  0.5  feet  above  sround. 

Klevation  of  reference  point — ti29-2.  from  levels  by  G   K,  Sanborn. 

Ijse — Not  U'^cJ. 

l3epth  of  well— 125  feet. 

Diameter  of  casing — 12  inches. 

3ther  numbers  used — Bailey  No   3725H.  Location  No    15931F. 


Dist.  R.  P. 

to  water 

surface,  feet 


Date 


1927 -Cent, 
Aug.  8.. 
Ocl.  4.. 
Nov.  14.. 

1828— 
Jan.  23.. 
Mrr.  13.. 
April  16.. 
May  15.. 
June  1.. 
AuR.  16.. 
Oct.  If).. 
Dec.  16.. 

1929— 
Feb.  1.. 
April  16.. 
May  1.. 
June  1.. 
Aug.  1.. 
Oct.  16.. 
Nov.    1.. 


Dist.  R.  P. 

to  water 

surface,  feet 


72  6 

73  9 
72  8 


71  2 

69  5 

70  2 

70  9 

71  8 

74  8 

75  7 
75.1 


73. S 
72  1 
72,5 
74.0 
76,8 
79.8 
80  7 


Date 


1930— 
J.n.  16 
Feb.  16 
April  1 
June  16 
Julv  1 
Sept.  1 
Dec.    1 

1931— 
Jan.  16 
Mar.    1 

June  1. 

Aug.  I. 

Oct.  1. 

Nov.  1. 

1932— 

Jan.  1. 

Feb.  1. 

Mar.  1. 

April  1. 


Dist.  R.  P. 

to  water 

surface,  feet 


77.5 
76.2 

74  5 
74.8 

75  3 
78.4 
79.2 


77.0 
75.2 
77. S 
81. S 
84.2 
85.2 


81.8 
80  8 
79.5 
79.0 


Dit. 
tonic 


I 


Measurements  from  Corona  Foothill  Lemon  Company. 


I  E-285C-L-23,  PARKRIDGE  COUNTRY   CLUB.     MAP  5 

Location  and  description — 1 150  feet  nonh  of  A.  T   &  S   F.  Ry.,  bOO  feet  south  of  Parkridge  Tennis 

courts,  2900  feet  east  of  Joy  Street,  northeast  of  Corona. 
Reference  point — Top  of  pump  base  at  floor,  and  ground. 
Elevation  of  reference  point — 608.2,  from  levels  by  G.  K.  Sanborn. 
Use — Irrigation. 
Other  numbers  used — Bailey  No.  3b30A;  Location  No    1  5951 . 


t               Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1931— 
April  1 

36  6 
38  1 

1S31— Crnt. 
July     1 

40  1 

1931— Crnt. 
Sept.   3 

44  5 

May    1..   .     . 

Measurements  from  Riverside  Courty  Land  Owners  Association. 
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E-287-L-23,  CITY  OF  CORONA.     MAP  5 


Location  and  description — tOO  feet  north  of  Sixth  Streec.  and  500  feet  east  of  Grand  Boulevard, 

fcL't  souih  and  ^5  feet  cast  of  northwest  corner  of  City  Park,  CJorona. 
Reference  point  —Hole  in  pump  base.  0  6  feet  above  floor  and  ground. 
Elevation  of  reference  point — b58.0.  from  levels  by  G.  K.  Sanborn. 
Use-    Irrigation  and  domestie. 
Depth  of  well— 1  50  ftct. 
Diameter  of  casing — 12  inches. 
Other  numbers  used — Bailey  No.  3630B;  Location  No.  1  5Q42. 


"% 


Date 

Dist.  R.  I'. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  f'Ct 

Date 

DUt.  R.  P. 

to  water 

surface,  ft  ei 

1925— 
June    1  

92  0 
93.6 

1926— 
Mav    2 

90  6 

91  7 

92  2 

93  •» 
94.7 

1931— 
Mar.  27 

June    3 

•93  0 

July     1 

June    6 

•95  2 

Julv     4 

Aug.    I 

Oct.     2 

•101. 9 

Sept.    8 

•  Measurement  from  Riverside  County  Land  Owners  Association. 
Measurementfi  from  CorODa  Foothill  Lemon  Company  except  as  noted. 


tknii 
It-:. 

Him 

dtio: 


e- 


E.V 


E-287C-L-23,  J.  WIGHTMAN.     MAP  S 

Location  and  description — 30  feet  north  of  Commercial  Street,  at  angle.  700  feet  cast  of  Rimpau 

Street,  and  0.51  miles  cast  of  Grand  Eioulevard.  Corona. 
Reference  point — Top  of  casing.  0.5  feet  above  ground. 
Elevation  of  reference  point — 65*^.4,  from  levels  by  G.  K.  Sanborn. 
Use — Domest  ic . 
Depth  of  well — %  feet. 
Diameter  of  casing — 7  inches. 
Other  numbers  used — Bailey  No.  3630E;  State  Div.  E.  and  I.  No.  99.  Corona  Quad.;  Location  No, 

15q52. 


la. 
Hit 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922— 
July  22 

•61.0 
•78.8 
•84.3 

1927— 
Dee.  14 

•77  5 

81.2 
82  9 
85  2 

1931— Cent. 
Oct.     2 

8S.0 

1931— 
Mar.  28 

Dec.    2  

88.7 

1924— 
Oct.   10 

1932— 
Jan.  29 

86.7 

1925— 

Aug.    1 

Oct.     5 

•  Measurement  from  Division  of  Water  Resources. 
Measurements  from  Riverside  County  Land  Owners  Association  except  as  noted. 


Dni 

M 

Itis 


5S- 

'■■i 


'^hin-4 


jj(i.;!j)a[ionN 


Ul 
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I  E-29I-L-23,  TEMESCAL  WATER  COMPANY— BROCKMAN  WELL,     MAP  5 

Log  Available 

Location  and  description — 0  22  miles  east  of  Rimpau  Street  and  0.45  miles  north  of  Tcmescal  Street, 

southeast  of  Corona.     >00  feet  south  of  Call  Estate  well. 
Reference  point — Pop  of  curb,  1  foot  below  ground. 
Elevation  of  reference  point — 739.2.  from  levels  by  owner. 
Use — Abandoned 
Depth  of  well— 220  feet. 
Diameter  of  casing— 16  inches. 
Other  numbers  used — State  Div.  E.  and  I.  No.  235,  Corona  Quad.;  Location  No.  15%3. 


Dttl! 

11 

'llll 

Date 

Dist.R.P. 

to  water 
surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

...... 

1925— 
June  30 

•124.5 

-127.1 

124.8 
123.4 
122.7 
123.9 
124.3 
126.6 
125.5 

124  0 

124.3 

1929— Cont. 

AprU    1 

May    1 

124.9 
126.0 
127.2 
133.4 
129.3 
132.3 
128.8 

127.8 
126.6 
126.2 
125.7 
125  9 
129.1 
132.0 

1930— Cont, 
Oct,  14 

130.7 



1927— 
Dec.  22 

Nov,    8 

132.8 

Dec,    6 

130.1 

Sept.  17 ---- 

1931— 
Jan.     3  

1928- 
Jan.     7 

Oct.   12              

Nov.    9 

129.3 

Dec.  21       

Feb.  14 

128.0 

Feb.  24     

1930— 
Jan.     4 

Mar.  17 

129.0 

Mar.  24 

ApriiU 

128,8 

April   7 

Sept.  18 

139.5 

May  18 

Feb.     1 

Oct.   16 

139.4 

June  16 

Mar.    1              

Nov.- 27 

Dec.  12 

135.3 

Dec.  11 

.'lprU12 

134.3 

ttMSto(Rm;a 

1929— 
Feb.  23 

May  24            

1932— 
Jan.     8 

Sept.  16  

132.5 

Mar.  11 

Destroyed 

■  Measurement  from  Divisior  of  Water  Resources. 
Measurements  from  Temescal  Water  Company  except  as  noted. 


E-291b-L-23,  W.  H.  JAMISON.  JR.     MAP  5 

Log  Available 

Location  and  description — 600  feet  north  of  Magnolia  Avenue.  3000  feet  east  of  Porphyry  Spur.  1 

^  mile  west  of  Johnson  Street,  east  of  Corona. 
Reference  point — Topof  I  beam  across  pit.  3.0  feet  below  ground,  to  and  including  December  14.  1927; 

then,  top  of  concrete  pit  at  base  of  I  beam.  4  0  feet  below  ground. 
Elevation  of  reference  point — 645.8.  to  and  including  December  14,  1927;  then,  644.8;  from  levels 

by  G-  K.  Sanborn. 
Use — Not  used. 
Depth  of  well— 190  feet. 
Diameter  of  casing — 18  inches. 
Other  numbers  used — Bailey  No.  3629B;  State  Div.  E.  and  I.  No.  96,  Corona  Quad.;  Location  No. 

15972. 


Date 

Dist.  E.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

1922— 
July  21 

■10  0 
•24.0 
'26.4 

1927— 
Dec.  14 

•17.4 

21.2 
21.4 
22.9 
24.1 
25.7 

1931— Cont. 
Sept,   4 

25.6 

1931— 
Mar.  28 

Oct,     2 - 

25.6 

1924 — 

Nov.    2 

24.4 

Oct   10 

Nov.  30 - 

22.8 

1932— 

1925— 

June    3               

Oct.     6 

July    2 

19.2 

Aug.    1  

Jan.  29 

17.6 

1 

»  Measurement  from  Division  of  Water  Resources. 
Measurements  from  Riverside  County  Land  Owners  Association  except  as  noted. 
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E-294-L-23,  NORA  VANDERSLICE.     MAP  S 


Location  and  description — 20  feet  north  of  Magnolia  Avenue  and  20  feet  west  of  Johnson  Street, 

cast  of  Corona. 
Reference  point — Top  of  casing.  6.4  feet  below  ground.  In  pit.  to  and  including  December  14.  1*^27; 

then,  top  of  base  of  pump.  I  foot  below  ground. 
Elevation  of  reference  point — bb2  0.  to  and  including  December  14.  1*^27;  then,  669.4;  from  levels 

by  G-  K.  Sanborn. 
Use— Irrigation, 
Diameter  of  casing — 12  inches. 
Other  numbers  used — Bailey  No.  3628B;  State  Div.  E.  and  I.  No.  101,  Corona  Quad.;  Location  No. 

15981. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Dale 

Dist.  R.  P. 

to  water 

surface,  feet 

Dale 

Dist.  R.  P. 

to  water 

surface,  feel 

1922— 
July  22 - 

•4.0 
■33.5 
■13.4 

1927— 
Dec.  14 

■5  5 

23,1 
23,6 
25  9 
25.1 

1931-Cnnt. 
.\ov.    2 

25  7 

1931— 
Mar.  30..          .     . 

Nov.  30 

23.2 

1924— 
Oct.   10       

1932— 

April  27 

20  7 

192S— 

Julv     2 

Jan.  29       

19  4 

Oct.     6 

Oct.     2 

*  Measurement  from  Division  of  Water  Resources. 
Measurements  from  Riverside  County  Land  Owners  Association  except  as  noted. 


E-298U-L-24,  C.  W.  MAIN.     IVIAP  5 

Location  and  description — 46  feet  west  of  Buchanan  Street  and  50  feet  north  of  Magnolia  Avenue, 

northwest  of  Corona.      20  feet  southeast  of  E-2'^8-L-24. 
Reference  jjoint-— Top  of  7-foot  circular  concrete  pit,  1.1  feet  above  ground. 
Elevation  of  reference  point — 686.4.  from  levels  by  G.  K.  Sanborn. 
Use — Not  used. 
Depth  of  well— 180  feet. 
Other  numbers  used — Bailey  No.  3622E;  Gage  Canal  Co.  No,  A-43;  Location  No.  16000U. 


Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feet 

Date 

Dist.  R.  P. 

to  water 

surface,  feat 

1920— 
Dec.  12 

■10,6 

■10  4 

■8  6 
■8.2 

1922— 
July  22 

>>6.0 

"lis 

bS  1 

mi- 
Mar.  30     

>>6  ( 

1925— 
Oct.     6 

1921— 

July     2  

Jan.     6     .,     .. 

Aug.    1 

•U.( 

Feb.  16 

1927— 
Dec.  13 

Sept.  4 

May  27 

Nov.  30 

■  Measurement  from  Gpge  Canal  Company. 
b  Mea-surement  from  Division  of  Water  Resources. 
«  No  water. 
Measurements  from  Riverside  County  Land  Owners  Association  except  as  noted. 
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PUBLICATIONS  OF  THE 

DIVISION  OF  WATER  RESOURCES 
DEPARTMENT  OF  PUBLIC  WORKS 

STATE    OF    CALIFORNIA 

When  the  Department  of  Publ'c  Works  was  created  In  July,  1921,  the  Slate  Water  Commission  was  succeeded 
b;  the  Division  of  Water  Rights,  and  the  Department  of  Engineering  was  succeeded  by  the  DWlslon  of  Knslner* 
Ing  and  Irrigation  In  all  duties  except  tliose  pc-rtainlne  to  Slate  Architect.  Botli  the  Division  of  Water  Kightl 
and  the  Division  of  Engineering  and  irrigatian  functioned  until  August,  1929,  when  they  were  consolidated  ta 
form  the  Division  of  Water  ite«nuiLi-s. 

STATE   WATER  COMMISSION 
Piist  Report,  State  AVater  Commission,  March  24  to  November  1,  1912. 
Second  Report,  State  Water  Commission,  November  1,  1912  to  April  1,  1914. 
•Biennial  Report,  State  Water  Cominission,  March  1,  1915,  to  December  1,  1916. 
Bienni.al  Report,  State  Water  Commission,  December  1,  191G,  to  September  1.  1918.; 
Biennial  Report,  State  Water  Commission,  September  1,  1918,  to  September  1,  1920.| 


♦Bulletin 

No. 

1—1 

•Bulletin 

No. 

2—1 

•Bulletin 

No. 

3—1 

•Bulletin 

No. 

4—] 

•Bulletin 

No. 

5— 

Bulletin 

No. 

6— 

Bulletin 

No. 

7— 

•Biennial 

Report, 

•Biennial 

Report, 

Bienni.ll 

Report, 

Biennial 

Report, 

DIVISION   OF   WATER   RIGHTS 
Hydrogr.niihic  Investigation  of  San  Joaquin  River,  1920-1923. 
Kings  River  Investigation,  Water  Master's  Reports.  1918-1923. 
Proceedings  First    Sacramento-San    Joaquin    River    Problems    Con- 

fei-ence,  1924. 
Proceedings  Second  Sacramento-San  Joaquin  River  Problems  Con- 

fei-eiiue.  and  Water  Supervi.snr's  Report,  1924. 
San  Gabriel  Investigation— Basic  Data,  1923-1926. 
San  Gabriel  Investigation — Basic  Data,  1926-1928. 
San  Gabriel  Investigation^Analysis  and  Conclusions,  1929. 
Division  of  Water  Rights,  1920-1922. 
Division  of  Water  Rights,  1922-1924. 
,  Division  of  Water  Rights,  1924-1926. 
,  Division  of  Water  Rights,  1926-1928. 


DEPARTMENT  OF    ENGINEERING 

•Bulletin  No.  1 — Cooperative  Irrigation  Investigations  In  California,  1912-1914. 

•Bulletin  No.  2 — Irrigation  Districts  in  California.  1SS7-1915. 
Bulletin  No.  3 — Investigations   of    Economic    Dut.v    of    Water    for    Alfalfa    in    Sacra- 
mento Valley,  California,  1915. 

•Bulletin  No.  4 — Preliminary   Report   on   Conservation   and   Control   of   Flood   Waters 
in  Coachella  Valley.  California.  1917. 

•Bulletin  No.  5 — Rejiort  on  the  Utilization  of  Mojave  River  for  Irrigation  In  Victor 
Valley.  California.  1918. 

•Bulletin  No.  6 — California  Irrigation  District  Laws.  1919  (now  obsolete). 
Bulletin  No.  7 — Use  of  water  from  Kings  River.  California.  1918. 

•Bulletin  No.  8 — Flood  Problems  of  the  Calaveras  River,  1919. 
Bulletin  No.  9 — Water  Resources  of  Kern  River  and   Adjacent  Streams  and   Their 
Utilization,  1920. 

•Biennial  Report,  Department  of  Engineering,  1907-1908. 

•Biennial  Report,  Department  of  Engineering,  1908-1910. 

•Biennial  Report,  Department  of  Engineering,  191»-1912. 

•Biennial  Report,  Department  of  Engineering,  1912-1914. 

•Biennial  Report,  Department  of  Engineering,  1914-1916. 

•Biennial  Report,  Department  of  Engineering,  191G-191S. 

•Biennial  Report.  Department  of  Engineering,  1918-1920. 

•  Reports  and  Bulletins  out  of  print.     These  may  be  borrowed  by  your  local  library  from  the  California  Statt 
Library  at  Sacramento,   California. 
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DIVISION    OF    WATER    RESOURCES 
Including   Reports  of  the   Former   Division   of   Engineering  and   Irrigation 

•Bulletin  No.     1 — California  Irrigation  District  Laws.  1D21   (now  obsolete). 
•Bulletin  No.     2 — Formation  of  Irrigation  Districts.  Issuance  of  Bonds,  etc.,  1922. 
Bulletin  No.     3 — Water  Resources  of  Tulare   County  and   Their   Utilization,   1D22. 
Bulletin  No.     4 — Water  Resf>urces  of  California,  1923. 
BVilietin  No.     5 — Flow  in  California  Streams.  1923. 
Bulletin  No.     6 — Irrigation  Requirements  of  California  Lands.  1023. 
•Bulletin  No.     7 — California  Irrigation  District  Laws.  1923  (now  obsolete). 
•Bulletin  No.     .S — Cost  of  Water  to  Irrigators  In  California.  1925. 
Bulletin  No.     9 — Supplemental  Report  on  Water  Resources  of  Californi.a.  1925. 
♦Bulletin  No.  10 — California  Irrigation  District  Laws.  1925  (now  obsolete). 
Bulletin  No.  11 — Ground  Water  Resources  of  Southern  San  Joaiiuin  Valley.  1927. 
Bulletin  No.  12 — Summary  Report  on  the  Water  Resources  of  California  and  a  Coor- 
dinated Plan  for  Their  Development.  1927. 
Bulletin  No.  13 — The  Development  of  the  Upper  Sacramento  River,  containing  U.  S. 

R.  S.  Cooperative  Report  on  Iron  Canyon  Project,  1927. 
Bulletin  No.  14 — The  Control  of  Floods  by  Reservoirs.  192S. 
•Bulletin  No.  IS — California  Irrigation  District  Laws,  1927   (now  obsolete). 
•Bulletin  No.  IS — California  Irrigation  District  Laws,  1929  Revision   (now  obsolete). 
Bulletin  No.   18-B — California  Irrigation  District  Laws,  1931,  Revision. 
Bulletin  No.  19 — Santa    Ana    Investigation,    Flood    Control    and    Conservation    (with 
packet  of  maps),  192S. 
20 — Kennett    Reservoir    Development,    an     Analysis     of    Methods    and 
Extent  of  Financing  by  Electric  Power  Revenue.  1929. 
No.  21 — Irrigation  Districts  in  California.  1929. 

No.  21-A — Report    on    Irrigation   Districts   in    California   for   the   Tear   1929, 
1930. 
Bulletin  No.   21-B — Report   on   Irrigation    Districts   in    California    for    the   year 


1930. 


Bulletin 
Bulletin 
Bulletin 
Bulletin 
Bulletin 

Bulletin 
Bulletin 
Bulletin 
Bulletin 

Bulletin 

Bulletin 

•Bulletin 
Bulletin 

Bulletin 
Bulletin 

Biennial 
Biennial 
Biennial 
Biennial 


1931. 

No.  22 — Report  on  Salt  Water  Barrier  (two  volumes).  1929. 
No.  23 — Report  of  Sacramento-San  Joaquin  Water  Supervisor,  1924-192S. 
No.  24 — A  Proposed  Ma.ior  Development  on  American  River.  1929. 
No.  25 — Report  to  Legislature  of  1931  on  State  Water  Plan,   1930. 
No.  28— Economic   Aspects   of  a   Salt   Water   Barrier   Below   Confluence   of 

Sacramento  and  San  Joaquin  Rivers,  1931. 
No.  28-A — Industrial  Survey  of  Upper  San  Francisco  Bay  Area.  1930. 
No.  31 — Santa  Ana  River  Basin.  1930. 
No.  32 — South  Coast.al  Basin,  a  Cooperative  Symposium.  1930. 

No.    33 — Rainfall  Penetration  and  Consumptive  Use  of  Water  in  Santa  Ana 

River  Valley  and  Coastal  Plain,  1930. 
No.  34 — Permissible    Annual    Charges    for    Irrigation    Water    in    Upper    San 

Joaquin  Valley,   1930. 
No.  35 — Permissible  Economic  Rate  of  Irrigation  Development  in  California, 

1930. 
No.   36 — Cost  of  Irrigation  Water  in  California,  1930. 
No.   37 — Financial  and  General  Data  Pertaining  to  Irrigation,  Reclamation 

and  Other  Public  Districts  in  California,  1930. 
No.  38 — Report  of  Kings  River  Water  Master  for  the  Period  1918-1930. 
No.   39 — South  Coastal  Basin  Investigation,  Records  of  Ground  Water  Levels 
at  Wells,   1932. 

Report,  Division  of  Engineering  and  Irrigation,  1920-1922. 
Report,  Division  of  Engineering  and  Irrigation,  1922-1924. 
Report,  Division  of  Engineering  and  Irrigation,  1924-1920. 
Report,  Division  of  Engineering  and  Irrigation,  1926-192S. 


*  Beportg  and  Bulletins  out  of  print. 
Library  at  Sacramento,   California. 
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PAMPHLETS 
Rules  and  RegulatlBns  Governing  the  Supervision  of  Dams  In  California,  1929. 
Water  Commission  Act  with  Amendments  Thereto,  1931. 

Rules,  Regulations  and  Information  Pertainine  to  Appropriation  of  Water  In  Cali-J 

tornla,  1930. 

Rules  and  Regulations  Governing  the  Determination  of  Rights  to  Use  of  Water 

Accordance  with  the  Water  Commission  Act,  1925. 
Tables  of  Dlsch.arge  for  Parshall  Measuring  Flumes.  1928. 
General  Plans,  Specifications  and  Bills  of  Material  for  Six  and  Nine  Inch  Parsh 

Measuring  Flumes.  1930. 


COOPERATIVE   AND    MISCELLANEOUS   REPORTS 

•Report  of  the  Conservation  Commission  of  California,  1912. 

•Irrigation   Resources  of  California  and   Their  Utilization    (Bui.   254,   Office  of  E^l 

U.  S.  D.  A.)   1913. 
•Report,  State  Water  Problems  Conference,  November  25,  1916. 
•Report  on  Pit  River  Basin.  April.  1915. 
•Report  on  Lower  Pit  River  Project,  July,  1915. 
•Report  on  Iron  Canyon  Project,  1914. 

•Report  on  Iron  Canyon  Project,  California,  May,  1920.  , 

•Sacramento  Flood  Control  Project  (Revised  Plans),  1925. 
Report  of  Commission   Appointed  to   Investigate  Causes  Leading  to  the  Failure 

St.  Francis  Dam,  192S. 
Report  of  the  Joint  Committee  of  the  Senate  and  Assembly  Dealing  With  the  Wata 

Problems  of  the  State,  1929. 
Report  of  the  California  Joint  Federal-State  Water  Resources  Commission,  1930. 
Conclusions  and   Recommendations  of  the  Report   of  the   California   Irrigation  an 

Reclamation  Financing  and  Refinancing  Commission,  1930. 
Report  of  the  Joint  Committee  of  the  Senate  and  Assembly  Dealing  with  the  Wat^ 
Problems  of  the  State.  1931. 


*  Reports  and  Bulletins  out  of  print. 
Library  at   Sacramento.   California. 


These  may  be  borrowed  by  your  local  library  from  the  CallfomU  SU 
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